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0% Financing is Back: Is the Automotive Industry (апа Broader US 
Manufacturing) in Trouble? 


l; you've tried to buy a new car or truck recently, you've likely encountered (even with good credit) interest rates in 
the neighborhood of 9-10%. For someone borrowing $50K for a modestly optioned Ford FI50 (including taxes, 


registration, and fees), current monthly payments at these rates approach $1,100 over a 60-month term. That's in 
the ballpark of $250 per month more than they would be at the 0% (or .9%) financing costs! 


Which, of course, helps explain why car sales are slumping and why both new and used cars are piling up on dealer 
lots. This is only part of the picture. Major manufacturers have spent 2023 producing cars that consumers don't 
actually want: namely EVs. In fact, according to Copilot, dealers had (as of November 2023) over 253 days of supply 
for the Ford Mustang Mach-E sitting on lots. Chevy had 221 days of supply gathering dealer dust for the Blazer EV. And 
even Porsche had 176 days of inventory for the Taycan (among dozens of other EVs sitting on lots for many months in 
search of a new home). 


Moreover, inventory for these vehicles, including gasoline- powered cars, grew during the UAW strikes despite 
production cuts! The overall sales trendline does not look good. In June of 2023, monthly vehicle sales topped 16.6 
million units. This fell to 16.18 million units in September, and further declined to 15.97 million units in October while 
dealer inventories increased in a supply (labor) constrained environment. 


As q result, dealers, even with popular models, are resorting to 0% financing offers to move units -- which is 
unprecedented in such a high-interest-rate environment given the cost to the financing arm of manufacturers to 
absorb their own borrowing costs. According to Realcartips.com, and @cardealershipguy on Twitter, Ford is now 
currently offering 0% financing on the Edge, Expedition, and Escape models (and Lincoln Nautilus). Nissan is offering it 
for the Titan, Murano, Altima, and Rogue. Hyundai is also offering 0% financing for the Sante Fe and Tucson. And even 
Subaru is offering %0 financing for at least one model. 


Consumers are also failing to make payments. Automotive subprime default rates have spiked above 6% in October, 
marking a roughly 250% increase since 2021. 


Businesses are also defaulting. This suggests increasing supply chain risk, as evidenced by the 605 rise in business 
Chapter 11 business filings in 2023. The situation is becoming acute from where we sit as procurement and supply 
chain advisors in the market. 


All of this spells trouble for automotive companies (and their extended supply chain, especially smaller 
manufacturers who do not have the same balance sheet strength and lower borrowing costs of OEMs and are facing 
declining order books in many cases). Here, it is important to remember that lower-tier manufacturers within 
automotive, general/industrial and A&D overlap materially. For instance, a metal fabricator or injection molder 
supplying parts that end up (eventually) in a Ford might also supply John Deere or its suppliers. 


But what should manufacturers do? We typically recommend that companies start by mapping and understanding 
not only their tier 1 supplier exposure, but also tier 2 and tier 3 risk. Then, it is important to understand vendor (and 
customer) balance sheet health using methodologies such as Altman Z scoring or that provided by technology and 
data providers such as D&B, RapidRatings, or Credit Risk Monitor (disclosure: one of the authors sits on the board of 
Credit Risk Monitor). Visibility into multiple supplier tiers can also enable larger manufacturers to purchase materials 
on behalf of suppliers, often at more attractive prices due to volume discounts. 


Once a firm understands its multi-tier supplier network, it's crucial for business owners and professionals in finance, 
procurement, and supply chain management to immediately develop plans for at-risk suppliers to ensure they can 
continue to deliver -- given the cost of potential disruption to production should a supplier become insolvent. 


But at least after work is done proactively figuring out which suppliers could shut down your production line, you can 
at least enjoy the benefit of purchasing that Ford Expedition you've had your eye on for years with 0% interest. 


Хто. Ja H Luma Jason Busch and Lisa Reisman are editors at large. 
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machinestation.us 
centurymachinery.com 
etbalance.com 
impcorporation.com 
hamptontedder.com 
powergenenterprises.com 
tntind.com 
amking.com 
gthmach.com 
wheelermachinery.com 
raargroupusa.com 


excelltechnology.com 
calpower.com 
hawthornecat.com 
machineryandequipment.com 
relectric.com 

koffler.com 
petersonpower.com 
jpsint.com 
manufacturesolutions.com 
globalpwr.com 
sbbreakers.com 
nationalcircuitbreaker.com 
rgindustries.net 
machnet.com 
turnersmachinery.com 
machineryresources.com 
sterlingmachinery.com 
superiorelectricmotors.com 
jplcompressor.com 


Website 
generatorsource.com 
powerzone.com 
hightolowvoltage.com 
denverbreaker.com 
rogersequip.com 


Colorado 

Denver Magnetic 
Denver Machine Tool 
Automatics & Machy 
E & M Equipment LLC 
Big Bear Engine 
Connecticut 

Airvac Technical 
Hariton Machy Co 
CNC Parts 

Gavlick Machinery 
Greasymachines.com 
Kaste Industrial 
Capital Machine 

NE Industrial Mchy 
S & S Furnace Sales 
Piela Electric Inc 

CB Sales NE 

Hi-Heat Co 
Stamptech Inc 
Furnace Brokers 
MBI Worldwide LLC 
Traver IDC 

Global Machine 
Machy International 


District of Columbia 
EEC of VA 


Florida 

RTS Transformer Inc 
Generation Machine 
Gulf Coast Machy 
SCA Power Systems 
Southern Fab Machy 
Resell CNC LLC 
Turbine Diagnostic 
Safe Power 
Switchgear Unlimit 
Sierra Victor 

E & 1 Solutions 
Bailey Surplus 
Gentel Power 

Ring Power Systems 
Georgia 

CJE Machine 

NSV Energy, LLC 
Gainesville Ind. 
Industrial Electro 
Electric Motors Co 
EMA Inc 

Equipment Hub 
MacLean Machinery 
Coilquip 

Idaho 

Dykman Electrical 

U S Combustion Prod 
Kilowatts Power 
Liberty Machine 


Illinois 

Addison Elec. 

Used Solutions Inc 
Allstate Saws 
Belmont Machinery 
Factory Cleaning 
Blumberg Machinery 
Silverlight CNC 
Machinery Source 

R G Hanson Co Inc 
Machine Tools Rblt 
Frain Industries 
Altman Machinery Co 
Estes Machinery Co 
Mchy Marketing Intl 
Revelation Machy 
Raco Machinery Inc 
Johnston Machinery 
Surplus Asset 

Air Services Co. 
Asset Exchange Corp 
Blackout Equipment 
Blades Machinery 
Goldstein Gear 
Kempler Industries 
Myers Technology Co 
Perfection Machy 

IL Electric Works 
Blackhawk Machinery 
Used CNC LLC 

APM Tool LLC 

Joliet Electric Mtr 
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Since City 

1992 Eastlake 
2006 Littleton 
1989 Longmont 
2008 Longmont 
2023 Parker 


Since City 

2023 Bethel 
1971 Bridgeport 
2018 Bristol 
1957 Bristol 
2007 Bristol 
1966 Enfield 


2007 Fairfield 
1971 New Britain 
1990 Pawcatuck 
1991 Preston 
1959 Seymour 
1986 South Windsor 
2001  Southington 
1984 Tolland 
2015 Vernon 

2000 Waterbury 
2007 Watertown 
1945  Woodridge 
Since City 

2019 Washington 
Since City 

2008 Apopka 
2018 Bradenton 


2015 Foley 
1999 Jacksonville 
2015  Lithia 


2008 Maitland 

2014 Odessa 

2016 Palm Harbor 
1987 Plant City 

0 Port Orange 
2009 Rockledge 
2003 Santa Rosa 
2011 St Cloud 
1990 St. Augustine 
Since City 

2005 Alpharetta 
2013 Canton 

1975 Gainesville 
2008 Garden City 
2005 Hull 

2014 Norcross 
2014 Stone Mountain 
2013 Tucker 

2009 Woodstock 


Since City 

1992 Boise 

1998 Ketchum 

2022  PostFalls 

2023 Preston 

Since City 

2003 Addison 

2003 Algonquin 

1990 Aurora 

1993 Aurora 

2007 Aurora 

1971 Bannockburn 
2016 Barrington 

2013 Belvidere 

2018 Bloomington 
2021 Carlyle 

1991 Carol Stream 
1982 Chicago 

1955 Chicago 

2013 Chicago 

2017 Chicago 

1974 Crystal Lake 
2000  DesPlaines 

1994 Elgin 

1998 Elk Grove Village 
2004 Elk Grove Village 
2021 Elk Grove Village 
1991 Elk Grove Village 
1952 Elk Grove Village 
1962 Elk Grove Village 
2008 Elk Grove Village 
1964 Elk Grove Village 
1991 Granite City 

2003 Highland Park 
1997  Huntley 

2004  Ingleside 

1954 Joliet 


Contact 

Dave Brinson 
Frank Dieveney 
Steve Beck 

Ed Csapo 

John Clifford 


Contact 
Andre Calliste 
Alan Hariton 
Sales Dept. 
Mark Haba 
Nick Perugini 
Mark 

David Henchcliffe 
Paul Gaffney 
Steve Davis 
Joe Piela 

Dan Kahn 
Lenny Werner 
Eric Kubeck 
John Bouley 
Edward Freligh 
Jack Traver Sr 
Joseph Wihbey 
John Conroy 


Contact 
G. Friedman 


Contact 

Mike Herber 
Matthew Schulman 
Don Bentley 
Glenn Trcalek 
Dan McCurdy 
John Butz 

Ron Rubrecht 
Jeff Vail 

Mike / Al 

Dan Valenzisi 
George Taylor 
Bruce Bailey 
Craig Grason 
Lyndon Schultz 


Contact 
Chris Ernest 
Sales 

Larry Raines 
Ted Carbone 
Brent Drake 
Tatyana 

Drake Denham 
Doug MacLean 
Travis Benson 


Contact 
Tyler Holly 
Greg Levin 
Jordan Hamon 
Erika Black 


Contact 
Sales 

Mark Mammen 
Bob Hoffmann 
Sales 

Marty Manley 
Jerry/ Ryan 
Jeff Katzbeck 
Jeff Hassen 
Tom Hanson 
Jonathan Chandler 
Katie Frain 
Howard Steve 
Peter Estes 
Eric Kornacker 
Grayman Rivo 
Jack Boecher 
Brian Johnston 
Mike Gordon 
Mike Byrd 
Gregg/Mark 
Greg Sweigert 
Mike Olson 

M. Goldstein 
Sales Dept. 
John Myers 
Sales Dept. 
Dale Hamil 

C. Perrelli 
Mike Oracko 
Brad Pekarik 
Tim Tibbott 


Phone 

800-728-5722 
303-795-8302 
303-651-6545 
303-736-9424 
720-928-9252 


Phone 

203-300-1199 
203-367-6777 
860-964-6549 
860-589-2900 
866-473-2796 
860-623-5700 
203-254-1643 
860-680-9811 
860-745-6116 
860-889-8476 
800-521-0197 
860-528-9315 
860-628-9090 
860-875-3712 
860-202-8550 
203-753-5103 
860-484-4449 
203-484-0400 


Phone 
202-269-1903 


Phone 

407-880-2524 
800-638-8888 
251-943-0048 
904-757-0353 
813-444-4555 
844-478-8181 
813-601-7100 
727-560-5080 
800-688-2382 
386-304-3720 
321-960-7482 
205-612-3051 
407-466-4427 
904-737-7730 


Phone 

770-886-6827 
908-421-4139 
770-532-4411 
912-964-0884 
706-549-6556 
770-448-4644 
770-621-0495 
770-934-6500 
770-516-0499 


Phone 

844-606-3336 
208-725-5781 
208-889-7616 
208-851-8568 


Phone 

630-628-8080 
815-759-5000 
630-892-7297 
630-844-9288 
800-793-3790 
847-580-6800 
847-796-6687 
815-547-0990 
309-661-9200 
618-616-6736 
630-629-9900 
773-247-4343 
312-543-6772 
312-226-4150 
816-330-2138 
847-525-0099 
847-803-8700 
630-690-7986 
847-725-2100 
773-866-9600 
847-571-0523 
847-439-2126 
847-380-8300 
847-242-8982 
847-290-0167 
847-427-3333 
618-451-6900 
888-926-0050 
847-669-9781 
319-350-6747 
815-727-6606 


Email 
dbrinson@denvermagnetic.com 
dmtool@comcast.net 
sales@automatics.com 
ed(22000kw.com 
sales@4btengines.com 


Email 

nilandg@aol.com 
alanh@haritonmachinery.com 
cncbridgeports@yahoo.com 
sales@gavlick.com 
info@greasymachines.com 
debbie@kaste.com 
dhmach@optonline.net 
paul@ne-im.com 
steve@ssfurnace.com 
joe@pielaelectric.com 
sales@electriccontrol.com 
law@hi-heat.com 
eric@stamptechinc.com 
jtbouley@aol.com 
edfreligh@comcast.net 
jetraver@traveridc.com 
joew@globalmachinebrokers.com 
sales@machyintl.com 


Email 
ggem@erols.com 


Email 
mherber@rtstransformer.com 
sales@generationmachinetools.com 
don4machines@gmail.com 
ghtsca@aol.com 
dan@southernfabsales.com 
john@resellcnc.com 
ron@turbinedoctor.com 
safepower3@yahoo.com 
av@swgr.net 
dan@sierravictor.com 
energy_ind@msn.com 
bbailey@baileysurplus.com 
craig@gentelpower.com 
lyndon.schultz@ringpower.com 


Email 

bigern@cjemachine.com 
sales@nsvenergy.com 
lraines@gainesvilleindustrial.com 
scarbone@iemsavannah.com 
brent@emci.net 

tatyana@emainc.net 
drakedenham@theequipmenthub.com 
doug@macleanmachinery.com 
sales@coilquip.com 


Email 

tholly@dykman.com 
g.levin@uscombustion.com 
jordan@kilowattspower.com 
erika@libertymachineworks.com 


Email 
customersupport@addisonelectric.com 
markm@usedsolutions.com 
office@allstatesaws.com 
sales@belmontmachinery.com 
marty.manley@thesweeper.com 
sales@blumbergmachinery.com 
jeff@silverlightcnc.com 
sales@machinerysource.com 
tomhanson@rghanson.com 
jon@machinetoolsrebuilt.com 
sales@fraingroup.com 
steve@altmanmachinery.com 
estesmachinery@aol.com 
eric@mmi-direct.com 
grayman@revelationmachinery.com 
jack@raco.com 

bjmc2@aol.com 
mike@surplusassetauctions.com 
mbyrd@airservicesco.com 
sales@assetexchangeinc.com 
greg@blackoutequipment.com 
molson@bladesmachinery.com 
michael@goldsteingearmachinery.com 
sales@kempler.com 
johnm@myerstc.com 
sales@perfectionmachinery.com 
dale@illinoiselectric.com 
sales@blackhawkmachinery.com 
mike@usedcnc.com 
brad@apmtool.com 
motors@jolietelectricmotors.com 
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December 2023 


Website 


denvermachinetoolinc.com 
automatics.com 
2000kw.com 
Abtengines.com 


Website 

airvac.net 
haritonmachinery.com 
machineinventory.shop 
gavlick.com 
greasymachines.com 
kaste.com 
capitalmachinetools.com 
ne-im.com 
ssfurnace.com 
pielaelectric.com 
circuitbreakersalesne.com 
hi-heat.com 
stamptechinc.com 
fcebr.com 


traveridc.com 
globalmachinebrokers.com 
machyintl.com 


Website 
eec945.com 


Website 

rtstransformer.com 
generationmachinetools.com 
gulfcoastmach.com 


southernfabsales.com 
resellcnc.com 
turbinedoctor.com 
safepowerusa.com 


sierravictor.com 


gentelpower.com 
ringpowersystems.com 


Website 


nsvenergy.com 
gainesvilleindustrial.com 
iemsavannah.com 
emci.net 

emainc.net 
theequipmenthub.com 
macleanmachinery.com 
coiltippers.com 


Website 

dykman.com 
uscombustion.com 
kilowattspower.com 
libertymachineworks.com 


Website 
addisonelectric.com 
usedsolutions.com 
allstatesaws.com 
belmontmachinery.com 
thesweeper.com 
blumbergmachinery.com 
silverlightcnc.com 
machinerysource.com 
rghanson.com 
machinetoolsrebuilt.com 
fraingroup.com 
altmanmachinery.com 


mmi-direct.com 
revelationmachinery.com 
raco.com 
johnstonmachinery.com 
surplusassetauctions.com 
airservicesco.com 
assetexchangeinc.com 
blackoutequipment.com 
bladesmachinery.com 
goldsteingearmachinery.com 
kempler.com 

myerstc.com 
perfectionmachinery.com 
illinoiselectric.com 
blackhawkmachinery.com 
usedcnc.com 
americanprecisionmachinetool.com 
jolietelectricmotors.com 


December 2023 


Illinois 

R & G Services Inc 
Veearc 

Adams Machinery Co 
Victory Machinery 
Ditter Industries 
Arlington Machinery 
Liberty Machinery 
OEM Air Compressor 
Saunders Machinery 
Alan Ross Machinery 
Ind Plant Equipment 
Graff-Pinkert & Co 
Allways Precision 
CNC Exchange 
Mobius Group LLC 
Gadsden Engineering 
Strong Machinery 
WINN-DIXI Machine 
Machinery Systems 
Hitech Machy Sales 
Poreba Machine Tool 
Indeck Power Equip 


Wabash Power Equip. 


Indiana 

KoteQuip LLC 
Yeoman Machinery 
Vander Parts Co 
HTS Inc. 
MacAllister Pwr Sys 
Midwest Engines 
Precision Balancing 
Select Equipment 
Current Midwest 
Harrison Electric 
Bullseye Ind. Sales 
Precision Electric 
Capital Machy Sys 
Cardinal Parts 
Northern Electric 
Pro Mach 


lowa 

Smith Machinery Co 
Forge Manufacturing 
N S Machine Corp. 
Reynolds Engr 
Greenway & Assoc. 


Kansas 

Mid Kansas Winding 
Power Tech 

Foley Equip - Power 
Wildcat Power Gen 


Kentucky 

Brooks Motor & Elec 
Scott Clark Elec. 
Machine Tool Emp 
Action Machy Inc 
Machinery Central 
Special Projects 
Tooling Emporium 
Used PBD 

Ware Inc 

Machinery Bargains 
Kentuckiana 
Bondtech Corp. 


Louisiana 
Alexandria Armature 
Charlie Steele 
Louisiana Chemical 
NEMSCO 

Univ Indust Assets 
Ace Armature Works 
Certum Elite 
Southern Apparatus 
A & H Armature 


Maryland 

Centra Corporation 
Clark Machy Sales 
Carter Machinery Co 


Massachusetts 
Stanley Machinery 
Alfred L Brown 

E Coast Induction 
Morris Mechanical 
Applied Dynamics 
Wigglesworth Machy 
Milton Cat Pwr Sys 
Nevins Machinery 


Since 
1989 
2003 
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City 

Joliet 

Joliet 

Lake Bluff 
Lake Forest 
Lake Villa 
Lake Zurich 
Lincolnshire 
Maywood 
Mundelein 
Northbrook 
Northbrook 
Oak Forest 
Plainfield 
Prospect Heights 
Rock Falls 
Rockford 
Rockford 
Rockford 
Schaumburg 
St. Charles 
Wauconda 
Wheeling 
Wheeling 
City 

Elkhart 
Elkhart 
Evansville 
Highland 
Indianapolis 
Indianapolis 
Indianapolis 
Kokomo 
Michigan City 
Michigan City 
Middlebury 
Mishawaka 
Pendleton 
Sheridan 
South Bend 
Valparaiso 
City 

Ames 
Ankeny 
Granger 
Muscatine 
Orange City 
City 

Galva 
Overland Park 
Wichita 
Wichita 

City 

Cave City 
Clay 
Lagrange 
Louisville 
Louisville 
Louisville 
Louisville 
Louisville 
Louisville 
Prospect 
Shepherdsville 
Somerset 
City 
Alexandria 
Baton Rouge 
Baton Rouge 
Baton Rouge 
Gonzales 
Greenwell Springs 
New Iberia 
West Monroe 
Westwego 
City 

Bel Air 

Hunt Valley 
Salem 

City 
Agawam 
Auburn 
Brockton 
Clinton 
Greenfield 
Marblehead 
Milford 
South Easton 


Contact 

Jason Gregory 
Kent Wegley 
Sonneborn 

Neal Hoffenberg 
Jerry Ditter 
Alan Clarke 
Peter Sonneborn 
Bill Morrison 
Mitch Saunders 
Rustin Ross 
Jerry Kolb 
Lloyd Graff 
Alex Vanderberg 
Glenn Gray 
David H Doctor 
Dave Conley 
Starker White 
Dick Crosby 
CNC Division 
Bill Raye 

Frank Turi 

Gary Blazek 
Michael Pfeiler 


Contact 

Larry Savage 
Robert Yeoman 
Eric Vinson 


Don & Barb Sparks 


Todd Moseley 
Chris Ricketts 
Joe Pickett 
Moe/Kent/Doug 
Scott Engwert 
Tom Walma 
Jeremy Wingard 
Preston Dodd 
Russ Phillips 
Curtis Gibson 
Howard Dosmann 
Joseph Piegat 
Contact 

Jim Smith 

Paul Farrell 
David Bryan 

Jim Reynolds 
Clark Groeneweg 


Contact 

Don Sullivan 
Lee Cochran 
Jeff Wood 
Sammy Haggar 


Contact 

Chris Brooks 
Scott Clark 
Mark Coxon 
Thomas Cheney 


Denis Frankenberger 


Kevin French 


Denis Frankenberger 


Elaine Woodfin 
Kelly Bennett 
John Kempf 
Kevin Buckler 
Elsa Brown 


Contact 

Dick Culpepper 
Charlie/ Trey 
Steve Rotenberg 
D. Callender 
Jack Wilkerson 
John McCarstle 
Kirk Landry 
Robert Keen 
Harry Atwood 


Contact 
Michael DiBlasi 
Troy Clark 

Ed Loud 


Contact 

Jenn Cohen 
Charles Gaspie 
Mr.Frosty 

Harry Howe 

Dave Cunningham 
Gifford 

John Banks 

Jim Nevins 


Phone 

708-925-7632 
800-292-1220 
847-673-0556 
847-918-9797 
847-265-1075 
847-957-9731 
847-276-2761 
773-523-8200 
847-212-5993 
847-750-3339 
847-998-8882 
708-535-2200 
815-577-1600 
847-537-7700 
815-285-2660 
815-520-5223 
917-608-2882 
815-874-4771 
847-490-7541 
630-443-7865 
847-968-2000 
847-541-8300 
847-541-5600 


Phone 

574-266-4434 
574-295-6161 
812-422-6033 
219-588-5656 
832-316-9715 
337-230-9630 
317-639-2712 
800-697-0311 
800-391-0109 
219-879-0444 
574-825-4990 
574-256-1000 
800-788-0307 
317-647-2008 
574-289-7791 
219-405-1144 


Phone 

515-233-6330 
515-249-8428 
515-999-2999 
563-263-5549 
712-737-8700 


Phone 

620-654-7077 
913-888-4488 
785-267-8139 
602-741-7711 


Phone 

270-678-1337 
270-318-0877 
502-802-4008 
502-459-1313 
502-219-7311 
502-778-3883 
502-219-7311 
502-308-2525 
800-228-8861 
502-419-9170 
502-931-2109 
606-677-2616 


Phone 

318-443-0447 
800-637-7042 
281-471-4900 
800-877-7520 
225-978-6000 
225-235-5611 
337-608-8530 
318-396-1738 
504-347-3781 


Phone 

410-945-0040 
410-252-5494 
800-443-9813 


Phone 

413-244-9335 
508-754-5382 
508-587-2800 
978-365-9675 
800-505-0047 
617-567-7210 
508-634-5539 
508-894-0008 


Email 
randgservices77(9gmail.com 
kwegley@quadplusinc.com 
adams@adamsmachinery.com 
sales@victorymachinery.com 
ditterind@gmail.com 
sales@arlingtonmachinery.com 
sales@libertymachinery.com 
wim@oemair.com 
saundersmachinery@gmail.com 
leads-t225@machinerymanager.com 
sales@ipeinfo.com 
sales@graffpinkert.com 
sales@allwaysprecision.com 
glenn@cncexchange.com 
hotmetal@centurytel.net 
leads-t256@machinerymanager.com 
strongmachinery@gmail.com 
dickc@winndiximts.com 
used@machsys.com 
sales@hitechmachinery.com 
frank@porebamachinetool.com 
gblazek@indeck-keystone.com 
info@wabashpower.com 


Email 
larrysavage39@gmail.com 
yeomanmachinery@gmail.com 
evinson@sigecom.net 
sparksdon2003@yahoo.com 
toddmoseley@macallister.com 
chris@midwest-generators.com 


precisionbalancing@precisionbalance.com 


dbray@selectequipment.net 
sales@currentmidwest.com 
jhibner@spina-enterprises.com 
jeremy@bullseyeindustrialsales.com 
preston@precision-elec.com 
service@capital-compressor.com 
info@cardinalpe.com 
neco@northernelectricco.com 
promach@gmail.com 


Email 
smc@smithmachinery.com 
info@forge-usa.com 
sales@nsmachine.com 
jreynolds@reynoldseng.com 
shelley@greenwayassoc.com 
Email 
mkwind@hometelco.net 
ptemotors@yahoo.com 
jswood@foleyeq.com 


sammy.haggar@wildcatpowergen.com 


Email 


surplus@brooksmotorandelectric.com 


sclarkelectric.sales@gmail.com 
sales@machinetoolemporium.com 
thomas@actionmachineryinc.com 
denisrhc@yahoo.com 
kfrench@specialprojects.com 
denisrhc@yahoo.com 
elaine@usedpbd.com 
kelly.bennett@wareinc.com 
john@machinerybargains.com 
kentekser@hotmail.com 
elsabrown@bondtech.net 


Email 

alexarmjim318@att.net 
trey@cbeminc.com 
sales@lcec.com 
dcallender@nemsco.com 
jackw@universal-ia.com 
acearm@eatel.net 
kirk@certumelite.com 
bkeen@southernapparatus.com 
ahmail@bellsouth.net 


Email 
m.diblasi@centracorp.com 
sales@clarkmachinerysales.com 
ed_loud@cartermachinery.com 


Email 

machinery2000@aol.com 
sales@alfredlbrown.net 
annp@eastcoastind.com 
hhowe@morrismech.com 
nik@applied-dynamics.com 
sales@wigglesworthmachinery.com 
john_banks@miltoncat.com 
sales@nevinsmachinery.com 


SURPLUS RECORD DEALER DIRECTORY 


Website 
randgservices.com 
veearcdrives.com 
adamsmachinery.com 
victorymachinery.com 
ditterindustriesinc.com 
arlingtonmachinery.com 
libertymachinery.com 
oemair.com 
saundersmachinery.com 
alanross.biz 

ipeinfo.com 
graffpinkert.com 
allwaysprecision.com 
cncexchange.com 


gadsdenengineering.com 
strongmachinery.com 


machsys.com 
hitechmachinery.com 
porebamachinetool.com 
indeck.com 
wabashpower.com 


Website 
kotequipllc.com 
ebay.com 
vanderparts.com 


macallisterpowersystems.com 
midwest-generators.com 
precisionbalance.com 
selectequipment.net 
currentmidwest.com 
harrison-elec.com 
bullseyeindustrialsales.com 
precision-elec.com 
capital-compressor.com 
cardinalpe.com 
northernelectricco.com 


Website 
smithmachinery.com 
forge-usa.com 
nsmachine.com 
reynoldseng.com 
greenwayassoc.com 


Website 

homecomminc.com 
powertechelectricmotors.com 
foleypowersolutions.com 
wildcatpowergen.com 


Website 
bmebearings.com 


machinetoolemporium.com 
actionmachineryinc.com 
machinery-central.com 
specialprojects.com 


wareinc.com 
machinerybargains.com 


bondtech.com 
Website 


cbeminc.com 
lcec.com 
nemsco.com 
universal-ia.com 


certumelite.com 
southernapparatus.com 


Website 
centracorp.com 
clarkmachinerysales.com 


Website 
stanleymachinery.com 


eastcoastind.com 
morrismech.com 
applied-dynamics.com 
wigglesworthmachinery.com 
miltoncat.com 
nevinsmachineryconcepts.com 


Massachusetts 

A Green Co Inc 
Absolute Machy 
Fabricating & 
Michigan 

B & H Machine Sales 
All-Fab Corp. 
Vander Ziel Machy 
Alma Machinery - MI 
Highland Machy 
Hindley Machine 
Heat Treat Equip 
Furnace,Oven & Bath 
Excel Machinery 
Sterling Machy Vent 
Detroit Process 
General Machy LLC 
Master Machinery 
Presses for Indust 
Solomon Machinery 
Midwest Machinery 
Metallurgical High 
Roberts Machy Sales 
UPM, LLC 

Wylie Electric 

Roll Form Solutions 
Affordable Machy 
Icon Industries 
Turner Industries 
Hoffman Machinery 
Holland Equipment 
F P Miller Company 
RNT Supply Inc 
HECO Inc. 

R D Erbe & Assoc 
Reid Machinery Inc 
D & B Industrial 
Industrial Machy NJ 
Planet Machinery Co 
Nidec Press 

R & J Machy Sales 
SCC Machinery Inc 
Broaching Machine 
Tramar Industries 
Met-Pro Machinery 
Seminole Machinery 
Centerless Grinder 
Gibbs Industries 
Paramount Indust 
JMC Machy Sales 

S & G Press & Machy 
Transformer Exc 
Nationwide Machy 
Salinger Electric 
Allied Machinery Co 
Frank Bacon Machy 
GCH Machinery 
Gibbs Machinery Co 
Nash Tool & Machine 
Westbrook Engrg 
RAB Industries 
Rygate, LLC 
Galaxie Corporation 
Toledo Press Ind. 
Equipment Trading 
JTEKT Toyoda 

Lee Stevens Machy 


Minnesota 

Bullock Breakers 
Equipment Marketing 
Naab Sales Corp 
Peak Machinery Inc 
SOMINN Machy Sales 
EMSCO 

Orca Machine Tools 
Source Machy Sales 
Strand Indust Machy 
Inter-Plant Sales 

H & H Buy & Sell 
Hoff Machinery, Inc 
Machinesused.com 
Shermco Industries 
Spot Weld Inc 

Fram Fram LLC 


Missouri 

Baler Service Co 
Kays Engineering 
Vulcan Drying Sys 
R/S Electric Motor 
Zeller Electric 


Since 
2004 
2001 
1994 


Since 
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City 

Worcester 
Worcester 
Worcester 


City 


Allegan 

Alto 

Ann Arbor 
Benton Harbor 
Byron Center 
Canton 
Clarkston 
Clinton Township 
Commerce Twp. 
Detroit 

Detroit 

Detroit 

Detroit 
Eastpointe 
Farmington Hills 
Fennville 
Ferndale 
Ferndale 
Ferrysburg 
Grand Haven 
Grand Rapids 
Grand Rapids 
Grand Rapids 
Grosse Pointe 
Hamilton 
Jackson 
Jackson 
Kalamazoo 
Lansing 
Lansing 
Lawton 
Livonia 
Livonia 
Macomb 
Milford 
Norton Shores 
Novi 

Novi 

Oakland 
Rochester 
Roseville 
Royal Oak 
Saint Clair Shores 
Shelby Township 
Shelby Township 
Traverse City 
Troy 

Troy 

Warren 
Warren 
Warren 
Warren 
Warren 
Warren 
Washington 
Waterford 
Wayne 
Wayne 
Wixom 
Wixom 
Wixom 

City 
Annandale 
Appleton 
Blaine 

Blaine 

Dodge Center 
Fridley 
Fridley 
Fridley 

Hamel 

Hugo 
Minneapolis 
Minneapolis 
Minneapolis 
Saint Paul 
Saint Paul 
Savage 

City 
Grandview 
Marshall 
Moberly 

Saint Joseph 
Saint Louis 


Contact 

Harvey Green 
Stephen Murdoch 
Thomas Lowkes 


Contact 

Marc Bekolay 
Sales Dept. 
Andy VanderZiel 
Jim Walters 

C J Pawlowski 
Don Hindley 
John Becker 
Jeffrey Hynes 
Vince Gerlando 
Will Secor 

Tom Suhy 

Fran Blake Jr 
Ryan Messacar 
Chase Thornton 
Russ Solomon 
Sales Department 
G. Humberstone 
Kimball R Roberts 
Sales Dept. 
Dave D'Avignon 
Steve Ebel 
David Dimond 
Tom,Pete,Bob 
David Hietikko 
Ralph Hoffman,Jr. 
Mike Nyhof 
Craig L. Ward 
Brian Tappan 
Sales Dept. 
Ronald Erbe 
Amir Sadeghi 
Don Bott 

Tuli Simcha 

Ken 

Eric Werner 

Jeff Bruce 
Jeremy King 
Matt Egrin 
Mauro Damino 
Jeff Lengel 

Dan Patrona 
Jason Magee 
Jamie Gibbs 
Ted Gillespie 

J. Simonetta 
Sergio Gasperoni 
Bud Welch 

P. Dockeray 
Nick Cotsonika 
Ted Barrie 
Sales Team 
Sales Dept. 
Sales Dept. 

Ken Nash 

Sales Dept. 

Rod A Blasius 
Brian Bridgeman 
Sales Dept. 
Andy Blakely 
Don Paul 

Nick Lysaght 
Randy/Chris Stevens 
Contact 

Jason Servaty 
Larry Rebman 
J.Van Heuveln 
Randy Bayless 
J.J. Francis 
Carter Sanders 
Theron Horn 
Jim Pierce 

Dan Strand 

Rick Canniff 
Art/ Nate 

Sales Dept. 
John Lawton 
Jeff Huseth 
Jordan Goodman 
Russ Hilk 


Contact 

Tyler 

Matthew Kays 
Leslie Keleher 
Tim Robertson 
Joe Dorhauer 


Phone 

508-791-6800 
508-792-4305 
508-885-9973 


Phone 

313-843-6720 
269-673-6572 
616-868-1111 
734-971-8860 
269-926-9600 
616-916-5990 
734-331-3939 
248-343-1421 
586-298-2030 
248-879-1989 
248-251-5692 
313-925-9041 
313-963-6576 
313-839-9300 
586-530-4785 
248-626-0200 
269-543-4291 
248-543-4466 
248-268-1603 
616-846-6131 
616-638-0407 
616-200-4308 
616-229-2957 
616-949-5910 
313-642-1100 
616-836-7501 
517-760-6895 
517-750-3898 
800-432-2645 
517-244-9919 
248-379-0820 
810-245-8757 
732-367-4130 
248-613-7770 
586-777-7440 
248-685-7879 
231-928-5748 
800-229-4666 
248-479-6765 
248-693-1400 
586-465-9700 
586-774-4660 
248-680-1000 
586-779-1788 
586-756-8855 
586-563-5000 
810-343-2185 
248-740-9700 
248-585-8330 
586-754-9200 
586-756-4280 
586-771-1500 
586-755-5353 
586-914-4478 
866-367-7297 
586-752-0090 
248-709-6723 
734-727-0600 
734-727-0605 
248-926-0088 
248-459-7676 
248-926-8400 


Phone 

763-269-2832 
320-289-2840 
952-933-6755 
612-810-1955 
800-770-5638 
800-328-1842 
763-494-9825 
763-710-5160 
612-325-7060 
651-207-8203 
888-588-6560 
612-521-5700 
763-745-1166 
651-484-5533 
651-646-1393 
612-940-8945 


Phone 

816-966-1473 
660-886-9929 
660-263-7474 
816-676-0647 
314-638-9641 


Email 

sales@agreenco.com 
smurdoch@absolutemachinery.com 
machines@fpminc.com 


Email 

marc@bhmachine.com 
sales@allfabcorp.com 
sales@vanderzielmachinery.com 
info@almamachinery.com 
sales@highlandmachinery.com 
don@hindleymts.com 
sales@heattreatequip.com 
sales@fobinc.com 
emm@excelmachinery.com 
sales@smvi.net 
sales@detroitprocessmachinery.com 
fran@generalmachineryllc.com 
ryan@mastermachineryllc.com 
chip@pfisales.com 
russ@solomonmachinery.com 
sales@midwestmachy.com 
darel@methivac.com 
rmsused@aol.com 
sales@universalpress.com 
dave@wylieelectric.com 
steveebel@rollformsolutionsinc.com 
affordablemachinery@gmail.com 
sales@iconindustries.com 
sales@turnerind.com 
sales@hoffmanmachinery.com 
mnyhof@hollandequipment.com 
fpmiller@fpmiller.com 
sales@rntsupply.com 
customerservice@hecoinc.com 
machtrader@aol.com 
asadeghi.reidmachinery@gmail.com 
dbott007@aol.com 
indmachinery.tuli@gmail.com 
planetmachinery@live.com 
eric.werner@nidecpa.com 
sales@rjmachinerysales.com 
jking@sccrobotics.com 
bms@broachingmachine.com 
sales@tramarindustries.com 
jeff@metprosales.com 
dannypatrona@yahoo.com 
jason@aerogrinding.com 
sales@gibbsind.com 
eduipbrokers@gmail.com 
јаск@јтстасћіпегуѕаіеѕ.сот 
sergio@presses.com 
bud@transformerexchange.com 
info@nwmachine.com 
nick.c@salingerelectric.com 
tb@alliedmachinery.com 
sales@frankbacon.com 
info@gchmachinery.com 
sales@gibbsmachinery.com 
nashmachinery@yahoo.com 
joe@westbrook-eng.com 
rabind@comcast.net 
brian@rygatellc.com 
machking@galcorp.com 
andy@toledopress.com 
sales@equipmenttrading.com 
nlysaght@toyoda.com 
info@stevensmachinery.com 
Email 
jason@bullockbreakers.com 
larryemls@hotmail.com 
john@naabsales.com 
randy@peakmachinery.com 
ji@sominn.com 
csanders@emscomn.com 
sales@orca-inc.com 
sales@sourcemachinerysales.com 
dan@strandindustrialmachinery.com 
ricktcanniff@aol.com 
sales@handh.net 
nikki.greenwaldt@hoffmachinery.com 
sales@machinesused.com 
jhuseth@shermco.com 
swi@spotweldinc.com 
info@framfram.com 


Email 
tyler@paperanddustpros.com 
matt.kays@kays-dehoff.com 
Ikeleher@vulcandrying.com 
trobertson@rselectricmotors.com 
jdorhauer@zellertechnologies.com 
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December 2023 


Website 

agreenco.com 
absolutemachinery.com 
fpminc.com 


Website 

bhmachine.com 
allfabcorp.com 
vanderzielmachinery.com 
almamachinery.com 
highlandmachinery.com 
hindleymts.com 
heattreatequip.com 
fobinc.com 
excelmachinery.com 
smvi.net 
detroitprocessmachinery.com 
generalmachineryllc.com 
mastermachineryllc.com 
pressesforindustry.com 
solomonmachinery.com 
midwestmachy.com 
methivac.com 
robertsmachinery.com 
universalpress.com 
wylieelectric.com 
rollformsolutionsinc.com 
affordable-machinery.com 
iconindustries.com 
turnerind.com 
hoffmanmachinery.com 
hollandequipment.com 
fpmiller.com 
rntsupply.com 
hecoinc.com 


dbindustrialsales.com 
industrialmach.com 
planetmachinery.com 
chsautomation.com 
rjmachinerysales.com 
sccrobotics.com 
broachingmachine.com 
tramarindustries.com 
metprosales.com 
seminolemachinery.com 
aerogrinding.com 


equipbrokers.com 
jmcmachinerysales.com 
presses.com 
transformerexchange.com 
nwmachine.com 
salingerelectric.com 
alliedmachinery.com 
frankbacon.com 
grindersclearinghouse.com 
gibbsmachinery.com 
nashmachinery.com 
westbrook-eng.com 
rabindustries.com 
rygatellc.com 
galaxiecorp.com 
toledopress.com 
equipmenttrading.com 
toyoda.com 
stevensmachinery.com 


Website 

bullockbreakers.com 
equipmentmarketinglisting.business.site 
naabmachinery.com 
peakmachinery.com 
sominn.com 

emscomn.com 

orca-inc.com 
sourcemachinerysales.com 
strandindustrialmachinery.com 
interplantsales.com 

handh.net 


machinesused.com 
shermco.com 
spotweldinc.com 
framfram.com 


Website 
paperanddustpros.com 
kays-dehoff.com 
vulcandrying.com 
rselectricmotors.com 
zellertechnologies.com 


December 2023 


Missouri 
Martin Energy Group 


Nebraska 
REM Electric Inc 


Nevada 
Cashman Power 
Electric Motors 
MachTrade 

M W Transformer 
CIG LLC 


New Hampshire 
Machine Craft Co. 
Electric Barn Inc 


New Jersey 
Weeks Marine Inc 
Mullin Machinery 
Willier Electric 
Perry Videx LLC 
Machinery Values 
Dealers Industrial 
Bender-Chiswick 
Michael Fine Machy 
National Machinery 
Reliable Machinery 
Locate It Direct 
Kraft Power Corp 
Wenco Machinery 
D Electric Motors 
Radwell.com 


New York 

WI Equipment Corp 
Alternative Machy 
Wohl Associates Inc 
O'Connell Machy Co 
Volland Electric 
Fargo Electric LLC 
Pride Machinery 
Universal Robotic 
Prime Machinery Inc 
Bruce Electric 
Prestige Equipment 
Jordan Craig Machy 
TrueForge Global 
Federal Equip Div. 
Plastimach Corp. 


North Carolina 
Active Machinery 
North Carolina Mtrs 
Ex-Factory 
Piedmont Machinery 
Tech First Machy 
Hockmeyer Equipment 
Charleston Annex 
Lexington Elec Mtr 
Energy Equip. Co 
Carolina Mchy Sales 
Piselli Enterprises 
Electric Motor Shop 
Vert. Turbine Pumps 
Henry's Elec Motors 
East Coast Electric 


North Dakota 
Abraham Generator 
Ind Equipment Sales 
Ohio 

JM Machinery Inc 
AM Industrial 
McKean Machy Sales 
National Power 
Power Asset 

C W Wood Machinery 
Great American Eqpt 
Matlock Energy Co 
Mohawk Machinery 
RS Machinery 

Smith Hughes Co 
Cleveland Machy 
Lucas Precision LLC 
N A Switchgear 
Northern Machine 
Soberay & Sons Ltd 
Advanced Jones Mchy 
Blast-Abrade Inc 
HGR Indust Surplus 
Surplus Asset 
Freedom Machy Co 
Professional Motor 

T & S Tool & Supply 
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City 

Tipton 

City 

Lincoln 

City 
Henderson 
Las Vegas 
Las Vegas 
Pocatello 
Sparks 

City 
Concord 
North Hampton 
City 
Cranford 
Farmingdale 
Gibbsboro 
Hainesport 
Harrison 
Hillside 
Kenilworth 
Livingston 
Newark 
North Bergen 
Piscataway 
Pompton Plains 
Ringwood 
Vineland 
Willingboro 
City 

Bay Shore 
Bellport 
Bohemia 
Buffalo 
Buffalo 
Clarence Center 
Deer Park 
Farmers Branch 
Huntington 
Lindenhurst 
Melville 

New City 
Rockville Centre 
Ronkonkoma 
Tappan 

City 

Apex 

Bailey 
Charlotte 
Charlotte 
Charlotte 
Elizabeth City 
Indian Trail 
Lexington 
Mill Spring 
Monroe 
Statesville 
Wake Forest 
Wilmington 
Winston Salem 
Youngsville 
City 
Cooperstown 
Williston 
City 

Athens 
Brook Park 
Brook Park 
Brook Park 
Canton 
Cincinnati 
Cincinnati 
Cincinnati 
Cincinnati 
Cincinnati 
Cincinnati 
Cleveland 
Cleveland 
Cleveland 
Cleveland 
Cleveland 
Dayton 

Elyria 

Euclid 
Galion 

Grand Rapids 
Hamilton 
Holland 


Contact 
Brian Martin 


Contact 
Bob McEwen 


Contact 

Brett Lambeth 
Georgina Kelly 
Maksym Tymofiy 
Dave Deaver 
Colin Glenny 


Contact 
Kim Jennison 
David Kohlase 


Contact 
Sheila Marino 
Marcus Mullin 
Janet Willier 
Kathy Kelly 
Sales Dept. 
Jeff Brenner 
Charlie Chiswick 
Joy Fine 

Brian / Andreia 
Tom Liccardo 
David Leo 
Alvaro Escobar 
E. Schouten 
Devin Desiere 
Andrew Horner 


Contact 
Steven Bankin 
Dan Doxsee 
Andrew Wohl 
William O'Connell 
Tina Hetz 

Ken Arno 

Joe Shapiro 
Anna Hertz 
Steve Brenner 
Erik Angiulo 
Sales Dept. 
Jordan Craig 
Ron Jaggie 
Ron Shuster 
Robert Rosen 


Contact 

Mike Sawaia 
Richard/ Ike 
Sales Dept. 
David Hodgkins 
Fred Boling 
Zack O'Kelley 
Brandy Reece 
Charles Crotts 
Dave Brannon 
Ralph Viegelmann 
Rich Piselli 
Blake / Jeff 
Steve Tyde 
Cory Brown 
Pearce/ Boykin 
Contact 

April Abraham 
Brad Knutson 
Contact 
Michael Dyer 
Brett Wyman 
John Brand 


K. Prince/ D. Oravec 


Jon/Missy/Shaun 
Sales Dept. 
Sales Dept. 


Mike Schroer/Corey 


Mr.Secord 
Rudy Skoff 
Brad Hughes 
F. Petitt 

Jakub Sebor 
Kristen & Mike 
Bob Kosman 
Ryan Soberay 
Bob Gibson 
Tyler B.Cotton 
Sales Rep. 
Matt Songer 
Dave Gari 
Shawn Rockey 
Roger Thomas 


Phone 
717-738-0300 


Phone 
402-314-2576 


Phone 

702-803-4881 
321-379-0443 
702-963-3699 
208-240-4533 
775-372-6455 


Phone 
603-225-0958 
603-964-7800 


Phone 

908-272-4010 
732-566-1211 
856-627-3535 
609-267-1600 
973-497-7500 
908-688-1966 
888-648-3855 
973-992-5961 
973-358-7208 
201-865-1073 
732-300-0517 
973-835-9800 
888-439-3626 
856-696-5959 
866-822-9326 


Phone 

631-666-6642 
631-345-9500 
631-244-7979 
716-877-3666 
716-809-1234 
716-989-1071 
631-586-5252 
716-219-8061 
516-922-7977 
631-223-7098 
631-518-3562 
845-398-0073 
516-825-7040 
631-467-9400 
800-394-1128 


Phone 

800-377-7553 
800-849-6686 
704-285-2223 
704-334-4609 
704-552-0046 
252-338-4705 
704-821-7370 
336-248-2377 
864-316-4028 
704-288-1904 
704-609-0766 
919-556-3229 
918-629-6045 
336-784-4006 
919-849-8692 


Phone 
701-371-9526 
701-572-2393 


Phone 

330-283-5078 
216-433-7171 
216-761-7011 
800-647-0815 
330-493-1890 
800-745-6008 
513-771-2111 
513-731-9600 
513-771-1952 
513-236-8300 
513-271-2226 
216-741-8900 
216-296-7832 
800-909-3660 
216-961-0444 
216-334-2003 
937-278-7337 
440-353-0001 
216-478-6657 
419-612-5665 
419-832-0100 
513-863-4474 
800-525-8665 


Email 
bmartin@martinenergygroup.com 


Email 
mcewere@msn.com 


Email 
brettlambeth@cashmanequipment.com 
info@electricmotorsunlimited.biz 
mt@machtrade.us 
dwd@leaseamobile.com 
cglenny@cigroup-us.com 

Email 
kjennison@machinecraftcompany.com 
sales@electricbarn.com 


Email 
shmarino@weeksmarine.com 
mullinmach@msn.com 
jcwillier@willierelectric.com 
kkelly@perryvidex.com 
sales@machineryvalues.com 
dealersjeff@gmail.com 
charlie@bcgroupusa.com 
finemachinery@yahoo.com 
sales@nationalmachy.com 
info@reliable-machinery.com 
david@locateitdirect.com 
aescobar@kraftpower.com 
eric@wencomachinery.com 
devind@delectricmotors.com 
ahorner@radwell.com 


Email 

metals@wieqcorp.com 
ddoxsee@altparts.com 
info@wohlassociates.com 
sales@oconnellmachinery.com 
thetz@volland.com 
ken@fargoelectric.com 
sales@pridemach.com 
anna@universalroboticinc.com 
sales@primemach.com 
bee@brucelectric.com 
sales@prestigeequipment.com 
jc@jordancraigmachinery.com 
sales@trueforge.com 
sales@federalequip.com 
plastimach@plastimach.com 


Email 

sales@activemachinery.com 
ncmc@ncmotorsandcontrols.com 
surplusrecordleads@exfactory.com 
sales@piedmont-machinery.com 
fboling@techfirst.us 
zokelley@hockmeyer.com 
brandyl@charlestonannex.com 
sales@lexingtonelectric.net 
dave@energyequipco.com 
ralph@carolinamachinerysales.com 
rich@pisellient.com 
jeff.chambers@emsnc.com 
stevevtpinc@att.net 
cory@hemsmotors.com 
info@eastcoastmotor.com 


Email 
info@abrahamindustrial.com 
bknutson@iessinc.com 


Email 

dyer@jmmachinery.com 
sales@amindustrialgroup.com 
jbrand@mckeanmachinery.com 
info@npeinc.com 
surplus@power-asset.com 
info@cwwood.com 
sales@gaec.com 
sales@matlockelectric.com 
secord@mohawkmachinery.com 
rudyrms67@gmail.com 
brad@smithhughes.com 
sales@clevelandmachinery.com 
jakubs@lucasprecision.com 
sales@naswgr.com 
northernmachinetool@msn.com 
ryan@soberaysons.com 
bgibson@advancedmachinery.com 
tcotton@blastabrade.com 
surplusrecords@hgrinc.com 
msonger1025@gmail.com 
sales@freedommachinery.com 
shawn@promotorservice.com 
roger@tstool.com 


SURPLUS RECORD DEALER DIRECTORY 


Website 
martinenergygroup.com 


Website 


Website 
cashmanequipment.com 


machtrade.us 
mwtransformer.com 
cigroup-us.com 


Website 
machinecraftcompany.com 
electricbarn.com 


Website 
weeksmarine.com 
mullinmachinery.com 
willierelectric.com 
perryvidex.com 
machineryvalues.com 
dealerselectric.com 
bcgroupusa.com 
michaelfinemachineryco.com 
nationalmachy.com 
reliable-machinery.com 


kraftpower.com 
wencomachinery.com 
delectricmotors.com 
radwell.com 


Website 


amadaonline.com 
wohlassociates.com 
oconnellmachinery.com 
volland.com 
fargoelectric.com 
pridemach.com 
universalroboticinc.com 
primemach.com 
brucelectric.com 
prestigeequipment.com 
jordancraigmachinery.com 
trueforge.com 
federalequip.com 
plastimach.com 


Website 
activemachinery.com 
ncmotorsandcontrols.com 
exfactory.com 
piedmont-machinery.com 
techfirstmachinery.com 
hockmeyer.com 
charlestonannex.com 
lexingtonelectric.net 
energyequipco.com 
carolinamachinerysales.com 
pisellient.com 
electricmotorshopnc.com 


hemsmotors.com 
eastcoastmotor.com 


Website 
abrahamindustrial.com 
iessinc.com 


Website 
jmmachinery.com 
amindustrialmachinery.com 
mckeanmachinery.com 
npeinc.com 
power-asset.com 
cwwood.com 

gaec.com 
matlockelectric.com 
mohawkmachinery.com 
rmsmachinery.com 
smithhughes.com 
clevelandmachinery.com 
lucasprecision.com 
naswgr.com 


soberaysons.com 
advancedmachinery.com 
blastabrade.com 
hgrinc.com 
surplusassetholdings.com 
freedommachinery.com 
promotorservice.com 
tstool.com 


Ohio 

VX-LLC 

Yoder Brothers 
Yoder Machinery 
IFE Machinery 
Cleveland Process 
Worldwide Machine 
Ideal Electric Co 
Chrisgo Equipment 
D & D Industries 
Kent Corporation 
Lanning Elec. Motor 
Ingalls Process 
Unified Tech 

Wing Electric Inc. 
Universal Tube 

Univ Automatics 
World Equip & Mach 
AMM Industries, LLC 
Nicor Inc 

American Steel 
Bass Machinery LLC 
D & H Machinery Inc 
Doug Beat Co The 
G-2000 Inc 
Romanoff Industries 
Row Electrical Eqpt 
FL Sales Inc 
Antenen Robotics 
Equipment Recovery 


Oklahoma 

Salyer Motors Inc 
Victory Energy 
Benchmark Machine 
Daniluk Corp 

J & R Industrial 
Reveille Energy 

S & W Power Systems 
Pump & Motor Works 
E & I Sales Company 
Evans Enterprises 
Watt Equipment Inc 


Oregon 

Optimal Control Sys 
Tri-Motor & Machy 
Fahey Machinery Co 
Monster Electrical 
NW Industrial Sales 
Products Corp. 
Yancey Machine Tool 
Klistoff Equipment 


Pennsylvania 
Woodstock Power Co 
Sub Pump & Mach 
Global Equipment 
Belyea Company Inc 
AMTAC Corp 

Erie Machine Tool 
Erie Mill & Press 
Pennsylvania Equip 
G W Becker Inc 

IPS 

FH Machinery Inc 
Johnstown Specialty 
Action Machy Co 
Weaver Metalworking 
Shot Blasting Equip 
Libra Mchy & Equip 
N A Machy Sales 
Casey Equip./Cranes 
Casey Equip./Elec 
TDI Group LLC 
Ironside Machinery 
JCL Energy 
Sunbelt-Solomon, PA 
LaurKat Consulting 
HCI Machines 
WHEMCO Inc 
Hildebrand Machy 


Rhode Island 
Intl Rolling Mills 
Jet Electric Motor 


South Carolina 
Elec. Mtrs & Drives 
Ind Motor Service 
Champion Machinery 
Maddox Industrial 
Lake City Elec Mtr 
Machinery Solutions 


Since 
2013 
1960 
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City 

Holland 
Holland 
Holland 
Independence 
Kirtland 
Lewis Center 
Mansfield 
Milford 
Monclova 
North Royalton 
Northwood 
Painesville 
Painesville 
Painesville 
Perrysburg 
Richfield 
Stow 
Sylvania 
Sylvania 
Toledo 
Toledo 
Toledo 
Toledo 
Toledo 
Toledo 
Toledo 
Walton Hills 
West Chester 
Willoughby 
City 

Broken Arrow 
Collinsville 
Miami 
Oklahoma City 
Oklahoma City 
Oklahoma City 
Oklahoma City 
Okmulgee 
Tulsa 

Tulsa 

Tulsa 

City 

Albany 
Canby 

Lake Oswego 
Portland 
Portland 
Portland 
Portland 
Woodburn 
City 

Bala Cynwyd 
Bridgeville 
Chalfont 
Easton 

Erie 

Erie 

Erie 

Grove City 
Hermitage 
Indiana 
Ivyland 
Johnstown 
Lehigh Valley 
Lititz 

New Kensington 
Palmerton 
Philadelphia 
Pittsburgh 
Pittsburgh 
Pittsburgh 
Riegelsville 
Sharon 
Sharon 
Upper Darby 
Venetia 
WHEMCO 
York 

City 
Pawtucket 
Pawtucket 
City 
Anderson 
Anderson 
Fort Mill 
Greer 

Lake City 
Lexington 


Contact 
Victor Van Deilen 
Ryan Yoder 
Sales 

Jim Fulop 

Bob Wells 

Bill Garbe 
Ideal Sales 
Chris Wilson 
Dave Zerbey 
Dean Dutched 
Ken Lanning 
Dick Ingalls 
Art Koch 

Bill Wing 
Sales Dept. 
Chris Steiner 
Mike Spiegle 
Mike Meyer 
Nick Giantsos 
Ford Cauffiel 
Sales 

Sales 

Doug/ Chris 
Evan Yoder 
Jay/Aaron /Ryan 
Jim / Dave 
John Greene 
Drew Bachman 
Kevin Klicman 


Contact 

Bret or Matt 
Charles Swallow 
Matt Reed 

Mike Daniluk 
Derrick Hutchison 
John Ozbun 
Derek Neher 
Sales 

Ron Scott 

Trey Steele 
Bryan Watt 


Contact 
Owen Day 
Joe Roberts 
Jackie Fahey 
Gary Wallesen 
Paul Hansen 
Fred Pfaffle 
Byron Yancey 
John Klistoff 


Contact 

Roy Reuveni 
Linda/ Frank 
Jordan Feldman 
Shepard Belyea 
Russ Taccone,Jr. 
Steven Henry 
John A. Nowak 
Thomas Noone 
Dave Yetso 
Vince Rylke 
Harry G./ Ed K. 
Bobbie Peltzer 
Kim Khoury 
David Weaver 
Andy Smith 
Tom Kilcommons 
Bill Putney 
Sales Dept. 
Sales Dept. 

D. DiBenedetto 
Tim Cromwell 
Jim Landino 
Phil Risch 

Len Wenger 
Kyle Blackman 
Wes Brooks 
Dave Hildebrand 


Contact 
Jacob Silvia 
Mike or Dave 


Contact 
Dave Cothran 
Taylor Powell 
Dale Danahey 
Zach Warner 
David Cook 
Carl Amick 


Phone 

734-854-8700 
419-269-2000 
800-622-4463 
216-771-6473 
440-409-4224 
614-255-9000 
419-520-3328 
513-575-1152 
419-866-6894 
440-582-3400 
419-708-8322 
440-276-3052 
440-897-5226 
440-352-7858 
419-872-2364 
234-571-1310 
440-519-1745 
419-824-9848 
419-882-7400 
419-843-6051 
419-243-2277 
419-841-3586 
419-865-4001 
419-536-4445 
419-691-2888 
800-248-4479 
440-498-8484 
513-860-8800 
440-942-3003 


Phone 

918-486-2660 
918-274-0023 
918-234-8665 
405-745-6644 
405-692-3946 
405-245-2029 
405-677-6637 
918-752-0309 
918-459-5328 
225-572-2210 
918-744-5588 


Phone 

541-967-9323 
503-266-6838 
503-620-9031 
888-444-4335 
503-468-0454 
503-244-0701 
503-228-7259 
503-982-0530 


Phone 
484-620-6844 
412-221-2823 
215-664-6016 
610-557-1513 
814-838-4629 
814-836-4692 
814-454-1581 
724-458-6162 
724-983-1000 
724-479-9066 
215-355-6641 
814-535--9001 
610-691-6677 
717-625-0302 
412-720-2070 
610-217-1868 
215-332-3200 
412-963-1111 
412-963-1111 
412-826-4950 
610-360-0570 
724-983-1300 
866-392-2644 
610-908-2782 
724-942-3382 
412-472-0500 
717-846-2600 


Phone 
401-722-7815 
401-725-9050 


Phone 

864-224-6623 
864-226-2893 
803-548-8000 
208-346-7268 
843-374-5469 
803-359-7000 


Email 

info@vxmachinery.com 
ryan@yoderbrothersmachinery.com 
sales@yodermachinery.com 
ifemachinery@gmail.com 
bob@clevelandprocessequipment.com 
bill@worldwidemachinetool.com 
surplus@theidealelectric.com 
chrisgoeq(2aol.com 

sales danddindustries.com 
dean.dutched@kentcorporation.com 
klanningmotors@gmail.com 
dick@ingallseguipment.com 
artkoch123@gmail.com 
bill@wingelectric.com 
sales@utubeonline.com 
chris@universalautomatics.com 
mike@foundry-eqpt.com 
mike@ammind.com 
nicormachinery@aol.com 
ford@americansteel.com 
sales@bassmachinery.com 
sales@dnhmachinery.com 
sales@dougbeat.com 
eyoder@g2000inc.com 
jrri@romanoffindustries.com 
sales@rowelectrical.com 
jgreene@flsales.com 
sr@antenen.com 
kevink@ercsurplusequip.com 


Email 

sales@salyermotors.com 
cswallow@victoryenergy.com 
matt@benchmarkmachinetools.com 
sales@daniluk.com 
dhutchison@jrindustrialeng.com 
jozbun@rev-innovation.com 
derek@swpowersystems.net 
sales@pmwus.com 
ron@eandisales.com 
trey@cbeminc.com 
sales@wattequipment.com 


Email 
owen@optimalcontrol.net 
trimotors@canby.com 
office@faheyinc.com 
gary@monsterelectrical.com 
paul@nwindustrialsales.com 
fred@productscorp.com 
byancey@safeaccess.com 
jklistof@thegearboxguys.com 
Email 
sales@woodstockpower.com 
linda@spmsurplus.com 
info@globalequipintl.com 
sales@belyeapower.com 
russtaccone@gmail.com 
fabchipcnc@outlook.com 
jan@empco-inc.com 
paequip@zoominternet.net 
dmyetso@gwbcrane.com 
vincerylke@ips.us 
harry@fhmachinery.com 
rpeltzerl@jscastings.com 
sales@actionmachinery.com 
weavermachinery@gmail.com 
andys@shotbe.com 
libra@ptd.net 
bill@northamericanmachinery.net 
electrical@caseyusa.com 
electrical@caseyusa.com 
sales@tdigrp.com 
tim@ironsidemachinery.com 
sales@jcl.energy 
marketing@sunbeltsolomon.com 
laurkatconsulting@gmail.com 
hcii@comcast.net 
wbrooks@parkcorp.com 
dave@hildebrandmachinery.com 


Email 
info@irminc.com 
jetelectric@hotmail.com 


Email 

sales@emd-inc.com 
taylor@industrialmotorservice.com 
dale@championmachinery.com 
zach.warner@maddoxtransformer.com 
Icelectric@ftc-i.net 
carl.amick@machinerysolutions.com 
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Website 

vx-llc.com 
yoderbrothersmachinery.com 
yodermachinery.com 
ifemachinery.net 
clevelandprocessequipment.com 
worldwidemachinetool.com 
theidealelectric.com 
chrisgoequipment.com 
danddindustries.com 
kentcorporation.com 


ingallsequipment.com 
ut-unifiedtechnologies.com 
wingelectric.com 
utubeonline.com 
universalautomatics.com 
foundry-eqpt.com 
ammind.com 


americansteel.com 
bassmachinery.com 
dnhmachinery.com 
dougbeat.com 
g2000inc.com 
romanoffindustries.com 
rowelectrical.com 
flsales.com 
antenen.com 
ercsurplusequip.com 


Website 
salyermotors.com 
victoryenergy.com 
usedpartswasher.com 
daniluk.com 
jrindustrialeng.com 


swpowersystems.net 
pmwus.com 
eandisales.com 
goevans.com 
wattequipment.com 


Website 
optimalcontrol.net 
trimotorandmachinery.com 
faheyinc.com 
monsterelectrical.com 
nwindustrialsales.com 
productscorp.com 


thegearboxguys.com 


Website 
woodstockpower.com 
spmsurplus.com 
globalequipintl.com 
belyeapower.com 
amtac-corp.com 
fabchipcnc.com 
empco-inc.com 
paequip.com 
gwbcrane.com 
ips.us 
fhmachinery.com 


actionmachinery.com 


shotbe.com 

libramach.com 
northamericanmachinery.net 
caseyusa.com 
caseyusa.com 

tdigrp.com 
ironsidemachinery.com 
jcl.energy 

sunbeltusa.com 


hcimachines.com 


hildebrandmachinery.com 


Website 
introllingmills.com 
jetelectricmotorcompany.com 


Website 

emd-inc.org 
industrialmotorservice.com 
championmachinery.com 
maddoxtransformer.com 
lakecityelectric.net 
machinerysolutions.com 


December 2023 


South Carolina 
Dallas Mathews 
ESR Motor Systems 
Core Transformers 
SE Equipment 


South Dakota 
Jerry's Electric 

T & R Electric 
Dynamic Engineering 
Tennessee 

T J Snow Co Inc 
Alma Machinery - TN 
Timco Inc 

AirTec Systems Inc 
Volunteer Equipment 
Winslow's Machine 
Aggregate Systems 
Pearl Equipment Co 
Tom Hale Equipment 
Heartland Motors 
Opincar Machinery 
Martin Machine Tool 


Texas 

Wrangler Industrial 
Holt Power Systems 
L C Mayfield 
Sunwest Trading 
Turnkey Industries 
AAA Cranes 
Industrial Diesel 
Investment Recovery 
CB Sales 

Texas Equipment 
Genemco 

Alamo Transformer 
AmeriMex Motor 
Apollo Electric Inc 
Arrow Industrial 
Boatman Industries 
Cold Shot Chillers 
DEPCO Power Systems 
GlobalTech Motor 
Gulf Electroquip 
Harris Machine Tool 
Houston Armature 
Houston Crane Inc. 
HTR Global Inc. 

KEC Inc 

Lone Star Blower 
Midwest Steel Co 
Mustang Cat Pwr Sys 
Power Machinery LLC 
Power-Flow Intl 
ProservCrane Group 
PumpWorks 

React Power 
Red-D-Arc Inc 
Samco Enterprises 
Swift Equipment 
Univ. Metalworking 
Worldwide Power 
CCE Inc 

Adv. Elec & Motor 
McKain Power 

BCS Switchgear Inc 
Revak Keene Turbo 
National Switchgear 
M & A Electrical 
LarMar Industries 

N & R Machine Sales 
Roundhouse Electric 
Sulzer Electrical 
Adv. Crane & Hoist 
Coastal Power 
MARS Transformers 
Pioneer Machine 
Field Engine LLC 
Mitrowski Welding 
Ninex Power Systems 
Esco Machine 
Plantex Equipment 
Quality Switchgear 
FMI Trading LLC 
Avid Controls Inc 
CCH Equipment Co 


Utah 

Bud's Machine Tools 
K L M Mining Inc. 
Revolution Machine 


10 


Since 
1990 
2015 
2022 
2005 


Since 
2002 
1969 
2021 


Since 
1986 
1960 
1980 
2008 
1989 
2002 
2019 
1963 
2016 
2023 
2006 
1998 


Since 
1977 
1999 
1990 
2015 
2017 
1990 
1999 
1992 
1983 
2008 
2023 
1991 
2000 
2005 
2016 
2009 
1992 
1998 
2015 
1954 
1986 
1954 
2013 
1998 
1995 
2022 
1991 
2010 
2011 
1990 
1989 
1990 
2017 
1996 
2008 
1995 
1978 
2008 
2015 
2002 
2021 
1998 
2011 
1981 
2021 
2007 
1998 
1996 
1990 
2010 
2010 
2010 
2018 
2009 
2000 
2023 
1991 
1983 
1996 
2015 
2009 
1960 


Since 
2002 
1996 
2016 


GO TO: SurplusRecord.com/Dealers TO VIEW ALL DEALERS AND SEARCH BY SPECIALTY! 


City 

Mount Pleasant 
Rock Hill 
Seneca 
West Columbia 
City 
Colman 
Colman 
Watertown 
City 
Chattanooga 
Columbia 
Columbia 
Knoxville 
Knoxville 
Lexington 
Murfreedboro 
Nashville 
Pensacola 
Smyrna 
Smyrna 
South Fulton 
City 

Austin 
Corpus Christi 
Crosby 
Dallas 
Dickinson 
Flatonia 

Fort Worth 
Fort Worth 
Gainesville 
Haltom City 
Hearne 
Houston 
Houston 
Houston 
Houston 
Houston 
Houston 
Houston 
Houston 
Houston 
Houston 
Houston 
Houston 
Houston 
Houston 
Houston 
Houston 
Houston 
Houston 
Houston 
Houston 
Houston 
Houston 
Houston 
Houston 
Houston 
Houston 
Houston 
Hurst 

Irving 

Katy 
Krugerville 
LaPorte 
Lewisville 
Livingston 
Midland 
Navasota 
Odessa 
Pasadena 
Pearland 
Pearland 
Pearland 
Rosenberg 
San Antonio 
South Houston 
Spring 
Sugar Land 
Sugar Land 
Valley View 
Vinton 
Waller 
Waxahachie 
City 

Murray 
North Salt Lake 
North Salt Lake 


Contact 

Dallas Matthews 
James Hogg 
Mitch Garland 
Grady Martin 


Contact 
Bryan Park 
Wes Heimstra 
Mark Henricks 


Contact 
Tom Snow 
Ken King 
Kris Irvin 
Scott Barber 
Chris Seay 
Don Winslow 
Nicole Runion 
Si Culp 

Tom Hale 
Joey O'Day 
Tom Opincar 
Christi/Greg 


Contact 

Allan Grayson 
David Dennie 
Larry Mayfield 
Bill Opincar 
Clint Hardy 
Zach Romine 
Sales Dept. 
Gregg Trenor 
Justin Brewer 
Terry Ramsey 
Erik McMillan 
Eric Peter 
Wade Stockstill 
Kerry White 
Michael Wilkes 
Eric Boatman 
Bob Casto 

Dick Davis 
Frank Stockstill 
Jim Petersen 
Sales Dept. 
Randy Heaton 
Jason Leen 
Mike Starling 
Layne Sailer 
Stephen Polidano 
Sales Dept. 
Jason Paredes 
Steven Reyenga 
Kevin Strabala 
Ben McKinnes 
Mark Weidmann 
Marcello Lo Cicero 
Todd Lindstrom 
Mark Miller 
Josh Kramer 

M. Feinstein 
Mary Jo Mercer 
Tommy Caplinger 
David Muir 
Andrew McKain 
C. Whisenhunt 
Lendell Keene 
Sales Dept. 
Mark Yaws 
John Larson 
Randy Nevels 
Robert Rogers 
Kim Griggs 

Ron Everling 
Brian Medearis 
Bill Mars 
Chancy Cockrun 
Guy Fielden 
Matt Mitrowski 
John Conine 
Ray Escandon 
Steve Kay 
John/Billy 
Johnny Friesen 
Lori Savell 
Craig Henderson 
Contact 

Megan Poulsen 
Bruce Mertz 

K. Jorgenson 


Phone 

843-224-3283 
803-833-4183 
888-678-2673 
800-440-6723 


Phone 

800-843-9834 
800-843-7994 
605-886-5545 


Phone 

800-669-7669 
615-369-7788 
931-381-1900 
507-644-3060 
865-573-7768 
731-614-1296 
615-494-1210 
615-383-8703 
931-250-6181 
615-839-4000 
615-459-7983 
731-479-2270 


Phone 

318-469-5059 
361-698-5727 
281-328-2900 
972-713-0828 
713-823-0890 
979-263-5989 
817-232-1071 
817-222-9848 
800-232-5809 
817-465-9912 
737-258-8446 
713-991-6060 
800-550-4374 
713-433-7272 
281-987-0700 
713-641-6006 
281-227-8400 
800-723-3726 
281-487-9300 
713-675-2525 
713-462-5800 
713-928-2615 
713-939-9788 
281-376-8950 
713-694-1790 
346-237-4329 
713-991-7843 
713-452-7438 
713-462-3176 
713-464-1832 
281-405-9048 
713-956-2002 
832-446-3835 
713-451-8484 
281-443-6505 
713-929-2056 
713-675-4145 
713-434-2300 
817-685-0710 
972-253-7783 
832-278-8346 
888-599-0486 
281-427-8800 
833-393-0570 
469-584-2315 
432-561-8700 
800-245-3194 
432-333-3923 
713-473-3231 
281-485-0795 
281-962-1023 
281-648-1600 
479-651-3683 
210-380-5187 
713-943-8032 
281-813-4923 
281-277-3726 
713-723-9181 
800-421-5082 
915-256-2139 
281-640-8600 
972-937-3597 


Phone 

385-271-6718 
801-971-3736 
385-321-3934 


Email 

dallasmat@aim.com 
james.hogg@esrmotors.com 
mitch@coretransformers.com 
gradym@southeasternequipment.net 


Email 

bpark@jerryselectric.com 
wesley.heimstra@trelectric.com 
markh@dynamicengineering.net 


Email 

tomsnow@tjsnow.com 
ken@almamachinery.com 
sales@timcoinc.com 
scott@airmachinery.us 
chris@volequip.com 
machinetoolswinslow@yahoo.com 
nicole@asiequipmentsales.com 
sales@pearlequipment.com 
tomhaleequipment@gmail.com 
joey@heartland-motors.com 
tom@opincarmachinery.com 
martintoolanddie@bellsouth.net 


Email 

agrayson3@sbcglobal.net 
david.dennie@holtcat.com 
mayfield@mayfieldsurplus.com 
sunwesttrading@gmail.com 
clint.hardy@turnkey-industries.com 
aaacranezach@yahoo.com 
sales@industrialdiesel.net 
trevor@irsauction.com 
justin@cbsales.com 
texasequipment@frontier.com 
sales@genemco.com 
epeter@alamotransformer.com 
wade@amerimexinc.com 
apolloel@swbell.net 
mikew@arrowindustrial.net 
eric.boatman@boatmanind.com 
sales@waterchillers.com 
dick@depco.com 
frank@globaltechmotors.com 
jim@gulfelectroquip.com 
sales@harrismachinetools.com 
hawsales@houstonarmature.com 
info@houstoncraneinc.com 
sales@htr-tx.com 
sales@weldingequipment.com 
spolidano@lonestarturbo.com 
sales@midwest-steel.com 
jparedes@mustangcat.com 
sreyenga@pmi-pump.com 
mail@power-flow.com 
benm@proservcrane.com 
markweidmann@pumpworks.com 
info@reactpower.com 
todd.lindstrom@airgas.com 
mark.miller@samcoenterprises.com 
sales@swiftequipment.com 
sales@ume-inc.com 
mmercer@wpowerproducts.com 
t.caplinger@craneandhoist.com 
dmuir@aeamc.com 
amckain@mckainpsconsulting.com 
cody@bcsswitchgear.com 
lendell.keene@revakkeene.com 
sales@nationalswitchgear.com 
markequip@msn.com 
jlarson@larmarindustries.com 
sales@nrmachinesales.com 


robert.rogers@roundhouseelectric.com 


kim.griggs@sulzer.com 
ron@hoist.com 


brian@coastalpowerandequipment.com 


sales@marstransformers.com 
chancy@pioneermachinesales.com 
fielden@fieldengine.net 
sales@mitrowskiwelding.com 
jconine@ninexpower.com 
sales@escohou.com 
sales@plantexequip.com 
bcope@qualityswitchgear.com 
info@fmitrade.com 
Isavell@avidcontrolsinc.com 
craig@cchequipment.com 

Email 
megan@budsequipment.com 
bruce@miningmachineryplus.com 
kyle@rmtus.com 


SURPLUS RECORD DEALER DIRECTORY 


Website 


esrmotors.com 
coretransformers.com 
southeasternequipment.net 


Website 
jerryselectric.com 
t-r.com 
dynamicengineering.net 


Website 

tjsnow.com 
almamachinery.com 
timcoinc.com 
airtecsystemsinc.com 
volequip.com 
winslowmachinetool.com 
asiequipmentsales.com 
pearlequipment.com 
used-metalworking-machinery.com 
heartland-motors.com 
opincarmachinery.com 
800findnow.com 


Website 


holtcat.com 
mayfieldsurplus.com 


turnkey-industries.com 
aaacranes.com 
industrialdiesel.net 
irsauction.com 
cbsales.com 


genemco.com 
alamotransformer.com 
amerimexinc.com 
apolloelectric.net 
arrowindustrial.net 
boatmanind.com 
waterchillers.com 
depco.com 
globaltechmotors.com 
gulfelectroquip.com 
harrismachinetools.com 
houstonarmature.com 
houstoncraneinc.com 
htr-tx.com 
weldingequipment.com 
lonestarblower.com 
midwest-steel.com 
mustangcat.com 
pmi-pump.com 
power-flow.com 
proservcrane.com 
pumpworks.com 
reactpower.com 
red-d-arc.com 
samcoenterprises.com 
swiftequipment.com 
ume-inc.com 
wpowerproducts.com 
craneandhoist.com 
aeamc.com 
mckainpower.com 
bcsswitchgear.com 
keeneturbomachineryservices.com 
nationalswitchgear.com 


larmarindustries.com 
nrmachinesales.com 
roundhouseelectric.com 
sulzer.com 
advancedcranehoist.com 
coastalpowerandequipment.com 
marstransformers.com 
pioneermachinesales.com 
fieldengine.net 
mitrowskiwelding.com 
ninexpower.com 
escohou.com 
plantexequip.com 
qualityswitchgear.com 
fmitrade.com 
avidcontrolsinc.com 
cchequipment.com 
Website 
budsmachinetools.com 
miningmachineryplus.com 
rmtus.com 


Utah 

Machy Consultants 
Roskelley Machinery 
VFDS.com 

UTB Transformers 
Sully Enterprises 
Virginia 

Power Mechanical 
West River Machy 
Dominion Air & Mchy 


Washington 

Ind Machine Tools 
D'Angelo Int'l 
Sanson Machy Group 
C & D Professional 
L & L Machinery Co 
Atlas Electric Inc 

K & N Electric Mtr 
Machinery Scene 
West Virginia 

JM Industrial LLC 
Warco Sales Inc 


Wisconsin 

Green Industrial 
Machinery Works Inc 
AIS, LLC 
Independence Mchy 
Boschert Precision 
Elite Machinery Inc 
RPM Indust Sales 
Alternative Machine 
Franke CNC, LLC 
Technitrol Inc 
Meridan Machinery 
Midwest Electrical 
Aleco Machinery 
Badger Machine 
Machine Tool Tech 
Heart of WI Machy 
BB Blast Equipment 
C & W Technical 

C S Diesel 
Equilibrium Machy 
WI Metalworking 


Dealers in Canada 


Alberta 
ROI Industrial Inc 
Collicutt Energy 


British Columbia 
Airex Systems Ltd 
Boundry Electric 


Ontario 

New Age Robotics 
3L2R Inc 

Ball Bros Machy 
CJM Machy Sales 
Metalpress 
Lakeport Power Ltd 
Sabito Machinery 
Trader Machinery 
Walden Machinery 
Duke Electric Ltd 
Archem Process 
Lizco Sales/Rentals 
TOS America Inc 
CMMXYZ 

RS Breakers & Ctrls 
Westway Machinery 
Industrial Bay 
Diversified Electro 
Carroll Transformer 
Brighton Machy 
Veracity Asset 
Olympia Technical 


Quebec 

Fourniture Elec 

J R Perreault 

MGB Transformers 
Machinery Inc 
Surplec HV Solution 


Saskatchewan 
CDM Electromech 
BTL 

Surplus High Volt 
Triton Transformer 


Since 
2008 
2021 


Since 
2018 
1989 


GO TO: SurplusRecord.com/Dealers TO VIEW ALL DEALERS AND SEARCH BY SPECIALTY! 


City 

Salt Lake City 
Salt Lake City 
Salt Lake City 
Santaquin 
West Jordan 
City 

Newport News 
Oakwood 
Roanoke 
City 
Anacortes 
Bellingham 
Kirkland 
Lacey 
Olympia 
Spokane 
Spokane 
Toledo 

City 
Millwood 
Wheeling 
City 

Belgium 
Belgium 
Berlin 
Brookfield 
Buttler 
Caledonia 
Delafield 
Dousman 
Germantown 
Germantown 
Kenosha 
Menomonee Falls 
Milwaukee 
Milwaukee 
Milwaukee 
Nekoosa 
Oconomowoc 
Slinger 
Waukesha 
Waukesha 
Waukesha 


City 
Edmonton 
Red Deer 
City 

Delta 

Grand Forks 
City 

Ayr 
Cambridge 
Cambridge 
Cambridge 
Cambridge 
Colborne 
Concord 
Concord 
Concord 
Hamilton 
London 
London 
Milton 
Mississauga 
Mississauga 
Mississauga 
Neebing 
Stouffville 
Tillsonburg 
Uxbridge 
Uxbridge 
Whitby 

City 
Lachute 
Portneuf 
Saint-Pie 
Sherbrooke 
Sherbrooke 
City 

Regina 
Saskatoon 
Saskatoon 
Saskatoon 


Phone 

801-531-9500 
801-313-0707 
800-800-2261 
855-214-0975 
801-850-1876 


Contact 

Bill Wilson 

Curt Roskelley 
Lucas Lancaster 
Brett Carter 
Gavin Sullivan 


Contact Phone 

Nick Reuter 757-247-3000 
Joe Street 276-991-4450 
R. Stevenson 540-344-8733 
Contact Phone 

Josh Tull 360-399-7674 
Keith D'Angelo 360-734-1046 
Ryan Ross 425-513-8263 


425-518-0539 
800-858-0091 


Christina Brown 
Wally Lawson 


Doug Jones 509-534-8389 
Roger Green 509-838-8000 
David Powell 360-864-2800 
Contact Phone 

Sheldon Sharp 304-273-0795 
Ray Thalman 304-277-2550 
Contact Phone 

Michael Rick 262-476-5045 
Bob Wescott 262-284-5611 
Nick Thoma 920-361-5208 
Nicholas Graff 877-846-6224 
Greg Hoesly 800-354-3737 
Neal Kruszka 262-878-9400 
Dan Stetler 262-524-0746 
Brad Wilson 262-965-3655 
York Franke 262-320-3399 
Jim Feilbach 800-263-1170 
Steve Daigle 262-854-5054 
Greg Holmes 800-803-9256 
Alex Hawley 414-264-5848 
Gary Hohl 414-405-4103 
Joe Ryan 414-486-9700 


Fred Parker 
Bruce Boland 


715-886-4926 
262-354-4394 


Tom Weber 262-644-0486 
Patrick Paden 262-955-7655 
Anthony Zenobia 414-534-7512 
J.R. Kraemer 262-548-6080 
Contact Phone 

Fred Dame 780-475-4120 
Norm Bota 403-309-9250 
Contact Phone 

Dave Gill 604-946-8285 
Rob Payne 

Contact Phone 
Cornel Cosma 519-621-3333 
Mike Raposo 647-531-3292 
Scott Ball 519-624-8616 
Mark Finney 519-240-7348 


519-729-2648 
905-355-3281 
905-738-8730 
905-669-7507 
905-482-2659 
905-547-9171 
519-857-5532 
519-842-6458 


Nick Miszczyk 
Gordon Hunter 
David Slimowitz 
Emilio Tarsitano 
Amir Walden 
Daniel Raab 
Renald Richer 
Don Ketchabaw 


Michal Stevlik 216-633-6220 
Alex Foster 800-606-9266 
Rishi Sudan 866-980-7376 
Sales Dept. 905-803-9999 


519-267-5203 
416-580-6816 


Craig Hussey 
Robert H Jones 


Robin Carroll 877-987-9367 
Ivan Fudge 647-384-9663 
Sales Dept. 866-694-1252 
Scot Samek 289-980-2750 
Contact Phone 


450-602-9501 
800-463-0400 


Jean-Marc Rainville 
Luc Perreault 


J F Brodeur 450-772-5608 
Stephane Gourde 819-346-2369 
Fred/Sylvain/ Renaud/Jı 877-996-3636 
Contact Phone 


306-545-2299 
306-241-8341 
403-312-8500 
306-291-6501 


Steve Thomas 
Kerwin Boser 
John Hodson 
Trish Lariviere 


Email 
mci@machineryconsultants.com 
curt@roskelley.com 
bdt@emcsolutions.com 
brett@utbtransformers.com 
gavin@sullyent.com 


Email 
sales@powermechanical.com 
dvanover@westriverconveyors.com 
stevenson@dominionair.com 


Email 
josh@industrialmachinetools.com 
info@dangelointernational.com 
aduenas@sansonmachinery.com 
cjbrown29@comcast.net 
wally.landlmachinery@gmail.com 
doug@atlaselectricinc.com 
rgreen@knelectric.com 
david@machineryscene.com 


Email 

equip@jmindustrial.com 
rthalman@warwoodarmature.com 
Email 

mike@gibuys.com 
bob@machwksinc.com 
abby@americanindustrialsystems.com 
sales@independencemachinery.com 
greg@boschertusa.com 
sales@elitemch.com 
dstetler@mercerrpm.com 
brad@alternativemachinetool.com 
york@yfranke.com 
jimf@technitrolinc.com 
sales@meridianmachinery.com 
gregh@swgr.com 
alex@alecomachinery.com 
gary@badgermachine.com 
joe@mac-tech.com 

how@tznet.com 
bboland33@gmail.com 
tom@cwtech-sales.com 
ppaden@csdieselgenerators.com 
anthony@equilibriummachinery.com 
chuck@wismet.com 


Email 
fred@roiindustrial.ca 
norm.bota@collicutt.com 
Email 
daveg@airexsystems.com 


250-442-5561 x23 rob@boundaryelectric.com 


Email 

info@robotics.ca 
sales@3l2r.com 
sales@ballbm.com 
mark@cjmmachinery.com 
axiommachinerymarketing@gmail.com 
gbh@lakeportpower.com 
david@sabito.com 
emilio@tradermachinery.com 
awalden@bwgroupinc.com 
daniel.raab@dukeelectric.com 
rricher@execulink.com 
xfmr@lizcosales.com 
specials@tosamerica.com 
sales@cmmxyz.com 
rishi@rsbreakers.com 
sales@westwaymachinery.com 
craig@industrial-bay.com 
dets@bellnet.ca 
rcarroll@carrolltransformer.com 
ivanfudge@brightonmachines.com 
ifudge@veracityamg.com 
sales@olympiatechserv.com 
Email 
fel@fournitureelectrique.com 
jrp@jrperreault.com 
jfbrodeur@mgbelectric.com 
sales@1machinery.com 
jonathandoyen@surplec.com 


Email 
steve@cdmelectromech.ca 
kboser@bosertechltd.com 
info@surplushvassets.com 
trish@tritontransformer.com 
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T 3300 cfm, 110 psi, Ingersoll-Rand #Centac, 2600 icfm, 100 psig, Cameron / Joy #TA28, 500 
Air Compressors, TREE centrifugal compressor,800 HP,2300/4160V. HP, 460 V. 
А may!) EI Тл GERA Mfr: Ingersoll-Rand Mfr: Cameron/jo 
Centrifugal 2 Model:CENTAC ` Model:TA28 — 
Seller: Lone Star Blower i me Seller: National Compressor 
š " Houston, TX OH 
Search Centrifugal Air Compressors on d RE 346-237-4329 С > J Iu 419-868-4980 
i ien : 289704 > : 446196 

SurplusRecord.com to view all 102 listings. Price: Call for Price = Price: Call for Price 
CENTRIFUGAL AIR COMPRESSORS - (102 listings on our website!) DEALER SR ID 
800 cfm, 110 psig, Ingersoll-Rand Centac, centrifugal compressor, 200 HP, 480 V. OH 419-868-4980 National Compressor 280030 
1500 cfm, 125 psig, Ingersoll-Rand #1ACV15M3 Centac, 400 HP, 480 V. CA 800-283-1631 JPL Compressor 864271 
2016 cfm, 11.4/134 psig, IR #1C121M4, centac-centac, 400 HP, S/N IRB-M81-2161 TX 972-937-3597 CCH Equipment Co 258476 
2016 cfm, 14.4/144 psig, IR #0C18M3, centac-centac, 400 HP, S/N IRB-M77-1117 TX 972-937-3597 CCH Equipment Co 258477 
2400 cfm, 110 psig, Ingersoll-Rand #1ACII23M2 Centac, 600 HP, 480 V. CA 800-283-1631 JPL Compressor 864273 
2500 icfm, 12.3/70 psig, IR #1C-25-M3, centac-nitrogen, 450 HP, 4160 V. TX 972-937-3597 CCH Equipment Co 258478 
2542 cfm, 110 psig, Ingersoll-Rand #C35024M3 Centac, 500 HP, 480 V. CA 800-283-1631 JPL Compressor 864275 
2800 cfm, 110 psi, Elliot, compressor, 700 HP, water cooled, 460 V. TX 346-237-4329 Lone Star Blower 289705 
3740 cfm, 125 psig, Cooper / Joy #TA-38, 800 HP, remanufactured, warranty CA 800-283-1631 JPL Compressor 861543 
3800 cfm, 110 psig, Joy #C8,TA38,800 HP,4160/2300V,recond.,new AB PLC ctrls OH 419-868-4980 National Compressor 276894 
3871 acfm, Clark & Lewis #2BC9-8, air compressor TX 713-991-7843 Midwest Steel Co 330630 
4000 cfm, 50 psi, Atlas Copco #ZH6000, 1000 HP IN — 800-788-0307 Capital Machy Sys 872971 


CENTRIFUGAL OIL FREE RENTALS 


m Ingersoll-Rand Centac ° Cooper 


SERVICES, INC. 


www.RentalAir.com 2000 CFM to 200,000 CFM, up to 350PSI 


Emergency Telephone Number: 713-594-6342 ° info@rentalair.com 


4185 icfm, 125 psi, FS-Elliott #410DA3, 800 HP @ 4160 V., 2005 SC 864-296-8885 Ron White's Air 380028 
4500 cfm, 125 psig, Ingersoll-Rand #2ACII45M3 Centac, 900 HP, 2300/4160 V. CA 800-283-1631 JPL Compressor 864278 
5400 icfm, 150 psig, Ingersoll-Rand Centac #2ACII50A/E3HP, 1250 HP OH 419-868-4980 National Compressor 382908 
5600 cfm, 125 psig, Joy #C8,TA48,1250 HP,4160/2300 V., new AB PLC ctrl, recond. OH 419-868-4980 National Compressor 276895 
6000 cfm, 14.1/134.4 psig, Joy #TA-50HZ, 1250 HP, 4000 V., S/N FO-7616 TX 972-937-3597 CCH Equipment Co 258479 
6000 cfm, Cameron / Joy #TA60M5R3EH, s/n #FO-9244, 1750 HP, 2300/4160 V., feed unit CA 800-283-1631 JPL Compressor 864280 
6165 acfm, 500 psi, Clark #553B6, 6 stage, #532-A102JB TX 713-991-7843 Midwest Steel Co 205837 
6309 cfm, 114 psi, Atlas Copco #HL7, 1250 HP, 4160 V., A B controls - 3 available IN 800-788-0307 Capital Machy Sys 175992 
11300 cfm, 11.8/95 psia, Clark #15-3-2, isopac 3 stage, 3000 HP, 4160 V., S/N 3964 TX 972-937-3597 CCH Equipment Co 258480 
11930 cfm, 13.9 psig, Joy #TA-150, air end, 3500 HP, S/N BF5567 TX 972-937-3597 CCH Equipment Co 258481 
18560 acfm, Delaval #4C-30/20, #532-105JL TX 713-991-7843 Midwest Steel Co 205838 
125 psig, Cooper £Turbo-TA2000, 175 HP, 480V OH 419-868-4980 National Compressor 276893 
DIESEL DRIVEN AIR COMPRESSORS - (3 listings on our website!) DEALER SR ID 
750 cfm, 150 psi, Doosan #HP750WCU-T3, portable diesel air compressor, Cummins QSC engine, 2010 TX 713-929-2056 Swift Equipment 480981 
825 cfm, Ingersoll-Rand #XP825WCU, portable diesel air compressor, Cummins engine, 2005 TX 713-929-2056 Swift Equipment 480982 
Ë = 


mm waman mm | SWIFT NEW & USED DIESEL AIR = 
SSS HESE COMPRESSOR FOR SALE fa == 


WE BUY USED AIR COMPRESSORS! INGERSOLL RAND XP82 
866-571-0044 - sales@swiftequipment.com 


REFRIGERATED COMPRESSED AIR DRYERS - (719 listings on our website) DEALER SR ID 
50 cfm, Nano #RTC0050-11560IF, 10-45 HP, 110 V., 1 phase, rebuilt IL 773-523-8200 OEM Air Compressor 464803 
170 cfm, Kaeser #TC-44, 40-50 HP, rebuilt IL 773-523-8200 OEM Air Compressor 464804 
211 cfm, Atlas Copco #Fx130, 50 HP, rebuilt IL 773-523-8200 OEM Air Compressor 464805 
224 cfm, Kaeser #TA-76, 50-60 HP, 460 V., 3 phase, rebuilt IL 773-523-8200 OEM Air Compressor 464806 
250 cfm, Airtek #ES250, 50-60 HP, rebuilt IL 773-523-8200 OEM Air Compressor 464807 
500 cfm, Ingersoll-Rand #TM-500, 200-300 hp, 460 V., 3 phase, rebuilt IL — 773-523-8200 OEM Air Compressor 464808 
1600 cfm, 220 psig, Ingersoll Rand #NVC-1600A40N, air dryer, R404A refrigerant, HF&-60-24 Hankvonson ... OH 419-866-6894 D & D Industries 469624 
25 psi, Sullair £LS12-60H/A/SUL, 115/125 psi, ES-8, Inventory COM2518, $5,900.00 TN 615-494-1210 Aggregate Systems 471845 
60 psi, Sullair #ES8-15H ACAC, 60 HP, 125/235 PSI, compressor, $8,900.00 TN 615-494-1210 Aggregate Systems 471846 
HIGH PRESSURE AIR COMPRESSORS - (23 listings on our website!) DEALER SR ID 
35 cfm, 218 psi, ELGi #GP-35FP, high pressure portable rotary screw air compressor, 2023 BC 905-509-2875 Canada Compressors 478772 
60 cfm, 5500 psi, Universal Highpack, 50 HP, 5 stage CA 800-955-6188 American Compressor 631072 
75 cfm, 5500 psi, Universal Highpack, 60 HP, 5 stage CA 800-955-6188 American Compressor 739084 
88 cfm, 5500 psi, Universal Highpack, 75 HP, 5 stage (3) CA 800-955-6188 American Compressor 256681 
942 cfm, 200 psi, Ingersoll-Rand #SSRHXPE250-2S, high pressure air compressor (2 Available) MI 248-379-0820 Reid Machinery Inc 455947 
960 cfm, 200 psi, Ingersoll-Rand #SSRHXPE250-2S, high pressure air compressor MI 248-379-0820 Reid Machinery Inc 455948 


HIGH PRESSURE RENTALS AMERICAN 
AIR OR GAS Compressor 


COMPANY 


Founded in 1961, a proud tradition of 
quality service and equipment. 


1-800-955-6188 
10144 Freeman Ave. * Santa Fe Springs, CA 90670 
www.americancompressor.com • Fax: 562-946-8365 


90 psi, Airco LNS, 1 x 2 x 4, 10779, 3 HP TX 972-937-3597 CCH Equipment Co 264347 
357 psi, Cosmodyne LN2 #3405279-3, 1.5x2.5x10,close coupled 9.6"impeller on skid,25 HP TX 972-937-3597 CCH Equipment Co 264343 
650 psi, Cosmodyne LN2, 1x2x6, 3409033-5 5.25" impeller, 7.5 HP TX 972-937-3597 CCH Equipment Co 264345 
6000 psi, Cryomec LOX #Triplex-SGV, 782786-3 drive 23-616-1 cold end 20419 TX 972-937-3597 CCH Equipment Co 264344 


12 GENERAL EQUIPMENT 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! December 2023 


PORTABLE AIR COMPRESSORS - ( 189 listings on our website!) DEALER SR ID 
35 cfm, 218 psi, ELGi #GP-35FP, high pressure portable rotary screw air compressor BC 905-509-2875 Canada Compressors 478771 
35 cfm, 218 psi, ELGi #GP-35FP, high pressure portable rotary screw air compressor AB 905-509-2875 Canada Compressors 478773 
35 cfm, 218 psi, ELGi #GP-35FP, high pressure portable rotary screw air compressor, 2023 ON 905-509-2875 Canada Compressors 478774 
210 cfm, 100 psig, Kaeser #M58, air compressor, 48 HP IL 847-750-3339 Alan Ross Machinery 474822 
375 cfm, Ingersoll-Rand #XP375WJD, portable diesel air compressor, 1088 hrs, John Deere engine, 2005 TX 713-929-2056 Swift Equipment 457896 
AIR COMPRESSORS, ROTARY, OIL FREE/NON-LUBE - (88 listings on our website!) DEALER SR ID 
535 cfm, 125 psi, Atlas Copco #ZR90, 125 HP, W/C, 460 V., 2001, #A-1406 IN — 800-788-0307 Capital Machy Sys 015027 
619 cfm, 115 psi, Kobelco #KNWAI-D/L, 125 HP, air cooled, 460 V., 2009, #A-2251 IN — 800-788-0307 Capital Machy Sys 807283 
625 cfm, 115 psig, Atlas Copco #ZT-3B, 150 HP, 480 V. CA 800-283-1631 JPL Compressor 864283 
661 cfm, 125 psi, Atlas Copco ZZT110FF-IMD, 150 HP, 460 V., air cooled, 2011 IN — 800-788-0307 Capital Machy Sys 175991 
690 cfm, 125 psi, Ingersoll-Rand #Sierra-H150A, air cooled,150 HP,TEFC,2015 (3) IN 800-788-0307 Capital Machy Sys 066933 
800 cfm, 135 psi, Kobelco #KNWA1-G/H/S, 250 HP, А/С, 460 V., 2007, #A-1398 IN — 800-788-0307 Capital Machy Sys 015025 
809 cfm, 125 psi, Atlas Copco #ZT145, 200 HP, A/C, 460 V., #A-1142 IN 800-788-0307 Capital Machy Sys 015019 
811 cfm, 135 psi, Kobelco #KNWA1-G/H/S, 200 HP,A/C,460 V.,2005,(2) #A-2286,A-2287 IN — 800-788-0307 Capital Machy Sys 830152 
855 cfm, 125 psi, Ingersoll-Rand #IRN200H, 200 HP W/C, like new, 2014 (2) ШЫ 800-788-0307 Capital Machy Sys 036205 


888 cfm, 125 psi, Atlas Copco #ZR160FF-IMD, 200 HP, 460 V., water cooled, 2013 800-788-0307 Capital Machy Sys 175988 


Tel: 414-372-5320 
Fax: 414-264-1519 


SINCE 1832 э H 

egenen. ffe www.wennigercompressor.com 
894 cfm, 125 psig, Atlas Copco #ZR4-60, 200 HP, 480 V. CA 800-283-1631 JPL Compressor 864286 
907 cfm, 51 psi, Atlas Copco #ZA110, 160 HP, W/C, 460 V., 1999, #A-1937 IN 800-788-0307 Capital Machy Sys 015039 
1330 cfm, 150 psi, I.R. #Sierra-HH350A, 350 HP,A/C,TEFC,460V.,7122 hrs,2010 IN 800-788-0307 Capital Machy Sys 066935 
1340 cfm, 125 psi, Atlas Copco #ZT250, 300 HP, A/C, 460 V., 2003, #A-1881 IN 800-788-0307 Capital Machy Sys 015036 
1377 cfm, 125 psi, Atlas Copco #ZR4-62, 300 HP, 460 V., water cooled IN — 800-788-0307 Capital Machy Sys 175986 
1481 cfm, 125 psi, Atlas Copco #ZT275, 350 HP, A/C, TEFC, 460 V., 2007 (2) IN 800-788-0307 Capital Machy Sys 066932 
1500 cfm, 125 psi, Cameron #TA2020, 350 HP,460V.,Soft Start, Maestro ctrl (2) IN — 800-788-0307 Capital Machy Sys 196518 
1559 cfm, 125 psig, Kobelco #KNWA2-DxX, vari-speed 400 HP,480 V.,air cooled,oil free CA 800-283-1631 JPL Compressor 864269 
1771 cfm, 125 psi, Atlas Copco #ZR315VSD-FF, 400 HP,460V.,W/C,integrated air dryer IN — 800-788-0307 Capital Machy Sys 196517 


1792 cfm, 125 psig, Atlas Copco #ZR315-8.6, 400 HP, 480 V. CA 800-283-1631 JPL Compressor 864290 


ROTARY SCREW AIR COMPRESSOR AIREND 
REBUILDING! OIL FLOODED & OIL FREE! 


Visit us at www.oemair.com for a Complete Pricing List or Call for a Quote. 


FREE LIFETIME WARRANTY on Rebuild Airends.* 
* Excludes Oil Free Airends 


Email: wlm © oemair.com 


NEW LOCATION IN MAYWOOD 
33 Legion St. * Maywood, IL 60153 


Toll Free: 1-800-893-5131 * 


AIR COMPRESSOR CORPORATION 


www.oemair.com 


f uw» —— БЕ 


1819 сїт, 145 psi, Atlas Copco #ZR315, 400 HP, water cooled, TEFC, 460 V., 2005 IN 800-788-0307 Capital Machy Sys 066938 
2024 cfm, 125 psi, Atlas Copco #ZR355, 450 HP, water cooled, TEFC, 460 V., 2005 IN 800-788-0307 Capital Machy Sys 066937 
2411 cfm, 125 psi, Atlas Copco #ZR5A, 600 HP, М/С, 2300 V., #A-1394 IN 800-788-0307 Capital Machy Sys 015023 
2793 cfm, 125 psi, Atlas Copco #ZR500VSD, vari-speed drive.W/C,460V.,700 HP,#2783 IN 800-788-0307 Capital Machy Sys 951391 
2940 cfm, 125 psi, Atlas Copco #ZR661, 700 HP, W/C, 4160 V., 1991, #A-2187 IN 800-788-0307 Capital Machy Sys 015044 
2962 cfm, 50 psi, Atlas Copco #ZA355, water cooled, 450 HP after cooled IN 800-788-0307 Capital Machy Sys 791602 
3123 cfm, 150 psi, Atlas Copco #ZR630, 800 HP, 4160 V., 3 Units Available IN 800-788-0307 Capital Machy Sys 376288 
3260 cfm, 125 psi, Atlas Copco #ZR500, 700 HP, water cooled, 480 V., #A-2293 IN 800-788-0307 Capital Machy Sys 807287 
4095 cfm, 125 psi, Atlas Copco #ZR750, 900 HP, water cooled, 460 V., 2000, #A-1621 IN 800-788-0307 Capital Machy Sys 015030 
110 cfm, 175 psi, Sullivan Palatek #H40UD, air 1314 cfm, 125 psi, Atlas Copco #GA250, air 
Air Compressors, cooled, 2006 cooled, 480 V., 2005, #A-1793 
Y Si, Mfr: Sullivan 85 Ачай Mfr: Atlas Copco 
Rotary Screw (P.D.) got ; Model:H40UD STATE ModekGA290 P 
Seller: Sierra Equipment _ Seller: Capital Machy Sys 
CA Pendleton, IN 
Search Rotary Screw on SurplusRecord.com to Tel: 510-887-7500 Tel: 800-788-0307 
š icti SR ID: 370546 SR ID: 641116 

view all 438 listings. Price: Call for Price Price: Call for Price 
ROTARY SCREW AIR COMPRESSORS (POSITIVE DISPLACEMENT) - (438 listings on our website!) DEALER SR ID 
18 cfm, 125 psi, ELGi #EN4, rotary screw compressor,5 HP,208-230/460 V.,new,2023 ON 647-384-9663 Brighton Machy 476273 
38.5 cfm, ELGi ZEN Series, 10 HP tankless rotary screw air compressor,575 V.,3 phase ON 905-509-2875 Canada Compressors 478867 
38.5 cfm, ELGi ZEN Series, 10 HP tankless rotary screw air compressor,575 V.,3 phase NS 905-509-2875 Canada Compressors 478869 
50 psi, Sullair #LS12-50H/A/SUL, Rotary Screw Compressor, no doors, $7,500.00 TN 615-494-1210 Aggregate Systems 471847 
55 cfm, 125 psi, ELGi #EN11, rotary screw air compressor,15 HP,575 V.,120 gal. tank,w/dryer,2023 ON 905-509-2875 Canada Compressors 478770 
68.9 cfm, 185 psi, Atlas Copco #GA11VSD+FF, rotary screw compressor,15 HP,11462 hrs,2016 NC 704-334-4609 Piedmont Machinery 440312 
95 cfm, 125 psig, Ingersoll-Rand #U25-HP, 25 HP, А/С, tank mounted IL 847-725-2100 Air Services Co. 664811 
100 cfm, 125 psi, Gardner-Denver, rotary screw design,main drive mtr 50 HP,#64384 (2) PA 412-826-4950 TDI Group LLC 975032 
102 cfm, Ingersoll-Rand #SSR-UP6-25-125-120, screw air compressor w/ dryer, 25 HP, 120 gal. tank IA 712-737-8700 Greenway & Assoc. 455477 
115 cfm, 125 psig, Gardner-Denver #EFC99A, 30 HP, A/C, encl., 230 V. IL 847-725-2100 Air Services Co. 721566 
122 cfm, 105 psi, CompAir #L22, 30 HP,w/Pneumatech Ма! AD-100 air dryer,200 gal.tank WI 715-886-4926 Heart of WI Machy 109099 
125 cfm, 125 psi, Ingersoll-Rand #UP6S-30-125, screw compressor package, 30 HP, 460 V. CO 719-754-1981 Power Zone Equip 429757 
125 cfm, CompAir #L22-9, compressor, air cooled, 30 HP, 230 V., rebuilt IL 773-523-8200 OEM Air Compressor 464789 
125 cfm, CompAir #L30, compressor, air cooled, 30 HP, 460 V., rebuilt IL 773-523-8200 OEM Air Compressor 464790 
125 cfm, Gardner Denver #LI5-22A, compressor, air cooled, 30 HP, 230/460 V., rebuilt IL 773-523-8200 OEM Air Compressor 464788 
125 cfm Rogers #MG30-100, rotary screw air compressor, 30 HP, 2012 MT 509-939-1590 FX Solutions 474933 
134 cfm, ELGi, 30 HP Tankless Rotary Screw Air Compressor , 575 V. 3-Phase ON 905-509-2875 Canada Compressors 480985 
134 cfm, ELGi, Tankless Rotary Screw Air Compressor, 30 HP, 575 V, 3-Phase ON 905-509-2875 Canada Compressors 480986 
135 cfm, 135 psi, Kaeser #AS36, compressor, air cooled, 30 HP, 230/460 V., rebuilt IL 773-523-8200 OEM Air Compressor 464786 
179 acfm, 175 psig, Sullair #3712-VB-WC, Rotary Air Compressor, 50 HP, 2017 MI 586-298-2030 Excel Machinery 463431 
185 cfm, 125 psi, Atlas Copco #GA-30, 40 HP, air cooled, 460 V. TX 817-822-1333 Quality Compressor 446532 
186 cfm, 100 psi, Quincy #QST 40A, 40 HP, rotary screw air compressor Stock #20054 IL — 847-525-0099 Raco Machinery Inc 270898 
192.6 acfm, 125 psig, Qunicy #QGD-40, oil injected screw compressor,air cooled,single stage,40 HP IL 847-750-3339 Alan Ross Machinery 481250 
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ROTARY SCREW AIR COMPRESSORS (POSITIVE DISPLACEMENT) - (438 listings on our website!) DEALER SR ID 
211 cfm, 125 psi, Redmax #RMA-50, Rotary Screw Compressor w/Airtek Regenerative Air Dryer, 50 HP, 460 ... WV 304-273-0795 JM Industrial LLC 454589 


OIL FREE RENTAL AIR 


CAPITAL MACHINERY ELECTRIC ° DIESEL ° DRYERS 
Oil Free Air When You Need It... Anywhere You Need It 


SYSTEMS INCORPORATED 
3207 West Angle Road 


PO. Box 330 Sales / Service / Parts / Rentals 
Pendleton, IN 46064 


250/260 psig, Sullair #20/12-350, rotary screw air compressor, 350 HP, 460 V., 3-phase, 2 stage air ... CA 626-444-0311 Sterling Machy Exc 459109 
350 cfm, Sullivan Palatek #75UD, rotary screw drive compressor, 208 V. CA 714-612-1480 TNT Industrial 466594 
440 cfm, 125 psi, Quincy #QSI500ACA31EE, 100 HP, 460 V. TX 817-822-1333 Quality Compressor 446531 
446 cfm, 125 psig, Ingersoll-Rand ZEP100, 100 HP, 460 V. BC 604-946-8285 Airex Systems Ltd 018775 
493 cfm, 125 psi, Gardner-Denver, 100 HP, 460/3/60 TX 817-822-1333 Quality Compressor 843803 
953 cfm, 100 psig, Atlas Copco £GA160, 200 HP, 460 V. BC 604-946-8285 Airex Systems Ltd 018776 
1030 cfm, 125 psi, Atlas Copco ZZR-4C, 200 HP, W/C, 480 V.,refurbished WI 414-372-5320 Wenniger Compressor 028610 
1105 cfm, 100 psig, Sullair #32/25-200L Tandem, 250 HP, 460 V. BC 604-946-8285 Airex Systems Ltd 018782 
1250 cfm, 100 psig, Sullair #32-250L, 250 HP, 460 V. BC 604-946-8285 Airex Systems Ltd 018781 
1300 cfm, 132 psi, Atlas Copco #GA315, air compressors, 480 V., refurbished, (3) WA 360-734-1046 D'Angelo Int'l 434769 
2000 cfm, 100/110 psi, Sullair #TS32-400L, screw air compressor IN 812-592-4698 Metal Logics Inc 476963 
2245 cfm, Ingersoll-Rand #SSREPE450-2S, 450 НР, 460 V.(2) WI 414-372-5320 Wenniger Compressor 792660 
100/100 psig, Sullair #16BS-60L ACAC, 60 HP, skid mounted compressor base OH 216-433-7171 AM Industrial 241190 
125 psi, Compair By Leroi #CL30, rotary screw air compressor, 8304 hrs, 200 V., 30 HP, sound encl. CA 626-444-0311 Sterling Machy Exc 427645 
185 psi, Atlas-Copco #GA55VSD, 75 HP, inoperable parts machine, 2008, 544713 IL — 847-427-3333 Perfection Machy 469688 
210 psig, Sullair #LS-100-30ZH/A stacked air compressor set (2) Units plus Zeks air dryers,chiller & ... CA 760-613-9092 EMC Leasing Company 446705 
313 psig, Mycom #125SU-LX, 470 psig hyd., serial #1252131 TX 281-443-6505 Samco Enterprises 619920 
Atlas Copco #GA-11, air compressor, 15 HP, serial #АП 224 370, 45313 hrs, 1996, #16300 MI 616-868-1111 Vander Ziel Machy 424865 
Atlas Copco #GX4FF, 5 HP, 300 hours, 2019 ID 208-851-8568 Liberty Machine 479953 
Atlas Copco Airpower #GX11FF, air compressor, 15 HP, 460 V., 3-phase, 2012 IL 312-226-4150 Mchy Marketing Intl 471980 
Atlas Copco #ZT-90, oil free rotary screw air compressor, only 12k hours CA 714-612-1480 TNT Industrial 475489 
ELGi #EG22, screw compressor, 30 HP, 575 V., new in crate, 2023 ON 647-384-9663 Brighton Machy 474858 
Quincy #QSI-600, air compressor, 150 HP motor NY 631-244-7979 Wohl Associates Inc 450780 
Sullair #1150XHA900, rotary screw air compressor, 712 hrs, 2020 KS 785-267-8139 Foley Equip - Power 469040 
ROTARY/SLIDING VANE AIR COMPRESSORS - (57 listings on our website) DEALER SR ID 
10 HP Atlas Copco #GX7FF-EP, rotary screw/sliding vane air compressor, 2014 CA 818-514-1254 Machinery Resources 417429 
50 HP Gardner Denver #304EGC, frequency drive, 45-215 acfm, 125 psi, 2001 MI 517-787-3100 F P Miller Company 260126 
60 HP Kaiser #SFC-45, Air Compressor, 2008 IL 888-926-0050 Blackhawk Machinery 406179 
75 HP Kaeser #CSD-75, rotary screw air compressor,345 cfm,125 psi,air cooled,2014 PA 717-846-2600 Hildebrand Machy 448322 
100 HP Ingersoll-Rand #SSR-EP100, screw type, A/C,s/n Ck3512u00195, 64812 hrs,2000 OH 440-498-8484 FL Sales Inc 387217 
100 HP Ingersoll-Rand #SSR-EP100-2S, screw type, A/C,s/n Ck3513u00201, 24785 hrs,2000 OH 440-498-8484 FL Sales Inc 387218 
100 HP Ingersoll-Rand #SSR-EP100-2S, screw type air compressor,air cooled,s/n f3808u91 OH 440-498-8484 FL Sales Inc 387220 
148 HP Atlas Copco ZZR-110, air compressor, 125 psig, serial #AIF.057655, 1999 OH 440-498-8484 FL Sales Inc 441033 
150 HP Ingersoll-Rand #LRN150H-CC, screw type,A/C,s/n Nf50270u04088, 74450 hrs,2004 OH 440-498-8484 FL Sales Inc 387219 
Hydrovane #HVFR3B, Air Compressor, 37 Kw, 1775 RPM, S/N D101520 OH 216-478-6657 HGR Indust Surplus 477272 
Ingersoll Rand #SSR-UPS-40, oil filled rotary screw, 2010 OH 513-385-3115 Investment Recovery 461000 
Sullivan Palatek, air compressor, #17213 MI 517-787-3100 F P Miller Company 375741 
TANK MOUNTED AIR COMPRESSORS - (107 listings on our website!) DEALER SR ID 
3 HP Quincy Dual air compressor, great condition CA 714-612-1480 TNT Industrial 460968 
5 HP Gardner Denver #ATDADA, air compressor w/ tank, CA 626-444-0311 Sterling Machy Exc 473288 
5 HP Quincy #QT-5, 2-stage air compressor, 80 gal. tank, 208-230/460V 3PH AZ 520-836-9727 Peterson Machinery 471514 
5 HP Hill Bros, horizontal air compressor, 230/460 V., 3-phase, 2 stage pump, 80 gal. tank CA 626-444-0311 Sterling Machy Exc 459111 
10 HP Ingersoll-Rand #T30, Air Compressor, Маі! 254E10V Pump,120 gal. horiz tank,230/460V AZ 520-836-9727 Peterson Machinery 461283 
15 HP Castair #I15324HC3-S, 2 stage air compressor, 50.2 cfm € 175 psi, 795 RPM, 240 gal. tank ... IA 712-737-8700 Greenway & Assoc. 463671 
25 HP Fiac £AirBlock-25, air compressor, sound encl., 2005 CA 626-444-0311 Sterling Machy Exc 473289 
30 HP Leroi £30, piston type air compressor w/ vertical tank, 125 psi CA 626-444-0311 Sterling Machy Exc 473287 
H CS Acme #RB-8, auto screw machine, 2" cap., motor || New Britain #62, automatic screw machine, 2-1/ 
Automatic Screw - 3 & controls, stock reel & stand, 1985 4" 
Machines and а^] CN Mfr: Acme = Mfr: New Britain 
ei | 1 Model:RB-8 à Model:62 
Chuckers | "a Seller: Graff-Pinkert & Co Seller: Graff Machine Tools 
F t Oak Forest, IL 1 ` IL 
Search Automatic Screw Machine on Tel: _ 708-535-2200 Tel: _ 708-217-2476 
i ең SR ID: 432966 ~ SR ID: 415410 
SurplusRecord.com to view all 34 listings. Price: Call for Price | Price: $25,000 
AUTOMATIC SCREW MACHINES АМО CHUCKERS - (34 listings оп our website!) DEALER SR ID 
Acme #RBN-8, 1-5/8" cap., stock reel and stand, chip conv., 1974 IL 708-535-2200 Graff-Pinkert & Co 440362 
Brown & Sharpe £00, Ultramatic R/S Screw Machine,1/2"cap,11/16" hole thru spdl,1988 IL — 816-330-2138 Revelation Machy 474881 
Brown & Sharpe £2, Screw Machine,1-5/8" spdl cap,7.5 HP,14-2906 RPM,8 trrt holes,1981 IL 816-330-2138 Revelation Machy 474878 
Escomatic #D6SR (4) IN 708-217-2476 Graff Machine Tools 415411 
Index #MS-40C, 6 spindle screw machine, 2012 IL 708-217-2476 Graff Machine Tools 475053 
Tornos #SAS-16-DC, 6-spindle automatic bar machine,16mm bar dia.,75mm feed length IL 847-537-7700 CNC Exchange 478728 
Wickman, 1" cap., EMC, 6 spdl., stock stand and reel, chip conv., 1980 IL 708-535-2200 Graff-Pinkert & Co 440360 


° S 13000 Ib. CEMB #Z4500, horizontal,hard 15000 - 100000 Ib. Schenck-Trebel #FC 8D-XN, 
Balancing Machines bearing,74" swing,112" C-C,belt dr,PC based inst || 100" max swing, 3" - 25" shaft dia. 


(Dynamic and Static) SÉ EE Model:Z4500 TELLE Moqet:FC SD-XN 


Seller: E.T. Balancing Inc | : Seller: Integrated Turbo 
T š Los Angeles, CA d Montebello, CA 
Search Balancing on SurplusRecord.com to | Tel: 310-538-9738 | Tel: 323-726-5200 


SR ID: 201982 SR ID: 280174 


view all 47 listings. Price: Call for Price - Price: $150,000 
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BALANCING MACHINES (DYNAMIC AND STATIC) - (47 listings on our website!) DEALER SR ID 
2.5 Ib. Schenck #RGOT, Gyro-Rotor balancer,6"swg,17"C-C,rotor drill,microprocessor instrument CA 310-538-9738 E.T. Balancing Inc 419770 
20 Ib. CEMB #Z5, 10"swing,13"C-C,DC drive PC instrument,training available,guaranteed CA 310-538-9738 E.T. Balancing Inc 419769 
100 Ib. Schenck #HL2B, Alison 250,PT6 engine balancer,24" swg,24" C-C,microprocessor instrument СА 310-538-9738 ЕЛ. Balancing Inc 419771 


STOCK OF BALANCING EGUIPMENT 


henc of e Hoffman * IRD -CEMB KA 
ND SERVICE FOR ALL MAKES 


500 Ib. Schenck #НЗВ, 49"swing,52"C-C,1.5 HP,DC drive,microprocessor i insti umen 


" JUSED-& jil RTS 
Ж E Since 1964 E-T BALANCING INC. 


Т. Balancing 12823 Athens Way, Los Angeles, CA 90061 
Tel: 310-538-9738 e Fax: 310-538-8273 ° E-mail: etbalance@earthlink.net 
1000 Ib. Schenck #H30BLS, 50"dia.,54"Igth,reconditioned,new electric,guaranteed w/training IN 317-639-2712 Precision Balancing 379625 
1000 Ib. Schenck #HM30BU, CAB700 control, 27" diameter, 96" length, video, nice, 2005 PA 215-332-3200 N A Machy Sales 296370 
2000 Ib. Stewart Warner #2002, 54" dia,48" Igth,2HP,recond.new elect,guaranteed w/training IN — 317-639-2712 Precision Balancing 975693 
Summit Equipment #JF6-20, horizontal baler International horizontal baler, 50" x 28"feed 
А ` Nm Eë iont duty 10 HP ram w/auto "tie,60"W Ca opening,30" x 36" x 60"/72"bale size,30 ... 
Balers, Horizontal Br : Zei 4 | - - cq Mfr: Summit Equipment Gd i International 
T odel: 
e Seller: Alan Ross Machinery 
P А OK Zion, IL 
Search Horizontal Balers on SurplusRecord.com d 1 ; Tel: 918-200-4002 4 - Tel: 847-750-3339 
i е j =} SR ID: 476967 t TER SR ID: 423506 

to view all 104 listings. Price: $95,000 Price: Call for Price 
HORIZONTAL BALERS - (104 listings on our website!) DEALER SR ID 
American 7242H10T30F, auto-tie, 60 HP MO 816-966-1473 Baler Service Co 396639 
Balemaster #42100G-8, auto-tie, 100 HP MO 816-966-1473 Baler Service Co 396637 
Balemaster #4250G-8, automatic tie, 50 HP MO 816-966-1473 Baler Service Co 393502 
Balemaster #4875G-10, Auto-Tie, 75 HP MO 816-966-1473 Baler Service Co 418855 
Balemaster #5260G-8 Auto-Tie, 60 HP, rebuilt MO 816-966-1473 Baler Service Co 480416 
Marathon PC-115-44-30, auto-tie, 30 HP MO 816-966-1473 Baler Service Co 393505 
Maren 72-OE-100, auto-tie, 20 HP MO 816-966-1473 Baler Service Co 393504 
Selco HL012AHD, auto-tie, 50 HP MO 816-966-1473 Baler Service Co 393503 
PAPER AND CORRUGATED MATERIALS BALERS - (60 listings on our website!) DEALER SRID 
22" x 42" x 30" Ver-Tech GPI #M42BC, baler, 20" x 42" feeder opening, 230/115 V. MI 586-465-9700 Seminole Machinery 206402 
48" x 30" x 36" PTR #1800, vertical,48000 Ib.force,22"x57"feed opening,10 HP,56 second cycle ... MI 616-949-5910 Turner Industries 459348 
60" x 30" x 48" Balemaster #6030H, cardboard baler,60" x27" feed opening,7.5 HP,e-stop OH 800-622-4463 Yoder Machinery 476939 
60" x 30" x 48" Bramidan #B6030, baler for cardboard,paper & soft plastic,2017 IL — 847-803-8700 Johnston Machinery 364291 
Balemaster #4025ECQ, horizontal hydraulic paper baler, 25 HP, #61561 OH 800-622-4463 Yoder Machinery 454768 
Bramidan #B5-Wide, baler, L-700mm, W-1000mm, H-800mm bale size, new CT 860-484-4449 Global Machine 434291 
Load King #30, vertical cardboard baler, #75235 OH 800-622-4463 Yoder Machinery 455109 
SCRAP BALER AND SCRAP METAL BALERS - FERROUS - (46 listings on our website!) DEALER SR ID 
Advance Lifts #BR-9150M, baler, #76483 OH 800-622-4463 Yoder Machinery 454773 
Aymas #H3, new triple compression baler,150 ton main cylinder force,50 HP,10"x10" bale size IL 847-750-3339 Alan Ross Machinery 440455 
Colmar #B5500, portable baler/logger with crane,4 cylinders,diesel engine,24 V. IL 847-750-3339 Alan Ross Machinery 473500 
International #48-43, auto tie baler,48"x43"72" bale size,60"x46" feed opening,(2) 75 HP motors IL 847-750-3339 Alan Ross Machinery 481251 
International Baler £IVB-606HD, 1999, #76484 OH 800-622-4463 Yoder Machinery 455108 
International Baler #NA-1296, 44" x 36" x 72"baler, 40" opening, 42" x 60"bale, 8 HP IL 847-750-3339 Alan Ross Machinery 446718 
Marathon #CE-504242-830, closed end baler,50" x 39-3/4"feed opening,30 HP,8" cylinder dia. IL 847-750-3339 Alan Ross Machinery 474824 
Maren #Propak-60, baler with conveyor, 54"x40"feed opening, 2012 IL 847-750-3339 Alan Ross Machinery 477102 
BANDING LINES AND COIL PACKAGING LINES - (24 listings on our website!) DEALER SR ID 
6000 Ib. Pro-Eco pacckaging line pcs., 60" MI 248-693-1400 Met-Pro Machinery 888820 
6000 Ib. Signode, 66", downender, Signode M-20 head, aprox. 60'pwrd conveyor GA 770-886-6827 CJE Machine 928697 
10000 Ib. Coil banding line with downlayer and conveyor, 72" OD,1-arm turnstyle MI 734-727-0600 Galaxie Corporation 021099 
15000 Ib. Bradbury downlayer, bander, stacker, 72" OH 419-843-6051 American Steel 917704 
Signode #M220GGR, auto bander, 36" x 36"cap., 8 table support rolls, 3 HP, #64642 OH 800-622-4463 Yoder Machinery 431234 


lemca #Boss-547, magazine bar feed, 1.85" cap., || SMW ZSpace-Saver 2400" single spdl auto 


Bar Feeds m 12' bar Igth, new in 2004 barfd, load. tray,PLC controller,pusher,2006 
№ — Mfr: lemca А S Mfr: Smw 
Bar Loaders i С ГК Model:BOSS-547 - Model:SPACE-SAVER 
Š š Seller: Automatics & Machy e - Seller: Mohawk Масһїпегу 
Р Longmont, СО А Pi Cincinnati, OH 
Search Bar Feeders on SurplusRecord.com to com Tel: 303-651-6545 DY E 513-771-1952 
i ien 1 SR ID: 429593 1 1258616 
view all 157 listings. Price: Call for Price Price: Call for Price 
BAR FEEDERS AND LOADERS - (157 listings on our website!) DEALER SR ID 
Edge #Rebel-102-Servo-SE, magazine bar loaders,4"max bar capacity,4'bar length,2021 OH 234-571-1310 Univ Automatics 448697 
Edge Technologies #Minuteman-320SE, 6'magazine barfeed,Mits ctrl,sn #P4201244442, 2012 PA 215-672-8112 NE Precision Machy 470901 
Edge Technologies #Rebel-102-Servo, bar feed / loader, 4" dia., 60" Igth, PLC сїп FL 800-638-8888 Generation Machine 454678 
Flex Arm pneumatic arm for precision work, 37" x 39"arm, 59" x 41" x 2"table MX +52-155-1451-7028 Hilco Global Mexico 448924 
FMB #Turbo-542, magazine bar feed, 1.625" cap., 12' Igth, 2005 CO 303-651-6545 Automatics & Machy 437248 
IEMCA #51 New Briton, Advanced Feeding System, SIR 25 F model, SN: 0200141M04, New MI — 586-465-9700 Seminole Machinery 412126 
lemca #Master-865, versa magazine bar feed, 2.5" cap., 14' bar Igth, 2010 CO 303-651-6545 Automatics & Machy 338515 
lemca #Master-880MP, CNC bar feeder, 3.12" cap., 91" Igth, 2007 MI — 248-426-5555 Tramar Industries 448873 
lemca #Prodigy-547/21, bar loader, 1.75" cap., 2002 CO 303-651-6545 Automatics & Machy 382455 
lemca #МІР-80Е-ІІ, short magazine type barfeed, 3.125" cap., 4' bar, 2007 CO 303-651-6545 Automatics & Machy 371775 
lemca #VIP-80IC, type 16 bar feed, serial #207110A04, 2014 GA 770-621-0495 Equipment Hub 413606 
LNS #Alpha-552, magazine bar feed, .20"-1.85" dia., 39"-12'6" bar Igth, 2014 CO 303-651-6545 Automatics & Machy 404500 
LNS £Alpha-SL65-S, auto bar feeder CA 909-919-9600 MachineStation 461463 
LNS #Alpha-ST-320, 12'bar length, 1/2" bar capacity, magazine bar feeder, 2008 NC 704-821-7370 Charleston Annex 480991 
LNS #QL-Servo-S3, barfeeder, 4.7" dia., 63" Igth CA 714-441-1992 ACT Machinery 472618 
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BAR FEEDERS AND LOADERS - (157 listings on our website!) 
LNS #Quick-Load-S3, magazine bar loader, 0.250"-4.75" dia., 63" Igth, 2006 
LNS #Sprint-552, magazine bar loader, 2" dia., 12' Igth, 2008 

LNS #Super-Hydrobar-3.12HS-4.8 Hydrostatic, 3 tube, serial #44204, 2007 
LNS #Tryton-SST4.R, gatling style bar feed, .5" cap., 12' bar Igth, 1995 
SMW #Spacesaver Autoload 12.65 Barfeeder, 1995 


1/4"- 2-1/2" Ercolina #TB-60, rotary draw 
bender,quick change tooling system,tooling 
= Mfr: Ercolina 


— MÀ 
a 
EE 
Les? Model:TB-60 
4 Seller: Trader Machinery 
Concord, ON 
Search Bar Benders on SurplusRecord.com to Tel: 905-669-7507 


view all 261 listings. Geet Call for Price 


Benders, Bar, Pipe 
and Tube 


BAR, PIPE AND TUBE BENDERS - (261 listings on our website!) 

1/2" Richards, vertical ram-type hyd beander, 10 ton, 2 HP, 12" x 30" bed, foot pedal ctrl 

1" Diacro #8, Hydraulic Bender,24" max. radius cap,360? bend,2650 ftlbs torque 

1" Pines £5T, vertical tube bender 

1" Pines £5T, vertical hydraulic tube bender, 20 HP, 2000 max bends per hour 

1-1/2" Teledyne Pines #3T, vertical hyd tube bender, 1989 

2" Ercolina Heller #SB48, tube bender, 220 V., 1-phase, one touch sgl bend prog. 

2.5" Ercolina #30-TRM, prog. mandrel bender, 2004 

3" Baileigh #RDB-325, rotary draw bender,electric forward/reverse foot pedal ctrl,new cond,2021 
3" Ercolina #TB80 Top Bender, 3" tube,2-1/2" Schedule 40 pipe,vari-bend speed,#1425010 

3" (76mm) Pines #2, tube bender,digital pedestal mounted ctrls,PDA,mandrel,late model 

3" Wallace #500-3, pipe & tube bender,5"non-ferrous hydraulic mandrel ext.w/oscillation,die booster 
4" Conrac #255, RH boiler tube bender with boost, Sierra digital pedestal mounted ctrl 

4" Wallace £504, horizontal pipe & tube bender, clockwise rotation, mandrel extractor 

6" Ercolina #TB180, top bender with 6"tube or 6" schedule 40 pipe cap.,vari-speed bend 

6" Horn #4L-STD, horizontal heavy duty mandrel pipe & tube bender with boost, CCW 

6" Pines £4, horizontal heavy duty mandrel type long arm pipe bender,pressure die assist 

8" Coast #6RD, pipe bender 

8" (200mm) Hines #800NC, tube bender,hydraulic mandrel extractor,pressure die assist,2012 
12" Pines #RotoForm, 5-12 roll extrusion bending machine, auto roll extrusion forming principle 
Ercolina #TB100, top bender with 4"tube or 3" schedule 40 pipe capacity,vari-speed bend 
Ercolina #TB130, top bender with 5"tube or 4" schedule 40 pipe capacity,vari-speed bend 
Lubow #ML-200, table bender air 

Roto-Die #15, hydraulic bender, 14 gauge x 10', 3" stroke, 20-50 SPM 

Star Technologies ZEVOBend 800-CN3-2P, tube benders, 2021 


Bending Rolls 


AIRCRAFT ROLLS - (3 listings on our website!) 
Farnham Aircraft Roll Forming Machine #2015-EXXX, 20'L x 1.5"radius,3/16" material ... 


2" x 2" x 1/4" Ercolina #CE40MR3, angle 
roll,40mm shaft,2" sch. 40 pipe cap.,new 


Mfr: Ercolina 

Model:CE40MR3 

Seller: SOMINN Machy Sales 
Dodge Center, MN 

Search Angle Bending Rolls on Tel: 800-770-5638 


: SET SR ID: 400603 
SurplusRecord.com to view all 96 listings. Price: Call for Price 


Rolls, Angle 
Bending 


ANGLE BENDING ROLLS - (96 listings on our website!) 

2" x 2" x 1/4" Akyapak #APK-61, angle & pipe roll,3 roll driven,hydraulic guide rolls 

2" x 2" x 1/4" Buffalo #1/2" HBR bending rolls, 5 HP, 18" min dia., excellent condition 

3" x 3" x 3/8" Akyapak #APK-81, angle & pipe roll,3 roll driven,hyd motor+planetary gearbox & gears 
3" x 3" x 3/8" Buffalo #1VBR, angle bending roll 

3-1/2" x 3-1/2" x 3/8" Roundo #R-4, hydraulic angle roll,3 roll drive,pendant ctri,10 HP,1998 

4.5" x 4.5" x 1/2" Roundo #R-5, angle bending roll,horizontal/vertical design,23 FPM,#29191 

6" x 6" x 1/2" Haeusler, hydraulic vertical with tooling, serial 41583 

6" x 6" x 1" Roundo #R-7-S, hyd angle bending roll,3-rolls,vari-roll speeds,lateral angle guide ... 
6" x 6" x 1" Roundo #R7S, hyd angle roll,3-rolls,lateral angle guide rolls, V/S,1974 

Buffalo #1, Angle Bending Roll, 10 HP 

Comac #305, angle bending rolls, serial #3051146, 2011 

Imcar ZCPHV-50, angle roll, #16709 

Tauring ZNEOTOY, manual 3-ring roll,grooves & knurled,2" roll dia.,bench mount,1998 


4-ROLL PLATE BENDING MACHINES - (73 listings on our website!) 

4' x 3/8" Bertsch #4R37-04, 4-roll hyd bending roll,7"top & side roll dia.,CNC ctrl,2006,#29258 

6' x 1" Davi #MCB-2029/RM34, 4-roll with side supports, 13.5" top/bottom roll dia.,#14932J 

8'4" x 5/16" JMT #HRB-4 2508, һуа 4-roll,8.27"top/7.48" bottom/7.09" side rolls,hyd drop end,S44762 
10' x 5/16" Akyapak #AHS-30/06, 4-roll plate rolling machine, new 

120" x 9/16" Heller MG SEH 430/14, 4-roll hyd plate bending roll, 37.5" work ht, 1997 

10' x 3/4" Sahinler Z4R-HSS-30-360, 13-1/4"pinch rolls, 10-1/4" side rolls, demo 

10' x 1" Bertsch #100-10, 4-roll design, 1"x 10'x 25.5"min dia,17"top roll,0-14 FPM,'00 

10' x 1.62" Davi #MCB3045, 4-roll, 18"top roll, overhead support, CNC, 2006, #32873 

10' x 1-5/8" Davi #MCB-30, 4-roll,18.2"top roll dia,16.6"bottom roll dia,low hrs,2021 

10' x 1-5/8" Davi #MCB-I30, 4-roll hydraulic plate bending roll,Davi CNC ctrl,2021,#32858 

10' x 1.73" Durma #HRB-4-3040, 4-Roll Plate Roll,NC Ctrl,hyd drop end,2011 

10' х 2.55" MG #M3065l, 4-roll CNC plate bending roll,75 HP,hyd system for opening & ejecting,2017 
12' x 1" Imcar #4RH-30/7, 4-roll plate roll,18.1" central roll dia.,16.1"lateral roll dia.,30 ... 

16' x 3/8" Roccia #HR4W5010, 4-Roll CNC Plate Roller, Overhead & Side Supports, 2013 

307" x 1/4" SBFM FCC #4R-SBS-7508, hydraulic 3-rollers plate bending machine 

Synergy £AH4-8/08, hyd 4-roll plate bending roll, 2021 


16 GENERAL EQUIPMENT 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


CO 303-651-6545 
CA 714-441-1992 
MN 612-325-7060 
CO 303-651-6545 
CA 714-612-1480 


3" Pines #2, pipe bender, Control System, 


DEALER 
Automatics & Machy 
ACT Machinery 
Strand Indust Machy 
Automatics & Machy 
TNT Industrial 


Hydraulic mandrel extractor, auto ... 


OH 419-269-2000 
NJ 732-566-1211 
OH 419-872-2364 
OH 800-622-4463 
OH 419-866-6894 
CA 626-444-0311 
ІА 712-737-8700 
ON 905-669-7507 
MI 616-868-1111 
OH 216-433-7171 
CA 213-627-2847 
OH 216-433-7171 
OH 216-433-7171 
MI 616-868-1111 
OH 216-433-7171 
OH 216-433-7171 
OH 216-433-7171 
OH 216-433-7171 
OH 216-433-7171 
MI 616-868-1111 
MI 616-868-1111 
IL — 847-918-9797 
IL — 847-580-6800 
IL — 312-226-4150 


CA 213-627-2847 


Mfr: Pines 
Model:2 
Seller: AM Industrial 


Brook Park, OH 


Tel: | 216-433-7171 
SR ID: 372818 
Price: Call for Price 


DEALER 

Yoder Brothers 
Mullin Machinery 
Universal Tube 
Yoder Machinery 

D & D Industries 
Sterling Machy Exc 
Greenway & Assoc. 
Trader Machinery 
Vander Ziel Machy 
AM Industrial 
Century Machinery 
AM Industrial 

AM Industrial 
Vander Ziel Machy 
AM Industrial 

AM Industrial 

AM Industrial 

AM Industrial 

AM Industrial 
Vander Ziel Machy 
Vander Ziel Machy 
Victory Machinery 
Blumberg Machinery 
Mchy Marketing Intl 


DEALER 


Century Machinery 


SRID 
428638 
471270 
431382 
417585 
460965 


SRID 
429614 
467411 
338435 
476880 
469625 
448332 
467429 
446768 
435000 
429383 
675821 
429381 
429382 
473564 
429379 
429377 
429376 
429373 
429372 
473561 
473562 
440133 
456483 
463672 


SR ID 
083348 


4" x 4" x 1/2" Akyapak hyd bending angle roll 


built for Roundo 
DEC 


m 


FL 386-304-3720 
CA 510-887-7500 
FL 386-304-3720 
NY 631-467-9400 
OH 800-622-4463 
IL — 847-640-8600 
MN 612-759-4866 
MO 847-894-3434 
IL — 816-330-2138 
TX 216-478-6657 
CA 714-253-4707 
MI 616-868-1111 
MN 952-933-6755 


IL — 847-640-8600 
MI 616-868-1111 
IL — 847-427-3333 
MN 800-770-5638 
FL 800-638-8888 
ON 905-803-9999 
IN — 574-295-6161 
NY 631-249-5566 
CT 860-623-5700 
NY 631-249-5566 
FL 813-444-4555 
IL — 847-537-7700 
MI 616-868-1111 
IL — 816-330-2138 
PA 814-836-4692 
IA 712-737-8700 


Mfr: Akyapak 
Model: 


Seller: Equilibrium Machy 


Waukesha, WI 
Tel: 414-534-7512 
SR ID: 420350 
Price: Call for Price 


DEALER 

Sierra Victor 

Sierra Eguipment 
Sierra Victor 
Federal Equip Div. 
Yoder Machinery 
Kempler Industries 
Plant Machy & Equip 
Gerrard Machinery 
Revelation Machy 
HGR Indust Surplus 
JPS International 
Vander Ziel Machy 
Naab Sales Corp 


DEALER 

Kempler Industries 
Vander Ziel Machy 
Perfection Machy 
SOMINN Machy Sales 
Generation Machine 
Westway Machinery 
Yeoman Machinery 
Prestige Equipment 
Kaste Industrial 
Prestige Equipment 
Southern Fab Machy 
CNC Exchange 
Vander Ziel Machy 
Revelation Machy 
Erie Machine Tool 
Greenway & Assoc. 


SRID 
470194 
272713 
470195 
450707 
476936 
443422 
467875 
460797 
477143 
477331 
477117 
468364 
470853 


SR ID 
475655 
434989 
469731 
429604 
421455 
467169 
272549 
448951 
439434 
446702 
448321 
468924 
434991 
477151 
447827 
421344 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


5' x 1/4" Durma #MRB-S1506, 
hydraulic,3-roll,6"roll diameter,powered roll ... 


Rolls, Plate Bending, 
Initial and Double 


Mfr: Durma 


Pinch Type 7 | ' чи Model:MRB-S1506 


Seller: Turner Industries 
Grand Rapids, MI 
Search Initial Pinch on SurplusRecord.com to Tel: 616-949-5910 


i Gs R ID: 406364 
view all 251 listings. Fs ied eu ne Price 


December 2023 


12' x 3/8" Webb #9L-1212, 12"roll dia air drop 
end,power rear/bottom roll ... 


Mfr: Webb 
Model:9L-1212 


Seller: Kempler Industries 
IL 


Tel: 847-242-8982 
SR ID: 386927 
Price: Call for Price 


INITIAL AND DOUBLE PINCH PLATE BENDING ROLLS - (251 /istings on our website!) 
3' x 22 ga. Pexto #381-D, manual plate roll bending machine 

A.B. Goteneds #RC-2, Plate Bending Roller, 3mm x 50", S/N 2985L 

4' x 13 ga. Baileigh Industrial #PR413 HR, plate roll, 2 HP, wire grooves in rolls, 2008 

4' x 8 ga. Webb #504, plate bending rolls,3 roll drive, manual rear roll adjustment 

4.4' Elka, 52"rolls, 5"pass through, 1.5 HP, 575 VAC, 3 phase, 1.8 amps 

5' x 10 ga. New Dimension #P5-125, pwr pinch plate rolls,5" roll dia.,3 roll design,1989 

5' x 1/4" Durma #MRB-S1506, plate roll,DRO for roll positions,5.9"top roll dia,2011 

5' x 5/16" Hendley & Whitmore £4D, initial pinch plate roll, angle attachment 

6' x .157" Hoston #W11F-4X2000, hydraulic, serial #150510, new 

6' x 14" DiAcro Kaufman #C72122, quick roll cylinder & tube roller, 12.5" x 60" roll dia., 12 FPM ... 
6.5' x 1/4" JMT #MRB-S2006, motorized initial pinch plate roll, 3-roll, 6.69" roll dia., 2017 

6.66' x 1/4" Atlantic #MDPP-250-6, 3-Roll Double Initial Pinch Plate Bending Roll 

8' x 1/4" Wysong #F-96, initial pinch roll, 8"roll, air drop 

8' x 1/2" David Brown Industries, 2 Roll Plate Roll, 5 HP, 1082/2973 RPM, 1950 


YEOMAN 


MACHINERY CORPORATION 


Voice: 574.295.6161 
Text: 574.536.3400 E-mail: yeomanmachinery gmail.com 


10' x 1/4" Montgomery #12025-H, hydraulic,9" roll dia.,power roll adjust with digital ... 

10' x 9/32" Heller #3050x4/6, hyd plate bending roll,3 rolls,9.06"top/8.27" bottom roll 

10' x 1/2" Bertsch Rolls, S/N M-10922, 2008 

10' x 1/2" Webb #9L-1210, plate bending rolls,3 roll drive,power roll adjustment,#77156 

10' x 5/8" Akyapak #AHSY-330-3100, 4-roll double pinch hydraulic plate bending roll,2008 

10' x 1" Roundo #PS-360, hydraulic plate bending roll, 1990 

10' x 2.75" Sertom #ЕМОЗ1-60, 3-roll variable Axis,25.5"top roll, Siemens PLC ctrl,overhead ... 
12' x 16 ga. J M Montgomery #14416H, 6"roll dia., 7.5 HP, #13624 

12' x 1/2" Bertsch #50-12, hyd plate roll, power driven upper & lower roll,front & rear tilt, 1993 
12' x 19/32" Bertsch #11, initial type plate bending roll,15"dia top & bottom,air drop end 

12' x 1-3/4" Bertsch #24, plate roll 

24' x 1/4" Roundo #PS310-S24, plate roll,14.5"top/12.25" bottom rolls,20 HP,hyd drop end,1979 
JMT #MRBS, plate roller, 6.69" rolls dia,5hp,6'7" bending lgth,ctrl unit,cone bending,'06 

Roper Whitney Pexto #393D Roller 

Plate Bending Roll, (3) 98" rollers 


PYRAMID PLATE ROLL MACHINES - (7 7 listings on our website!) 

16 ga x 34" Roper-Whitney PEXTO. (3) 3" x 36" plain slip. Rod grooved ends. 3/4hp. 220v. 26 rpm. 1010... 
1/4" x 4' Barnes, plate bending roll,pyramid roll confirguation,manual drop end 

1/4" x 24' Roundo #PS310-S, 3-roll plate bender, hydraulic drop end, 1979 

1.18" x 40' Graebener, 3 roll bender type GDR w/post pending press,24"-62"size,2005 

1.5" x 12' Sertom #E79-3548, 3-roll plate roll, side supports, 2009 


Blast Cleaning & Shot Peening Equipment 


BOOTH AND CABINET BLAST CLEANING AND SHOT PEENING - (92 listings on our website!) 
Central Pneumatic #42202, Bench Top Blast Cabinet,18" x 26" cabinet, 1/4 in. NPT air inlet 
24" x 24" x 18" Paul & Griffin #E2, sand blasting cabinet, gloves, gun, worklight 

24" x 24" Viking #RT-2020, pass-thru blast finishing sys,60'entry & exit conveyors,2016 
28" x 62" x 76" Clemco #Pulsar-lll, industrial sand blast suction cabinet, 2005 

30" x 30" x 12" Empire ZCDC-HV-S/O-188142, sand blast cabinet, 2016 

31" x 40" Akyapak #PER8X10R, shot blasting machine,20-80 IPM,#16553 

36" x 24" Cabinet Sandblaster, foot pedal, dust collector 

36" x 36" x 36" ABS Products #3636, booth blast cleaner, dust collector 

36" x 42" x 48" Empire Pro-Finish #ProFormer-3642, 42 cu.ft., all-in-one, Suction type 

37" x 38" Clemco Silverado #SCN4050, blast cleaning cabinet,2 HP,2 gloves,#76923 


-BL 
B ition! 


1013 COMMERCE DRIVE, GRAFTON, OH 44044 


40" x 40" x 31" Trinco #Split-Level, free-standing sandblasting cabinet 

48" x 40" x 48" Econoline #48x48CB, blast cabinet, 2022 

48" x 61" x 32" P & G #Pram31, blast system,10"x21" viewing window,dust collector 

53" x 70" BlastMech #SH-53-70-B, shot blast machine,Omron color HMI touch screen,new 

7' x 10' x 8' Clemco, blast room, includes dust collector & reclaim system 

8' x 20' x 8' Clemco #Zero, pneumatic full floor recovery blast room with dust collector 

102" x 236" Wheelabrator #RB2600, 102" x 236"plates,(6) 25 HP wheel heads,vert/horiz roller ... 
10' x 14' x 10' Clemco #Zero, pneumatic recovery style blast room with dust collector,1999 

15' x 29' x 15' Breco #AGSM-24, blast room,includes dust collector,reclaim system,2006 

19' x 60' x 15' Breco, fully dismantles blast room,complete w/roll up doors on both ends,2008 


GENERAL EQUIPMENT 


IL 
Plate Rolls in Sto 


1/4’ x 20 Roundo - New 1985 - 1/4” x 48” Wysong "True Circle" 
CALL US FOR AN UPDATED STOCK LIST 


Stocking Dealers in Metal Fabrication & Machine Tools Since 1980 


GA 770-621-0495 
OH 216-478-6657 
IA 712-737-8700 
OH 800-622-4463 
ON 416-366-2326 
PA 717-846-2600 
FL 813-444-4555 
OH 216-761-7011 
MN 612-759-4866 
IN — 574-295-6161 
CO 303-651-6545 
WI 414-534-7512 
PA 717-625-0302 
816-330-2138 


MI 616-949-5910 
GA 770-621-0495 
OH 216-478-6657 
OH 800-622-4463 
NY 631-467-9400 
IL — 847-803-8700 
NY 631-249-5566 
MI 616-868-1111 
PA 717-846-2600 
OH 513-771-1952 
OH 216-961-0444 
MN 952-933-6755 
UT 385-271-6718 
CT 860-964-6549 
WI 216-478-6657 


IL — 815-874-4771 
ІА 515-999-2999 
MN 763-710-5160 
TX 281-850-3903 
WI 414-486-9700 


CA 888-589-6721 
CA 626-444-0311 
IL — 847-803-8700 
CT 860-484-4449 
CT 860-484-4449 
MI 616-868-1111 
IL — 312-226-4150 
ІА — 515-249-8428 
IL — 847-276-2761 
OH 800-622-4463 


KY 502-219-7311 
CO 303-651-6545 
PA 717-846-2600 
ON 519-729-2648 
PA 412-720-2070 
PA 412-720-2070 
NY 631-249-5566 
PA 412-720-2070 
PA 412-720-2070 
PA 412-720-2070 


DEALER 
Equipment Hub 

HGR Indust Surplus 
Greenway & Assoc. 
Yoder Machinery 
Platinum Asset 
Hildebrand Machy 
Southern Fab Machy 
McKean Machy Sales 
Plant Machy & Equip 
Yeoman Machinery 
Automatics & Machy 
Equilibrium Machy 
Weaver Metalworking 
Revelation Machy 


ck & In Plant 


SRID 
481289 
478850 
455479 
476953 
446285 
448337 
467146 
456141 
280993 
455451 
455463 
446590 
448522 
474541 


MDNA * AMEA 


Turner Industries 
Equipment Hub 
HGR Indust Surplus 
Yoder Machinery 
Federal Equip Div. 
Johnston Machinery 
Prestige Equipment 
Vander Ziel Machy 
Hildebrand Machy 
Mohawk Machinery 
Northern Machine 
Naab Sales Corp 
Bud's Machine Tools 
CNC Parts 

HGR Indust Surplus 


DEALER 
WINN-DIXI Machine 
N S Machine Corp. 
Source Machy Sales 
PIW Machinery Inc 
Machine Tool Tech 


DEALER 

Wheeler Machinery 
Sterling Machy Exc 
Johnston Machinery 
Global Machine 
Global Machine 
Vander Ziel Machy 
Mchy Marketing Intl 
Forge Manufacturing 
Liberty Machinery 
Yoder Machinery 


Machinery Central 
Automatics & Machy 
Hildebrand Machy 
Metalpress 

Shot Blasting Equip 
Shot Blasting Equip 
Prestige Equipment 
Shot Blasting Equip 
Shot Blasting Equip 
Shot Blasting Equip 


463550 
459373 
478859 
469047 
450705 
437775 
464979 
457732 
377525 
362128 
246328 
464379 
458154 
441471 
478851 


SRID 
417651 
392772 
463554 
237954 
123013 


SRID 
459913 
473306 
394710 
474592 
474591 
414093 
472015 
467208 
431386 
433900 


SHOT BLAST AND SHOT PEENING EQUIPMENT 
GOFF 


IN-STOCK INVENTORY 
TUMBLE-BLAST ° TABLE-BLAST ° SPINNER-HANGER 


WARRANTY REBUILDS * ON-SITE REPAIR * FAST DELIVERY 
Tel: 440-353-0001 * Fax: 440-353-0111 * www.blastabrade.com 


460766 
400019 
402704 
479972 
466800 
479960 
455904 
479962 
466804 
479961 
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December 2023 SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


BOOTH AND CABINET BLAST CLEANING AND SHOT PEENING - (92 listings on our website!) DEALER SR ID 
30'4" x 120'4" x 24'5" Col-Met, completely dismantles & ready to ship blast room,w/dust ... PA 412-720-2070 Shot Blasting Equip 479963 
Blast-it-all #LBT-3, Little Blaster suction cabinet tumble blaster w/300 cfm reclaim & dust bag TX 281-987-0700 Arrow Industrial 426185 
Metal Improvement #613, grit blast system, dust collector, reclaim, cyclone, sifter OH 419-243-2277 Bass Machinery LLC 333653 
P & G #PRAM-11, media blast & recovery system, serial #509, #16739 MI 616-868-1111 Vander Ziel Machy 446099 
Vapor Blast #DFH3030, portable blast cleaning, cabinet, dust collector, gloves, gun CA 626-444-0311 Sterling Machy Exc 459135 
i Automatic Y-Track spinner hanger shot blast BCP #A4-9479, spinner hanger,(2) 30 HP 
Conveyor Continuous, Р system with dust collector & duct work wheels,w/dust collector,refurbished,1999 
Spinner Hanger, Blast Clean (| | = Mfr: Custom Mfr: Bep 
i + e Model: + Model:A4-9479 
and Shot Peening K " : Seller: Unified Tech ] | Seller: Shot Blasting Equip 
; OH New Kensington, PA 
Search Conveyor Blast on SurplusRecord.com Tel: 440-897-5226 Tel: 412-720-2070 
i Let) SR ID: 917502 5 SR ID: 365191 
to view all 60 listings. Price: Call for Price Sei Price: Call for Price 
CONVEYOR CONTINUOUS / SPINNER HANGER, BLAST CLEANING AND SHOT PEENING - (60 listings on our website!) DEALER SR ID 
BCP £A4-6550, 46" x32" work opening,(4) 25 HP wheels, cartridge style dust collector,1995 PA 412-720-2070 Shot Blasting Equip 364927 
BCP / Wheelabrator, twin AirForce1 blow-off systems,(4) 40 HP wheels,10'plate,dust collector PA 412-720-2070 Shot Blasting Equip 479964 
Cardinal #2460, spinner hanger, (2) 7.5 HP direct drive blast wheels, new IN 317-647-2008 Cardinal Parts 029558 
DE, Wye type spinner ahngerf blast cleaning machine,48" x66" opening,(2) 10 HP wheels OH 440-498-8484 FL Sales Inc 441069 
Dura-Blast Multi-Rebar Pass Through,1 or 2 wheel,2 or 4 bar,great starter pkg,new,not in stock OK 918-409-3319 Plan B Services 001143 
Gibson #4884, 48" x 72"work opening, (4) 10 HP wheels, very low hours PA 412-720-2070 Shot Blasting Equip 365190 
Gibson #MM12, 12"x12"heavy duty mesh belt machine,(4) 5 HP blast wheels,2013 PA 412-720-2070 Shot Blasting Equip 365144 
Goff #1224, Spinner Hanger, late model OH 440-353-0001 Blast-Abrade Inc 029549 
Goff #1224, Spinner Hanger Blast Machine, 2-blast chambers, 1994 IL 847-673-0556 Adams Machinery Co 431052 
Goff #1244, Spinner Hanger, late model OH 440-353-0001 Blast-Abrade Inc 029550 
Goff #1244, spinner hanger machines,2 wheels,5 HP per wheel,dust collector (3) PA 412-720-2070 Shot Blasting Equip 443446 
Goff #1244, spinner hanger,dual chamber machine w/(2) 5 HP direct drive blast wheels,1994 PA 412-720-2070 Shot Blasting Equip 446092 
Goff #2024, Spinner Hanger, late model OH 440-353-0001 Blast-Abrade Inc 029551 
Goff #2460, Spinner Hanger, late model OH 440-353-0001 Blast-Abrade Inc 029552 
Goff #2460-S, spinner hanger TX 281-987-0700 Arrow Industrial 447025 
Goff #3060, Spinner Hanger OH 440-353-0001 Blast-Abrade Inc 029553 
Goff #3648, (2) 7.5 HP wheels, 36" x 48", very good condition, 2000 PA 412-720-2070 Shot Blasting Equip 256671 
Goff #4824-SP, spinner hanger, not running MN 763-267-9101 Engineered 474550 
Goff £4884, Spinner Hanger w/ (4) 25 HP Blast Wheels OH 440-353-0001 Blast-Abrade Inc 389759 
Goff #6060, spinner-hanger, two 15 HP blast wheels, late model, low hours OH 440-353-0001 Blast-Abrade Inc 133319 
Goff #SB-5, 12" W x 6" H structural roll conveyor, 5 blast wheels, blow off, low hrs OH 440-353-0001 Blast-Abrade Inc 133321 
Goff #SB425, steel beam machine,(4) 25 HP driect drive canted blast wheels,24"W x 42"H opening PA 412-720-2070 Shot Blasting Equip 446089 
Goff #SR-25, skew roll,sgl 25HP blast whl,dust collector,will be refurbished,customized OK 918-409-3319 Plan B Services 037963 
LS #STRB48120, monorail machine,48"W x 120" T work opening,(8) 25 HP wheels,2008 PA 412-720-2070 Shot Blasting Equip 365189 


EQUIPMENT * PARTS ° SERVICE 
zeit, 317-647-2008 


CARDINAL PARTS & EQUIPMENT IS THE PREFFERED SUPPLIER OF NEW & USED SHOT BLAST EQUIPMENT 


CALL TODAY FOR A FREE QUOTE! 


317-647-2008 ° WWW.CARDINALPE.COM ° INFO@CARDINALPE.COM 


Pangborn #ES1885, (4) 25 HP wheels, 18" x 21", dust collector, fair condition, 2001 PA 412-720-2070 Shot Blasting Equip 256700 
Pangborn #ES1885, small structural roll conveyor,4 wheels,25 HP per wheel,2002 PA 412-720-2070 Shot Blasting Equip 364925 
Pangborn, 8 wheel monorail, 8' x 4'opening WI 262-354-4394 BB Blast Equipment 968979 
Pangborn, structural blaster, 2' x 2', 4-wheels WI 262-354-4394 BB Blast Equipment 976002 
Viking #SH2560, 3 chamber spinner hanger,(2) 15 HP direct drive blast wheels,25"x60"opening PA 412-720-2070 Shot Blasting Equip 455388 
Wheelabrator #СМВ-80, 50 HP, rotary drum shot blast, skip loader OH 419-866-6894 D & D Industries 385283 
Wheelabrator #HB12/16SL, Y-track spinner hanger system,(2) 10 HP direct drive blast wheels,2008 PA 412-720-2070 Shot Blasting Equip 457855 
Wheelabrator Skew Roll, dual line,4-blast wheel,full machine w/dust collector,great shape OK 918-409-3319 Plan B Services 409775 
Wheelabrator #WS-4/210, 5'5" x 3'5"work opening,4 hooks,spinner hook,gear motor,rotary conveyor ON 519-729-2648 Metalpress 479900 
Wheelabrator #WS-4/210, very high speed production style spinner hanger system,(2) 10 HP direct drive ... PA 412-720-2070 Shot Blasting Equip 479965 


18 GENERAL EQUIPMENT 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


CONVEYOR CONTINUOUS / SPINNER HANGER, BLAST CLEANING AND SHOT PEENING - (60 listings on our website!) 

Wheelabrator monorail conveyor blast unit, AW x 6'H part opening,8 wheels,outstanding IN — 574-266-4434 
Wheelabrator, monorail blast machine,12 wheel,8" x 5'opening,blow off room IN 574-266-4434 
Wheelabrator, 4-wheel roll conveyor machine,25 HP direct drive,38" x42" work open,rebuilt PA 412-720-2070 
Wheelabrator, 2 wheel spinner hanger, 5 HP per wheel, 29"dia. x 48"high, 2003 PA 412-720-2070 
Bronco, roll conveyor,48"W x 72"H opening,(8) 20 HP direct drive canted blast wheels,1994 PA 412-720-2070 


24" Cardinal Table Blast, 5 HP Direct Drive Blast 
Wheel, New 


Table Blast Cleaning 
and Shot Peening 


Mfr: 

Model: 

Seller: Cardinal Parts 
Sheridan, IN 

Tel: 317-647-2008 

SR ID: 079763 

Price: Call for Price 


Cardinal 


Search Table Blast Cleaning and Shot Peening 
on SurplusRecord.com to view all 36 listings. 


December 2023 


DEALER 
KoteQuip LLC 
KoteQuip LLC 

Shot Blasting Equip 
Shot Blasting Equip 
Shot Blasting Equip 


48" Goff table blast, late model 


Mfr: 

Model: 

Seller: Blast-Abrade Inc 
Elyria, OH 

Tel: 440-353-0001 

SR ID: 758848 

Price: Call for Price 


Goff 


SRID 
171179 
265637 
424483 
430859 
446090 


TABLE BLAST CLEANING AND SHOT PEENING - (36 /istings on our website!) 


24" Cardinal #24, 1 wheel, 5 HP, 1"high x 24" diameter, dust collector, 2020 PA 412-720-2070 
36" Goff 36" TB with dust collector, 7.5 HP blast wheel down blast, rebuilt TX 281-987-0700 
36" Goff table blast, late model OH 440-353-0001 
36" Wheelabrator #2A Multi table, 36"satellite tables WI 262-354-4394 
48" Dura-Blast abrasive wheel table blast, Modern electric & safeties, new OK 918-409-3319 

48" Pangborn #ALK-2, table blast, 15 HP Rotoblast wheel assemblu SA 219-588-5656 

48" Pangborn #4LK-2, fixed table type,includes integral dust collector,recently refurbished 412-720-2070 


CARDINAL 


www.cardinalpe.com 
Please Contact us at 317-647-2008 
Email: info@cardinalpe.com 

900 S. Hamilton Street * Sheridan, IN 46069 


48" Pangborn, table blaster, double door WI 262-354-4394 
60" Cardinal, 60 Blast Table, new IN 317-647-2008 
60" Goff table blast, late model OH 440-353-0001 
72" Cardinal, 72 Blast Table, new IN 317-647-2008 
72" Disa Goff #72-5-22, rotary blast machine,5 abrasive resistant tables,AB PLC,2006 PA 717-846-2600 
72" Wheelabrator #72" swing table, 20 HP belt driven blast wheel,all plate lined cabinets (2) PA 412-720-2070 
96" BCP, swing table rebuilt by Blast Cleaning Technologies,(2) 40 HP BCT direct drive blast wheels PA 412-720-2070 


12 cu.ft. Cardinal 1200 Tumble Blast, 20 HP 
Direct Drive Blast Wheel, New 


Tumble Blast Cleaning 
and Shot Peening 


Mfr: 

Model: 

Seller: Blast-Abrade Inc 
Elyria, OH 

Tel: 440-353-0001 

SR ID: 797489 

Price: Call for Price 


Goff 


Search Tumble Blast on SurplusRecord.com to 
view all 74 listings. 


TUMBLE BLAST CLEANING AND SHOT PEENING - (74 listings on our website!) 


2 cu.ft. Cardinal 200 Tumble Blast, 5 HP Direct Drive Blast Wheel, New IN 317-647-2008 
3 cu.ft. Goff #3BB, rubber belt tumblast with integrated dust collector, 2001 PA 219-588-5656 
3 cu.ft. Goff, tumble barrel blast, late model OH 440-353-0001 
3 cu.ft. Pangborn #3GNR Rotoblast machine, rubber belt, 2001 OH 440-519-1745 
3 cu.ft. Pangborn #3GNR, rubber belt tumblast,15 HP direct drive blast wheel,integral dust collector PA 412-720-2070 
3 cu.ft. Pangborn, tumble blast, late model OH 440-353-0001 
З cu.ft. Plan B Solutions #Dura-blast-3BB-WB, wet type shot blast,3600 RPM,39" work loading ht,31" btwn ... IL 847-427-3333 
3 cu.ft. Viking #300R, rubber belt tumblast,10 HP blast wheel,like new,342 hrs.,2020 PA 412-720-2070 
5 cu.ft. Automatic rubber belt tumble blast system with dust collector OH 440-897-5226 
5 cu.ft. #TD326F, rubber belt tumble blast system, 1 blast wheel,10 HP,dust collector OH 440-897-5226 
6 cu.ft. BlastMech £TB-6, tumble blast shot blast machine,w/air pluse type dust collector,demo,new ON 519-729-2648 
6 cu.ft. Goff, tumble barrel blast, late model OH 440-353-0001 
6 cu.ft. Jet Wheelblast #MT-6 Multitumbler (7) OH 440-519-1745 


6 cu.ft. Jet Wheel ZMT-6B, BCT 15 HP direct drive E-wheel,like new Magnevalve,2000 


412-720-2070 
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dGOFF 
1.5 Cubic ft. 
Barrel Blast 


* Barrel / Table-Blast 
* Spinner-Hanger 
* Continuous Thru-Feed 
OH 440-498-8484 


OH 440-897-5226 
PA 412-720-2070 


7 cu.ft. DeLong, #7-Super, rubber belt tumblast machine,20 HP direct drive shot wheel,2012 
10 cu.ft. #TD3210, rubber belt tumble blast system, 1 blast wheel,15 HP,VFD speed ctrl 
14 cu.ft. Wheelabrator #14-Super-ll, 40 HP EZFIT direct drive blast wheel,1978 


GENERAL EQUIPMENT 


SHOT BLASTING EQUIPMENT 


Preferred Supplier in the U.S. and Abroad 
New and Used Equipment 


Refurbished Machines ° Replacement Parts 
Table Blast ° Tumble Blast ° Spinner Hangers ° Air Blast e Abrasives 


DEALER 

Shot Blasting Equip 
Arrow Industrial 
Blast-Abrade Inc 
BB Blast Equipment 
Plan B Services 
HTS Inc. 

Shot Blasting Equip 


BB Blast Equipment 
Cardinal Parts 
Blast-Abrade Inc 
Cardinal Parts 
Hildebrand Machy 
Shot Blasting Equip 
Shot Blasting Equip 


Mfr: 

Model: 

Seller: Cardinal Parts 
Sheridan, IN 

Tel: 317-647-2008 

SR ID: 079765 

Price: Call for Price 


Cardinal 


DEALER 
Cardinal Parts 
HTS Inc. 
Blast-Abrade Inc 
World Equip & Mach 
Shot Blasting Equip 
Blast-Abrade Inc 
Perfection Machy 
Shot Blasting Equip 
Unified Tech 

Unified Tech 
Metalpress 
Blast-Abrade Inc 
World Equip & Mach 
Shot Blasting Equip 


FL Sales Inc 
Unified Tech 
Shot Blasting Equip 


SRID 
460920 
300560 
821433 
968893 
001142 
447826 
466806 


976001 
162442 
758849 
162443 
288189 
479966 
446093 


SRID 
079764 
454590 
809345 
393522 
479967 
859807 
469738 
457858 
917501 
445875 
479973 
758850 
242491 
457859 


ОЕМ REBUILDER LocATED In Оніо 


463525 
445877 
457856 


19 


December 2023 SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


TUMBLE BLAST CLEANING AND SHOT PEENING - (74 listings on our website!) DEALER SR ID 
22 cu.ft. Wheelabrator #Super-ll, tumblast cleaning machine,50 HP BCT direct drive wheel,rebuilt 2020 OH 440-498-8484 FL Sales Inc 463527 
Clemco, blast cleaning machine, #76240 OH 800-622-4463 Yoder Machinery 455135 
Сон. 3 cube barrel blast machine, rebuilt TX 281-987-0700 Arrow Industrial 300559 
Goff, pivot loaders, late model OH 440-353-0001 Blast-Abrade Inc 788804 
Mr. Deburr #600, Abrasive Tumbler, 208/230 V., 3 HP, 1740 RPM OH 419-536-4445 G-2000 Inc 458614 
Pangborn, 8'wide roll conveyor, (4) 30 HP wheels WI 262-354-4394 BB Blast Equipment 029157 
Shot Blast Parts & Supplies. We Stock Parts & Abrasives for All Manufacturers. WI 262-544-4211 Industrial Assoc. 774740 


Blowers and Fans 


12 Aerzen #GM35S, 50 НР Blower Package with 1800 scfm @ 15 psi, Tuthill #PD, positive 
Blowers, Rotary- des sound enclosure displacement blower, bare blower 
+ Mk Mfr: Aerzen Mfr: Tuthill 
Positive Model:GM-35S d Model:PD 
Seller: Bayliss Machine Mo Seller: Lone Star Blower 
== a AL | Houston, TX 
Search Rotary Positive Blowers on * Tel: 205-323-6121 Tel: 346-237-4329 
i йен SR ID: 413199 SR ID: 289720 

SurplusRecord.com to view all 161 listings. Price: Call for Price "= Price: Call for Price 
ROTARY-POSITIVE BLOWERS - (161 listings on our website) DEALER SR ID 
1074 cfm @ 15 psi, Roots #412RAM-J, vacuum down to 16" mercury CA 800-955-6188 American Compressor 673823 
1200 cfm, 17 psi, Tuthill #5511-81L3WB7193, lobe compressor, 3600 RPM CO 719-754-1981 Power Zone Equip 413552 
1756 cfm @ 12 psig, Duroflow #7023, Gardner-Denver blower/vacuum,1750 RPM,150 HP OH 419-865-4001 Doug Beat Co The 811372 
2280 cfm, 12 psi, Aerzen #D75L Delta Hybrid 175 HP rotary lobe positive displacement air compressor ... GA 770-621-0495 Equipment Hub 398139 
6000 cfm, Roots #1030RAS-JV, w/200 HP TEFC motor TX 888-858-3647 Relevant Solutions 972394 
7000 cfm, Aerovent #1510, type TBA-P7, 75 HP, 3500 RPM, 52", unused CA 510-887-7500 Sierra Equipment 030772 
53000 cfm, Twin City Fan & Blower / tag #1314-511-004, 1997q WI 920-361-5208 AIS, LLC 391878 
Aerzen #GM35S, positive displacement blower, 2013 AL 205-323-6121 Bayliss Machine 417404 
Cat Eclipse #AH600, air heat burner w/packaged blower,7.5 million BTU's, 4109263 WI 920-361-5208 AIS, LLC 366218 
Eclipse Ratiomatic #200RM burner w/packaged blower, Version 3 WI 920-361-5208 AIS, LLC 367005 
Eclipse RatioMatic #200RMS burner w/packaged blower, 2,000,000 BTU' s WI 920-361-5208 AIS, LLC 367006 
Eclipse RatioMatic #300RMS burner w/packaged blower, 3,000,000 BTU' s WI 920-361-5208 AIS, LLC 367007 
77" Paddle wheel fan, material handling blower WA 360-864-2800 Machinery Scene 470800 
TURBO-CENTRIFUGAL BLOWERS - (195 listings on our website!) DEALER SR ID 
440 cfm @ 2.5 S.P., Hartzel #S41P0-182FA100FGFEL3, fiberglass backward curved centrifugal fan,1944 ... WI 920-361-5208 AIS, LLC 367189 
3000 Scfm, Hoffman #75016, 6.3 psia, 480 V.,150 HP Marathon motor TX 888-858-3647 Relevant Solutions 063879 
4000 scfm @ 8 psi, Lamson Gardner Denver £1250, centrifugal blower, 1-8 stage TX 346-237-4329 Lone Star Blower 296655 
5000 scfm @ 9 psi, Lamson Gardner Denver #1260, centrifugal blower, 1-8 stage TX 346-237-4329 Lone Star Blower 296656 
6000 scfm @ 12 psi, Hoffman Gardner Denver #751, centrifugal blower, 1-7 stage TX 346-237-4329 Lone Star Blower 296638 
6000 scfm @ 12 psi, Hoffman Gardner Denver #752, centrifugal blower, 1-11 stage TX 346-237-4329 Lone Star Blower 296639 


WE BUY HOFFMAN, LAMSON, GENTAG 


CD = 

— Centrifugal Blowers & Compressors 
www.RentalAir.com 
Emergency Telephone Number: 713-594-6342 ° info@rentalair.com BUY ° SELL ° RENT 


8000 cfm, Hoffman #38604, 4.5 psi, 200 HP, 3500 RPM TX 888-858-3647 Relevant Solutions 063877 
9000 scfm @ 15 psi, Hoffman Gardner Denver #761, centrifugal blower, 1-7 stage TX 346-237-4329 Lone Star Blower 296640 
9000 scfm @ 15 psi, Hoffman Gardner Denver #771, centrifugal blower, 1-7 stage TX 346-237-4329 Lone Star Blower 296641 
9000 scfm @ 15 psi, Hoffman Gardner Denver #772, centrifugal blower, 1-7 stage TX 346-237-4329 Lone Star Blower 296642 
9000 scfm @ 15 psi, Hoffman Gardner Denver £781, centrifugal blower, 1-6 stage TX 346-237-4329 Lone Star Blower 296643 
11200 cfm @ 2.37 psia, Hoffman #67012, 250 BHP TX 888-858-3647 Relevant Solutions 063878 
12000 cfm @ 8 psi, Lamson Gardner Denver #1600, centrifugal blower, 1-7 stage TX 346-237-4329 Lone Star Blower 296659 
20000 scfm @ 20 psi, Hoffman Gardner Denver £791, centrifugal blower, 1-5 stage TX 346-237-4329 Lone Star Blower 296644 
40700 cfm, Northern Blower #Series-5010, centrifugal fan WI 920-361-5208 AIS, LLC 373798 
Hoffman Gardner Denver £671, centrifugal blower, 1-7 stage TX 346-237-4329 Lone Star Blower 296623 
Hoffman Gardner Denver £691, centrifugal blower, 1-5 stage TX 346-237-4329 Lone Star Blower 296624 
HSI £31, centrifugal blower, 1-11 stage TX 346-237-4329 Lone Star Blower 296664 
Lamson Gardner Denver £1270, centrifugal blower, 1-9 stage aS 346-237-4329 Lone Star Blower 296657 


Lamson #510, centrifugal blower, 1-10 stage 346-237-4329 Lone Star Blower 296647 
— 


REINVENTING EXPECTATIONS Gon Worry: NATIONWIDE RENTALS 


‘Lone Star. 


FOR BLOWERS & COMPRESSORS Mei will help! EMERGENCY (24/7) 


A es NEW & USED s Ai AIR, GAS, PRESSURE, AND VACCUM 


а li COMPLETE PACKAGES / CUSTOM SOLUTIONS 
LONE STAR BUY & SELL > W "w. DROP-IN REPLACEMENTS * REMOTE MONITORING 


Tel: 832-532-3112 SALES * OVERHAULS a RENT-TO-OWN, LEASES 
www.LoneStarTurbo.com PARTS * FIELD SERVICE PLC CONTROLS W/STARTERS 


Boring Mills, CNC 


Boring Mills, 7" Mitsubishi #MAF240/180B, 8" G & L #800RFX, CNC ram/floor type HBM,G&L 


7 d 7.08" dia.spdl,169" Y-Ax,vert hd 800M CNC ctrl,PDB,125 HP,1992 
Horizontal, Floor Type, tvi.,47.24" spdi.tvi,'80 Mfr: Giddings & Lewis 


CNC ¿ =: j Mfr: Mitsubishi - Em Model:800RFX . 
os Model:MAF240/180B E Seller: Ind Machine Tools 
š M 2 ller: Machine Tool Anacortes, WA 
Search CNC Boring Mills on SurplusRecord.com : Seller. Pridley MN ^ SC |. Lom 360-399-7674 
i isti ; Tel: 763-494-9825 - :267086 
to view all 60 listings. = SR ID: 210017 Price: Call for Price 
Price: Call for Price 


20 GENERAL EOUIPMENT 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


CNC HORIZONTAL BORING MILLS - FLOOR ТҮРЕ - (60 listings on our website!) 

5" Union #BFP130, 220"X,119"Y,16.5"Z,35.4" W,86x86" r/tbl,Heidenhain TNC355,1000 RPM 

5.12" Hyundai Wia #KBN135CL, HBM,157.5"X,98.4"Y,78.7"Z,78.7"x70.1",8 tool ATC,2013 

5.1" Toshiba #BP130.R22, HBM, 60 ATC, 160"X,100" Y,60"Z, 2500 RPM, #50, Tosnuc 888, Renishaw probe ... 
5.11" Union #BFP-130-5, Floor Type Horizontal Boring Mill, #50, (27) 4.5 - 900 RPM spindle, 62.9" Y 

5-3/8" Cincinnati Gilbert #HFJ, 360" X,168" Y,47"Z,88" W,r/tbl,Fanuc,reman/warr.'16 

5-3/8" Cincinnati Gilbert #JX, 192"X,96" Y,rebuild/retrofit 1995,Fanuc 16i-M,(4) 3' x 10'floor ... 

5.9" Toshiba #BP-150.R22, CNC HBM floor, 60 АТС, 160"X,100" Y,60"Z, 2500 RPM £50, Tosnuc 999, chip ... 
5.9" Toshiba #BP-150.R22, floor type HBM,Tosnuc 888 CNC ctrl,70.8" x86.6" rotary table,50 HP,#50 ... 

5.9" Union #PC150, Heidenhain iTNC430 control, 150mm spindle, 2000 

6" G & L #70-H60-UF, CNC floor type HBM,traveling column,GE 1050 CNC,#50 tpr,'74 (2) 

6" Giddings & Lewis #FT3500, 171" Х,83"Ү,49"2,3500 RPM,TSC,60 ATC,Fanuc 310i,#32426 

6" G & L #G60FX, 40 ATC,288" X,108" Y, 48" ZG & L 8000B,retrofit'99,#25819 

6" Giddings & Lewis #G60FX, CNC HBM, 308"X,120" Y, G&L 8000B CNC ctrl, 1992 

6.38" Union #PR160, HBM floor type, 393"X,118" Y,39.4"Z, 2007, installation 2009 

7" Ingersoll CNC ram / floor type HBM, w/Siemens 840C CNC control, 1982 

8" G & L #BOORFX, CNC ram/floor type HBM,G&L 8000M CNC control,1992 

Correa #CF40/50, univ bed-type machining center,196" X,60" Y,30 ATC,univ head,Heidenhain 415 CNC,#32745 
Toshiba #BP-150.R22 CNC HBM, 60 ATC, 160" X,100" Y,60"Z, 2500 RPM, £50, Tosnuc 999, Renishaw RMP60 ... 
Wele #HB-650F, 236.22" X,196" Y,Fanuc 18iMB,60 ATC,98" x86" rotary table,linear scales,2010,#32716 


CNC HORIZONTAL BORING MILLS - PLANER TYPE - (7 listings on our website!) 
4.92" Kearns & Richards #125L, planer tye CNC HBM,5-Axis Fanuc 31i-A5,2012,#20069 


i i 3.5" Fermat #WFC-10 CNC, table type 
Boring Mills, HBM,TNC-620 с1'150-50 taper,2012 


Horizontal, Table Туре, < | i = Mir: Fermat 
CNC ` Model:WFC-10 


Seller: T O S America Inc 
i š Milton, ON 

Search CNC Boring Mills on SurplusRecord.com Tel: 216-633-6220 

А SE SR ID: 458913 

to view all 167 listings. Price: Call for Price 

CNC HORIZONTAL BORING MILLS - TABLE TYPE - (767 listings on our website!) 

3.5" Tos Varnsdorf #W-100A, table type HBM,ISO-50 taper,complete overhaul 

3.94" Tos #WH-10, CNC HBM tbl., 47"X,45" Y,38"Z, 2500 RPM, ISO 50, 29.5 HP, Heidenhain TNC 530, 2016 

4" Defum ZDBM-100N, CNC HBM,Fanuc 16M,rotary table,angle plate,72"X,59"Y,19.68"Z,1999 

4" DeVlieg #4H-120, 120" X,72" Y,20"Z,120"x40"tbl,40"x60"rotary tbl,3-Axis DRO,10 HP,#32866 

4" Kuraki #KBT-11, table type boring mill,47"x55"table,Fanuc 15M,CTS,67" X,49" Y,1997 

4" Nomura #B-100PT-2, table type HBM,built-in rotary table,48" x78.7"table,full pendant ctrl 

4" Summit ZHTMC-4, HBM tbl., 70.9" X,59.1" Y,27.6" Z, 2k RPM, #50, 20 HP, Fanuc 16M, rigid tap, 1995 


4" Tos #W100A, HBM tbl., 63" cross, 49" saddle, PDB, tlstk, rotary tbl., 1989 
4" Toshiba Shibaura #BTN-10B, 44" x49"tbl,80 pos.ATC,updated Fagor 8055i CNC,exc 


IL 
NH 
CA 
MD 
OK 
NY 
CA 
IL 
PA 
OH 
NY 
NY 
WA 
CT 
WA 
WA 
NY 
CA 
NY 


PA 


Fermat ZWHN 13PCNC, Pressl S.R.O., after 
General Overhaul 2022 


Ss 
= 


ON 
OH 
ON 
NY 
TX 
IL 

NJ 
" 


847-998-8882 
603-225-0958 
310-909-2020 
410-945-0040 
405-745-6644 
631-249-5566 
310-909-2020 
847-580-6800 
412-826-4950 
513-771-2111 
631-249-5566 
631-249-5566 
360-399-7674 
860-202-8550 
360-399-7674 
360-399-7674 
631-249-5566 
310-909-2020 
631-249-5566 


717-846-2600 


216-633-6220 
440-232-6660 
905-669-7507 
631-249-5566 
972-713-0828 
773-866-9600 
973-497-7570 
973-497-7570 
800-354-3737 


December 2023 


DEALER 

Ind Plant Equipment 
Machine Craft Co. 
Machnet 

Centra Corporation 
Daniluk Corp 
Prestige Equipment 
Machnet 

Blumberg Machinery 
TDI Group LLC 
Great American Eqpt 
Prestige Equipment 
Prestige Equipment 
Ind Machine Tools 
MBI Worldwide LLC 
Ind Machine Tools 
Ind Machine Tools 
Prestige Equipment 
Machnet 

Prestige Equipment 


DEALER 
Hildebrand Machy 


Mfr: Fermat 
Model:WHN13PCNC 


SRID 
299211 
080437 
423509 
386411 
892422 
406152 
418355 
450582 
226157 
109734 
394275 
365200 
830682 
881768 
116588 
269128 
433488 
382703 
426548 


SR Ір 
146900 


Seller: Lucas Precision LLC 


OH 
Tel: 216-296-7832 
SR ID: 291780 
Price: Call for Price 


DEALER 

T O S America Inc 

T R Wigglesworth 
Trader Machinery 
Prestige Equipment 
Sunwest Trading 
Asset Exchange Corp 
Machinery Values 
Machinery Values 
Boschert Precision 


KURAKI CNC HORIZONTAL BORING MILLS 


CALL FOR KURAKI PARTS 


ALL MODELS 


American Systems & Equipment Corp. 


SRID 
458918 
476619 
467437 
448950 
418811 
448801 
460771 
412250 
095491 


* KURAKI KBM-11SX WITH SCALE FEEDBACK 
* OM VTLEX-800 WITH PROBING 


Tel: 413-739-8170 * Fax: 413-739-7964 


66 Industry Ave. * Springfield, MA 01104 


4.3" Femco #BMC-110R2, HBM tbl., 60 ATC, 78.74" X,70.08" Y,64.96"Z, 2500 RPM, #50, 35 HP, 57" x63" tbl. ... 
4.3" Kuraki #KBM-11X, 59" x 47" x 27", full B Axis, 30 ATC 

4.3" Kuraki ZKBT-11DX, CNC HBM, 66.93" X,49.21" Y,45.28"Z, 4500 RPM, #50, 20 HP, Fanuc 15M, 40 АТС... 
4.3" Kuraki ZKBT-11WDX, 40 АТС, 78.74" X,59.06" Y,57.09"Z, 2500 RPM, #50, 20 HP, Fanuc 15M, rigid tap ... 
4.3" Nomura #HBA110T-R3, CNC table HBM,78.8" X,60" Y,55" W (saddle),19.7"Z (quill),Fanuc 16M,low hrs 
4.3" Toshiba #BTD-11B, 78" X,59" Y,51"Z,25"W,55" x63"R.Tab,1600 RPM,Cat 50,Tosnuc 3 CNC,#32969 

4.3" Toshiba #BTD-11-ER16, 55" x63"table,full B-Axis,2500 RPM,40 ATC,80"X,60" Y,'92 

4.3" Toshiba #BTD-110H.R13, CNC table type boring mill,#50 taper,63" x49" x44" 38 ATC,full B Axis,2013 
4.3" Toshiba #BTD-2000F, 59.1"x47.2" x27.6",30 tool ATC,B-axis r/table, Tosnuc 888,2002 

4.3" Toshiba #BTD-200QF, CNC table type HBM,Tosnuc 888 ctrl,39.4" x39.4"table,30 HP,2006 

4.3" Toshiba #BTH-110.R18, 55.1"x70.9" tbl, 100" X,80" Y,60" Z,B-Axis,Tosnuc 888.2,'06 

4.33" Femco #BMC-110R2, HBM tbl., 60 ATC, 78.74"X,70.87" Y,2500 RPM, #50, 35 HP, TSC, 2007 

4.33" Kuraki #KBT-11Z, 96" X,70" Y,47"Z,16" W,55" x68" B-Axis R.Tab,2000 RPM,40 ATC,Cat 50,Fanuc ... 

4.7" Awea #BL-4024S, 157"X,94" Y,65.5"Z,23" W,70" x63" R/Tab,2400 RPM,Fanuc 18i-MB,2010,#32687 

4.7" Scharmann, Heidenhain TNC415B,39" x5"tbl., #50,PDB,1972,retrofitted 1999 

4.92" Kearns & Richards #125L, 5-Axis CNC table type HBM,Fanuc 31i-A5,60" x60" table,2012 

5" Giddings & Lewis #70-H5-T, CNC HBM, 60" x 144"table, 132"X,72" Y, G&L 8000 ctrl 

5" Giddings & Lewis #G50-F, 5-Axis CNC HBM,G&L 8000 CNC ctrl,#50 taper,40 HP,1993 

5" Giddings & Lewis #G50-T, СМС HBM,60"x120"table,50 HP,3000 RPM,1996 

5" Toshiba #BP-130R22, HBM,71"x87"table,160" X,100" Y, Tosnuc 888,2500 RPM,2007 

5" Wele #HB1620-130, 157"X,82" Y,#50,Fanuc OiMF,60 ATC,B-Axis rotary table,2018,#32501 

5.1" Kia #KBN 135, CNC HBM, 40 ATC, 118.1"Х,78.7"Ү,63"2, 2000 RPM, #50, Fanuc 16m, 4-Axis rotary ... 
5.1" Poreba #5.1, tbl. type, 42 tons, Fanuc OiMb control, 216"/255" X-Axis travel, 125.9"/177.0" ... 

5.12" Daewoo #ACE-B130T,118"X,78" Y,27.5" Z,63" W,63" x 71" tbl, Fanuc 16iM, #32381 

5.12" Doosan £DBC-130LII, 157" X,98" Y,78" Z,27.5" W,86" x78" R.Tab,2500 RPM,CTS,60ATC,Fanuc ... 

5.12" Giddings & Lewis #RT-130, 78"Х,61"Ү,Ғапис OiMF,40 ATC,TSC,49"x55"B-Axis table,brand new,#32944 
5.12" Kuraki #KBT-13EA, 60 ATC,157"X,90.5" Y,51"Z,B-Axis rotary table,4000 RPM,Fanuc ... 

5.12" Kuraki #KBT-13EA, 118"X,90" Y,51"Z,70" x63" R.tab,4000 RPM,Cat 50,60 ATC,Fanuc 16i-M,#32799 
5.12" Toshiba #BP130.R22, 160" X,100" Y, Tosnuc 888,60 ATC,TSC,70"x 86" B-Axis tbl,2006,#32699 

5.2" Giddings & Lewis #PC50, CNC HBM,98.4" X,82.7" Y,62"Z,4th Axis rotary,upgraded PC,'04 

5.3" Doosan #DBC-250II, HBM tbl., 40 ATC, 118.1"X,98.4" Y,78.74"Z, 6k RPM, £50, 40 HP, Fanuc 31IB ... 
5.3" Hyundai #KBN135, HBM,118.1" X,78.7" Y,63" Z,27.6" W,under 500 hrs,Fanuc 31iB,2015 

5.3" Kia #KBN-135, CNC HBM, 40 ATC, 118.1"X,78.7" Y,63"Z, 2k RPM, #50, 30 HP, Fanuc 16i, 4-Axis rotary ... 
5.9" Fermat #WFT-15, table type CNC,Fanuc Fermat Series,70.9" x86.6" rotary table,50 HP 

5.9" Toshiba #BP-150.R22 , 60 ATC,160" X,100" Y,B-Axis r/tbl, TSC,2500 RPM,Tosnuc 999,'14,#32498 

5.9" Toshiba #BP-150.R22, 160" X,120" Y,28" Z,60" W,71"x 86.6"B-Axis r.tab,90 ATC,Toshiba 999 ... 

6" G & L #450, 450-141,#50 ANS,8'vert,5'table travel in&out,3'spdl trvl,8'tbl trvl 

6" Giddings & Lewis #G-60T, hvy duty CNC HBM tbl., 144"X,84" Y,71"Z, GE Fanuc series 15M, РОВ 

7" Giddings & Lewis, #H70-T, 168" X,120" Y,48"Z,75/100 HP,Fanuc Oi-MD retrofit 2022,#32957 


GENERAL EQUIPMENT 


IL 
IL 
IL 
IL 
OH 
NY 
MI 
IL 
IL 
IL 
MI 
OH 
NY 
NY 
WI 
PA 
TX 
WA 
MI 
TX 
NY 
MI 
IL 
NY 
NY 
NY 
NY 
NY 
NY 
IL 
IL 
TX 
MI 
OH 
NY 
NY 
PA 
OH 
NY 


847-669-9781 

778-866-9600 
847-669-9781 

847-669-9781 

513-771-2111 

631-249-5566 
586-914-4478 
778-866-9600 
773-725-5700 
778-866-9600 
586-914-4478 
440-232-6660 
631-249-5566 
631-249-5566 
262-548-6080 
704-821-7370 
972-713-0828 
360-399-7674 
310-487-3800 
972-713-0828 
631-249-5566 
248-426-5555 
847-968-2000 
631-249-5566 
631-249-5566 
631-249-5566 
631-249-5566 
631-249-5566 
631-249-5566 
816-330-2138 
847-669-9781 

817-222-9848 
586-465-9700 
216-296-7832 
631-249-5566 
631-249-5566 
814-535--9001 
440-232-6660 
631-249-5566 


Used CNC LLC 
Asset Exchange Corp 
Used CNC LLC 

Used CNC LLC 

Great American Eqpt 
Prestige Equipment 
Nash Tool & Machine 
Asset Exchange Corp 
Alenco Tool Supply 
Asset Exchange Corp 
Nash Tool & Machine 
T R Wigglesworth 
Prestige Equipment 
Prestige Equipment 
WI Metalworking 
Charleston Annex 
Sunwest Trading 

Ind Machine Tools 
RAAR Group USA 
Sunwest Trading 
Prestige Equipment 
Tramar Industries 
Poreba Machine Tool 
Prestige Equipment 
Prestige Equipment 
Prestige Equipment 
Prestige Equipment 
Prestige Equipment 
Prestige Equipment 
Revelation Machy 
Used CNC LLC 
Investment Recovery 
Seminole Machinery 
Lucas Precision LLC 
Prestige Equipment 
Prestige Equipment 
Johnstown Specialty 
T R Wigglesworth 
Prestige Equipment 


441598 
471397 
383312 
399718 
434951 
480545 
084542 
471398 
324508 
373067 
093660 
476618 
441124 
433490 
261932 
378226 
480950 
280199 
349549 
461450 
390720 
468395 
465491 
472598 
446700 
473570 
406108 
441056 
444664 
476259 
389589 
182160 
464545 
472862 
391520 
472597 
145159 
478654 
473572 


21 


December 2023 


CNC HORIZONTAL BORING MILLS - TABLE ТҮРЕ - (767 listings on our website!) 
Fermat #WFC-10-CNC, table type,TNC620 control,100mm spindle,ISO 50 taper,CTS,2012 
Ibarmia #ZVH58-L4000, 5-Axis,157"X,39.4" Y,6000 RPM,39"dia rotary,Heidenhain 530,#32457 
Ingersoll #Master-Center, table type HBM,Fanuc 31i-B5,206"x120"rotary tbl,125 HP,2013 
Master Mill Mfg., boring, milling & drilling machine, S/N PM5-60-182 

Motionmaster 3-head CNC Boring / Drilling machine, Fagor Control 


Boring Mills, Horizontal 


BORING MILLS, HORIZONTAL, FLOOR TYPE - (15 listings on our website!) 
5" Union #BFP130/6, floor type HBM,rapid traverse,facing head,pendant ctrl,DRO,1980 
6" G.A. Gray #560F, 8873, #6 MT,72" vert,96" horiz,60" spdl trvl,4.5-900 RPM,30 HP,#8002 
7" G & L #570-FUAR, 8868,#7MT,144" vert, 264"horiz,60" spdl trvl,0-300 RPM,40 HP,#1904 
7" G & L #570F, 8830,77 MT,144"vert, 264"horiz,60" spdl trvl,0-300 RPM,40 HP,#7137 


4" Giddings & Lewis #65D4-T, 36"x 96"T-slotted 
table,#50 taper,power draw bar,1963 


ч 3 Mfr: Giddings & Lewis 
1 Model:65D4-T 


Boring Mills, 
Horizontal, Table Type 


Seller: Belmont Machinery 


i ` : Aurora, IL 
Search Horizontal Boring Mills on Tel: 630-844-9288 


: Kom SR ID: 965503 
SurplusRecord.com to view all 154 listings. Price: Call for Price 


BORING MILLS, HORIZONTAL, TABLE TYPE - (154 listings on our website!) 

3" Nomura #VA5VT2, HBM,35" x 39"rotary table,36"vert.,1500 RPM,#50 taper,DRO 

3.14" Shibaura #BT-8B, HBM,41.25"x35.5"rotary table,pendant ctrl,15 HP,#40 taper,#76952 

3.9" Tos #W100A, HBM tbl., 63"Х,44"Ү,49"2, refurb. 2023 

4" Giddings & Lewis #340T, table type HBM,48"x96"T-slotted table,#50 spindle w/PDB,1958 

4" G & L #340T, #5MT,36"x98"tbl,20HP,pendant ctrl,hard & ground replacable ways,'52 

4" Giddings & Lewis Fraser #70A-D4-T, HBM,36" x 72"table,10-1300 RPM,S/N 150-921 

4" Giddings & Lewis #70A-DP4-T Fraser, table type HBM,36"x74"table,pendant ctrl,1969 

4" G & L #70A-DP4-T, manual table type HBM,36"x74"table,72"X,60"Y,55"Z,#21790 

4" Kuraki #KBT-100-3W, table type HBM,41"x47"built in rotary table,#50 taper,PDB,1978 

4" Nomura #B100BT2, 63"X,49" Y,31.49"Z,59.05" W,43" x 51"гоїагу tbl.,3-Axis DRO,15 HP,#32766 

4" Summit #AFD-105, table type HBM,48"x60" built in pwr rotary tbl,#50 taper w/PDB,'95 

4" Tos #W100, HBM tbl., Z6MT, rotary table, tailstock 

4" Tos Varnsdorf #W100, table type HBM,49" x49"table,built in rotary table, DRO, 1996 

4" Tos #W100A, 49" x49" built-in rotary table,24"facing head,tlstk,4 Axis Heidenhain DRO,'91/06 

4" Tos Varnsdorf #W100A, table type HBM,64"X,44.8" Y,50" Z,36" w,ISO 50 taper,1968 

4" Toshiba #BT10B-R3, table type HBM,55"x63" buil-in power rotary table,DRO,in/mm,1979 

4" Wotan #B100S, table type HBM,43" x55" built-in power rotaty table, 250 taper,PDB,1972 

4" Wotan #B105/120M, table type HBM,44" x55"built-in power rotary table,#50 taper,PDB,1984 

4" Wotan #B105M, 44" x 55" power rotary, 70" X, 52" Y, 55" Z, 20-1600 RPM, 440 V.,76.Amps, 50 MY ... 
4.3" Kuraki ZKBT-11WDXA, HBM tbl., 79"X,59" Y, 30 HP, 1991 

4.3" Toshiba #BTH-110.R18, HBM tbl., 60 ATC, 100" X,80" Y,60"Z, #50, Tosnuc 888, chiller, 2007 

4.3" Vanguard #TPX6111B/3, Horizontal Boring Mill, Rotary Table,3-Axis Newall DRO 

4.75" Wotan £B105R, table type HBM, 85.6" X,63" Y,23.5" 2,48" W, facing head, DRO, 1980 

5" Giddings & Lewis #350T, tbl. type HBM, 72" vert trvl headstock, 120" cross tbl., DRO, pendant ... 
5" G & L #65-H5-T, table type HBM,72"x156"table,144"X,120" Y,power draw bar,1967 

5" Giddings & Lewis #65D5-T, 60"x 122" T-slotted table, 72" vert.,hardways, 1961 

5" G & L #70-D5-T, table type boring mill, 60"x120"table, 1970 

5" Giddings & Lewis #70D5-T, table type HBM,60"x120" T-slotted table,30 HP,1965 

5" Giddings & Lewis #80DP5T, HBM, 84"X,84" Y,84"Z, 36"spindle travel, 60" x96"table, 544668 

5" G & L £D5-T, HBM,60" x120" T-slotted table,108" cross,72" saddle,80" vert travels, 1973 

5" Lucas #5426-20, #50 taper, 3-Axis DRO, pendant ctrl, pwr tool lock 

5" Supermill, table type HBM,rotary table,tailstock#50 taper, built in outrigger rails 

5.12" Shibaura #BFT-13W, horiz.table type,#50 taper,98" X,71" Y,35.4"Z,75.1" W,DRO 

5.12" Toshiba #13C, table type HBM,48"x120"table,99" X,60" Y,1000 RPM,25 HP,1979 

5.1" Toshiba #BP-130-R22, 60 ATC, 160"X,100" Y,60"Z, 2500 RPM, #50, 40 HP, Tosnuc 888 32 ВІТ, 1000 psi ... 
6.3" D-F #TK6516A, CNC HBM,tbl.type,137"cross,10'vert,milling ram,44000# rotary tbl 

Hitachi #2ML, horiz mill, 28" X,10-5/8" Y,17-5/8"Z, 33-2000 RPM, #50 

Tos Varnsdorf #W100A, table type HBM,1250x1250mm clamping area of table,ISO 50,remanufactured 


42" Giddings & Lewis, 4-Jaw 
chuck,52" swing,37" under rail,turret,ram & side 
heads,50 ... 


Boring Mills, Vertical, 
Includes Vtls 


Mfr: Giddings & Lewis 

Model: 

Seller: Wigglesworth Machy 
Marblehead, MA 

Tel: 617-567-7210 

SR ID: 842943 

Price: Call for Price 


Search Vertical Boring Mills on 
SurplusRecord.com to view all 146 listings. 


BORING MILLS, VERTICAL, INCLUDES VTLS - (746 listings on our website!) 
30" Bullard #Cutmaster, TH, Shut Height, 3 or 4-Jaw chucks, Hi Column (5 available) 

36" Bullard #Cutmaster, 4-jaw 36" chk,30" u/rail,trrt & side hd,240 RPM,recond,50's (2) 

36" Bullard #Spiral-Drive Hi-Column VTL, 48" max under rail,9150 RPM,fine feed,3-jaw 34" chuck,1941 
36" Webster & Bennett £V, fixed rail vertical boring & turning, 22" vert trvl., 25" horiz trvl. ... 
39" Knuth ZVDM1250, VTL,39"tbl,49" rotating dia.,39" turn dia.,39" machining hght,2013 

42" Bullard #Cutmaster, Turret and Side Heads, 3 or 4 Jaw Chuck 

42" Bullard #Spiral-Drive, VTL,4-jaw 42"tbl,36" u/rail,pwr elev,rapid traverse,1942 

42" King #574, VTL,s/n 3038,42"table,44" swing,46" btwn columns,1 ram,1 side head,30 HP 
43" Dabrowska #KNA-110/135B, VTL, made in Poland, S/N 0282-7333 

43.25" Defum #KNA-110/135, VTL, pentagon swivel turret head on rail, pendant ctrl, 1988 
46" Bullard #46, 56" sw,64"turning dia., 60" turning height, 5 tools, Fanuc 6T, 1968 

46" Bullard #75-Cutmaster, VTL,5-position turret head on rail,1 side head,40 HP,1956 

46" Bullard #Man-Au-Trol, VTL, 43" sw, 36" ht under rail 


22 GENERAL EQUIPMENT 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


Europ@16-296-7832 
NY 631-249-5566 
OH 513-771-2111 
PA 412-472-0500 
CA 714-612-1480 


PA 717-846-2600 
PA 814-535--9001 
PA 814-535--9001 
PA 814-535--9001 


DEALER 

Lucas Precision LLC 
Prestige Equipment 
Great American Eqpt 
WHEMCO Inc 

TNT Industrial 


DEALER 
Hildebrand Machy 
Johnstown Specialty 
Johnstown Specialty 
Johnstown Specialty 


5" Toshiba ZBFT-13C, table type 


HBM,47" x100"tbl.,99" X,72" Y,DRO,PDB,#50 
taper,pendant ... 


MN 612-521-5700 
OH 800-622-4463 
OH 440-232-6660 
IL 680-844-9288 
TX 800-245-3194 
OH 419-536-4445 
PA 717-846-2600 
NC 704-821-7370 
IL — 630-844-9288 
NY 631-249-5566 
IL — 630-844-9288 
ON 905-676-9265 
IL — 773-866-9600 
ON 847-998-8882 
OH 216-296-7832 
IL — 630-844-9288 
IL — 630-844-9288 
IL — 630-844-9288 
AL 256-831-1211 
IL — 847-796-6687 
IL — 312-226-4150 
IL — 816-330-2138 
QC 819-346-2369 
IL — 630-844-9288 
TX 972-713-0828 
IL — 630-844-9288 
TX 972-713-0828 
IL — 630-844-9288 
IL — 847-427-3333 
TN 931-250-6181 
WI 715-886-4926 
IL — 630-844-9288 
CT 860-202-8550 
WI 615-459-7983 
NY 516-922-7977 
TX 281-277-3726 
OH 419-269-2000 
OH 216-296-7832 


Mfr: Toshiba 
Model:BFT-13C 


Seller: Sunwest Trading 


TX 
Tel: 972-713-0828 
SR ID: 372257 
Price: Call for Price 


DEALER 

Hoff Machinery, Inc 
Yoder Machinery 

T R Wigglesworth 
Belmont Machinery 
N & R Machine Sales 
G-2000 Inc 
Hildebrand Machy 
Charleston Annex 
Belmont Machinery 
Prestige Equipment 
Belmont Machinery 
DiPaolo Machine 
Asset Exchange Corp 
Ind Plant Equipment 
Lucas Precision LLC 
Belmont Machinery 
Belmont Machinery 
Belmont Machinery 
Standard Industrial 
Silverlight CNC 
Mchy Marketing Intl 
Revelation Machy 
Machinery Inc 
Belmont Machinery 
Sunwest Trading 
Belmont Machinery 
Sunwest Trading 
Belmont Machinery 
Perfection Machy 
Tom Hale Equipment 
Heart of WI Machy 
Belmont Machinery 
MBI Worldwide LLC 
Opincar Machinery 
Prime Machinery Inc 
Esco Machine 

Yoder Brothers 
Lucas Precision LLC 


46" Bullard #Dynatrol, 2'Ex hi- 
column,64" UR, TH,RH,SH,4-Jaw, grinding spdl on 


ram,'75 


NY 716-877-3666 
TX 800-245-3194 
CT 508-791-6800 
OH 440-232-6660 
IL — 773-866-9600 
NY 716-877-3666 
TX 800-245-3194 
PA 814-535--9001 
AL 205-664-9644 
IL — 630-844-9288 
SC 803-548-8000 
PA 717-846-2600 
CT 860-484-4449 


Mfr: Bullard 
Model:DYNATROL 


SRID 
397931 
391282 
239453 
290439 
471929 


SRID 
122776 
145080 
039239 
145086 


SRID 
121896 
437053 
453635 
405583 
063520 
443415 
448323 
800275 
414422 
433487 
256552 
382183 
471589 
336145 
475982 
427815 
434253 
371837 
465487 
467878 
471981 
477144 
440589 
416863 
420516 
010879 
420518 
420360 
469717 
389435 
274979 
275763 
889759 
359231 
471260 
765484 
427195 
381979 


Seller: O'Connell Machy Co 


Buffalo, NY 
Tel: 716-877-3666 
SR ID: 915731 
Price: Call for Price 


DEALER 

O'Connell Machy Co 
N & R Machine Sales 
A Green Co Inc 

T R Wigglesworth 
Asset Exchange Corp 
O'Connell Machy Co 
N & R Machine Sales 
Johnstown Specialty 
Scott Mchy & Supply 
Belmont Machinery 
Champion Machinery 
Hildebrand Machy 
Global Machine 


SR ID 
438632 
026553 
381721 
435023 
110033 
952282 
063514 
145480 
246322 
418390 
081840 
166098 
441549 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


BORING MILLS, VERTICAL, INCLUDES VTLS - ( 146 listings on our website!) 

48" Webster & Bennett, vert boring & turning mill,fixed cross rail,55"swing,32-3/4"under rail 
49.3" Mainland #VTL-1600, CNC vertical boring mill, 63" swing, 2009 

50" Bullard #Spiral-Drive, vertical turret lathe, 56" swing, 1958 

59" Summit #59, 5 pos. turret side hd, 59"chk, 4-jaw, Allen Bradley, 1959 

59" Summit, VBM,59" 4-Jaw chuck,70" Swing,47" U/R,Ram,turret & side heads,1976 

60" Giddings & Lewis VBM, 4-jaw 60" chuck,74" swing,57" under rail,60 HP 

60" Giddings & Lewis CNC VBM, 72" swing, 75 HP, w/G&L 8000B CNC ctrl, 12 tool АТС 

60" Webster & Bennett, hvy duty VTL, 58" chk, 4-jaw, 2009 

63" O-M £VT1-16, 71" swing, turret & side head, faceplate, 4-Jaws, DRO, 1970, #159701 

63" O-M £VT1-16, 50" turret head on rail,39" str. turret,75" sw,Anilam 2-axis DRO,1971 

63" Vulcan #SVTM1600, 5-160 RPM, 39"Max Turning Height, +/-30°F Swivel, 40 HP, #32767 

64" Bullard #CutMaster, vertical boring mill,72" swing,54" under rail,4-jaw plain table,1953 

64" Bullard ZCutmaster, high column VTL, 72" sw, 4-jaw, 81" ht under rail, 5 turret head on rail 
64" Giddings & Lewis Hypro £64 VBM, 4-jaw,67" swing,55"under rail,50 HP,1953 

72" Bullard #CutMaster-75, 2.1-75 RPM,84" swg,90" btwn columns,2 rams,50 HP,s/n 30479 

72" Cincinnati ZHypro VBM, 4-jaw table w/jaws,ram,turret & side heads,flush floor design 

72" Giddings & Lewis, 72" under rail, 1 ram head, 1 side head, 1 turret head, 2-axis, 30 HP, 440 ... 
72" King, vert turn/bore/facing lathe,1.5-70 RPM,80" swg,2 ram,1 swivel,s/n 2902 

74" Bullard #CutMaster, VBM,82" swing,62"under rail,40 HP, ABB vari-speed drive,1952 

74" Bullard #Cutmaster-74, VTL,78"/82" swing,5-sided swiveling turret head & ram head 

76" Bullard ZDynatrol, VTL,88" swing,72" under ram,62" cross rail vertical travel,1965,#10972J 
78.74" Summit 4SC2000, VBM,82.67" swg,59.05" work ht,Newall Topaz 2-Axis DRO,pendant ctrl 
80" Summit, 78"table, 86" swing, ram, turret, side head, 59"under rail, threading, #32380 

84" Cincinnati ZHypro-7, VBM,4-jaw chk,91" swg,72" under rail,30 HP,2 ram head,side head 

84" H.D., 90" swing, 94" btwn columns,86" under rail,77" under tool,2 rams,1 side head 

120" Giddings and Lewis VBM, 132" swing, 96"under rail, 2-ram heads, 100 HP 

120" Gray, VBM, 132"swing,296" machine height,40"face,172,000 Ibs max load cap. 

120" Gray, dual head VBM,120" tbl,125 HP tbl drive,24'8" max ht,40"face,12" x12" ram 

157" Schiess Vertical Boring Mill, 1972 

168" Niles #A2-168, 234" swing,168" 4-Jaw table,(2) Rams,PLC electrics,75 HP 

169" Morando #KS/42/50, 197"turning dia. 197" height, 2 ram heads, 100 HP 

252"/468.5" Schiess #VKE640/1200, 144" U/R,150 ton load,live milling,side hd,tracer 

Bullard #Cut-Master, VTL, 60" distance tbl to rail, 20 speeds, 16 feeds, 1980 

Bullard #Cutmaster, VTL,54" chuck,62" swing, Newall DRO,tracing attachment,1945/reworked 2016 
Doosan Puma #V550, 28.7" swing, 24" chuck, 2000 RPM, 50 HP, Fanuc 21iTB, #32049 

Doosan #Puma-V400R, hvy duty VTL, 24" sw, 15" 3-jaw chk, A2-8, 2021 

Doosan #Puma-V8300L, hvy duty VTL, 26.2" sw,18" chk,3-jaw,32.68" dia.,30.7" Igth, A2-11, Renishaw tool ... 
Doosan #Puma-V8300R, hvy duty VTL, 36.2" sw,18" chk,3-jaw, 32.68" dia.,30.7"Igth, A2-11, Renishaw tool ... 
Gray VTL, 100" chk,Fanuc OTC,110"sw,100"u/rail,chip conv,tool changer,125 RPM,retro.'07 
Okuma #V760EX, VTL, 31.5" sw,29.92"turning dia., 3.62"bore, JIS A2-11, 2020 

43" Defum #KNA-110/135, VTL, 53" sw, full pendant ctrl, pentagon swivel turret head on rail, 1988 


62" Berthiez #TVM125, 75" swing,125 HP,live 
milling,Fanuc 15,20 ATC,400 RPM,1997 


Berthiez 


Boring Mills, Vertical, CNC 
(Including Vt. Turn. Center 


N ee c Mfr: 
Vtl) EEN Pree 9 Model:TVM125 


„ Seller: Prime Machinery Inc 
" ] ` 1 Huntington, NY 
Search CNC Vertical Boring Mills on EE Te: 51 6-922-7977 


i Ka | SR ID: 769836 
SurplusRecord.com to view all 199 listings. Й Price: Call for Price 


OH 
CT 
IL 
sc 
AL 
AL 
WA 
CA 
NJ 
UT 
NY 
IL 
IL 
IL 
PA 
IL 
AL 
PA 
IL 
TX 
MI 
ON 
NY 
TN 
PA 
TX 
PA 
PA 
TX 
AL 
IL 
ос 
IL 
PA 
NY 
AZ 
AZ 
AZ 
CT 
CO 
NJ 


216-741-8900 
860-202-8550 
888-926-0050 
803-548-8000 
205-664-9644 
256-831-1211 

360-399-7674 
909-919-9600 
973-497-7570 
385-321-3934 
631-249-5566 
630-844-9288 
630-844-9288 
630-844-9288 
814-535--9001 
630-844-9288 
256-831-1211 

814-535--9001 
630-844-9288 
713-462-5800 
616-868-1111 

905-676-9265 
631-249-5566 
931-250-6181 

814-535--9001 
972-713-0828 
814-535--9001 
412-472-0500 
972-713-0828 
205-664-9644 
773-247-4343 
819-346-2369 
312-226-4150 
717-846-2600 
631-249-5566 
800-289-3519 
800-289-3519 
800-289-3519 
860-202-8550 
303-651-6545 
973-497-7570 


December 2023 


DEALER 

Cleveland Machy 
MBI Worldwide LLC 
Blackhawk Machinery 
Champion Machinery 
Scott Mchy & Supply 
Standard Industrial 
Ind Machine Tools 
MachineStation 
Machinery Values 
Revolution Machine 
Prestige Equipment 
Belmont Machinery 
Belmont Machinery 
Belmont Machinery 
Johnstown Specialty 
Belmont Machinery 
Standard Industrial 
Johnstown Specialty 
Belmont Machinery 
Harris Machine Tool 
Vander Ziel Machy 
DiPaolo Machine 
Prestige Equipment 
Tom Hale Equipment 
Johnstown Specialty 
Sunwest Trading 
Johnstown Specialty 
WHEMCO Inc 
Sunwest Trading 
Scott Mchy & Supply 
Altman Machinery Co 
Machinery Inc 

Mchy Marketing Intl 
Hildebrand Machy 
Prestige Equipment 
Midstate Machinery 
Midstate Machinery 
Midstate Machinery 
MBI Worldwide LLC 
Automatics & Machy 
Machinery Values 


168" Danco #168, CNC 


VBM,180" swing,120" height under a 10"tall 


tool,75 ton table cap. 


Mfr: Danco 
Model:168 
Seller: Daniluk Corp 


SRID 
373183 
007946 
464063 
081865 
246237 
360096 
077689 
459383 
134293 
082356 
433676 
432869 
415337 
238986 
145076 
368401 
465488 
039238 
381657 
424812 
434975 
382180 
473571 
389440 
163905 
209260 
257324 
290437 
450709 
246239 
110042 
723686 
480340 
359575 
421441 
471206 
471207 
471208 
966667 
450640 
405333 


Oklahoma City, OK 


Tel: 405-745-6644 
SR ID: 010138 
Price: Call for Price 


CNC VERTICAL BORING MILLS — INCLUDING VTLS - (199 listings on our website!) 

29.9" Okuma #V760EX, CNC VTL, 31.4" sw, 24" chk, 3-jaw, 3.62" bore, JIS A2-11, OSP-P300LA, chip conv. ... 
31.44" Hwacheon £VT650RMC, VTL, 35.37" sw, 24" chk,3-jaw, A2-11, 12 turret, Fanuc OI-TF, 2021 

32.7" Doosan #V8300R, CNC vertcal turning center, 36.2" sw,24" chk,3-jaw, 21" {Ы dia., A2-11, Fanuc ... 
39" Yu-Shine #VL-1000HR, CNC vertical lathe,Fanuc 0iTD,47"swing,32" chuck,2021 

39.37" O-M #RT-915, CNC VTL, 43.31" sw, 36.02"chk, 3-jaw, Fanuc 01-ТЕ Plus, chip conv., 2023 

39.3" Valid #VT-1000, 12 ATC, vert. lathe,4-jaw man. ог 3-jaw pwr chk,Fanuc 0i-D,new 

40" Accuway #UV/100, ATCC vert.turn.center,C-Axis,31"ht,25 HP live spdl,12 ATC,75 HP 

40" Toshiba #TUE-100-S, VTL, 18 ATC, 47.2" sw, Fanuc OI-TD, chip conv., 2015 

42" Bullard #42-CutMaster, VTL, #16318 

49" Giddings & Lewis #VTC-1250, 26 ATC,66" swing,59"turn ht,100 HP,Fanuc 1601,#32728 

49" Momentum #MVL-12, VTC,9.250" ram,63" swg,47" ht,Fanuc OiTD,50l Fanuc drive mtr 

50" Doosan £VTS 1214, 15 АТС, 75 HP, Fanuc 32IB, chip conv., 2017 

50" Honor Seiki #VL-125CM, CNC vertical turning center, 16 ATC, 63" sw, Fanuc OITD, chip conv., 2012 
63" D-F #CK5116M CNC, single column vertical turret lathe, C-Axis, АТС 

63" Honor Seiki #VL-125CM, CNC VTL, Fanuc OiTD, 50" 3-jaw chk, 60 HP, 16 tools, 300 RPM, live tool ... 
63" Momentum #MVL16-TX, CNC,72.8"u/rail,47" ram ѕїг,12 ATC,OiTD Fanuc,60 HP,new 

63" Morando /Sundstrand VTL, Fanuc 18T,55" U/R, 41.5" vert.ram trvl,31"trrt, $72,000.00 

63" O-M VTL, Fanuc 18T,16 position turret,3-jaw 48" chuck,78"turn capacity,2000 

72" G & L #Series-514, high column,12 ATC,84"swing,96"U/R,200 RPM,75 HP,G & L 8000,1998,#30175 
78.7" Honor Seiki #VL-160C, CNC Vertical Boring Mill,Fanuc 0iT,49" under rail,60 HP,2018 

78.7" Honor Seiki #VL-160C, CNC VTL, 78.7"sw, 63" chk,4-jaw,12 turret, Fanuc Oi-TF, 2018 

96" G & L #84 VTC, 108"swing,90" under elev rail,G&L 8000 CNC,12-station ATC,2001 

98" VBM, Fanuc 15, 79"table, 98" swing, 70" under rail, 180 RPM, 75 HP, 12 ATC 

118.1" Toshiba Shibaura #TSS-30/55C(S), CNC VBM, 216.5"sw, 2012 

120" Gray #Series-200 CNC VBM,120" table,132" swing,Fanuc 15T,(2) rams,chip conveyor,50 HP,#32906 
120" YouJi #VTL3000ATC, VBM,Fanuc 18i-T,12 ATC,special pricing before removal,2008 

150" Schiess, CNC VMB, 110"table, 150" swing, 100" height, left ram with Dynapath ctrl 

275" O-M Ltd. #TMS1-30/70, 118"/275" openside vertical boring mill,118.11" T-Slotted Table 

Doosan #V740M, 3-Axis VTL,Fanuc 21iTB,29.13" swing,3-jaw 24"chuck,coolant system,2007 

Doosan #VT-1100, 50" swing,850 RPM,80 HP,Fanuc i CNC,32" 4-Jaw power chuck,12 sta turret,2012,#32862 
Hessapp #VDM-1200-11, vertical boring/turning center, Siemens 840D control, 2009 

HNK #NT-20/25, 98.4" swing,78.75" table dia,70.9" work ht U/R,Fanuc 18i-T 

HNK #NT-20/25, CNC VTL, 78.74" tbl dia., 98.43" sw, 70.87" work ht, Fanuc 18i-TB, 2011 

Honor Seiki #VL-86M, VTL,Fanuc Series 0i,31.4"table,37.4" swing,25.5" under rail,2016 

Index #V100, 5-Ахіѕ CNC VTL, Siemens Sinumerik ctrl,10000 RPM,130mm chuck,10.5 KW 

Kenyou Raptor #VTM1216GC, CNC VTL,Capto tooling,62.99" table, 70.87" swing,new,2023 

O-M £Neo-10EXII, CNC VTL, 43.3" tbl dia., 55.1" sw, 31.5" working ht, 50 HP, 420 RPM, 2023 

O-M £Neo-a-10EXII, VTL, 43.3" tbl dia., 55.1" sw, 31.5" work ht, 50 HP, 2023 


GENERAL EQUIPMENT 


IL 
IL 
IL 
FL 
IL 
KS 
NY 
CA 
MI 
NY 
NY 
IL 
IL 
TX 
sc 
NY 
CT 
IL 
NY 
IL 
AZ 
MI 
CT 
CO 
NY 
MI 
TX 
MN 
IL 
NY 
MI 
IL 
TX 
CA 
ON 
IL 
IL 
IL 


312-226-4150 
847-669-9781 
847-669-9781 
844-478-8181 
847-796-6687 
620-375-2513 
716-877-3666 
818-514-1254 
616-868-1111 
631-249-5566 
716-877-3666 
847-669-9781 
847-669-9781 
281-277-3726 
803-548-8000 
716-877-3666 
860-202-8550 
847-998-8882 
631-249-5566 
773-866-9600 
800-289-3519 
248-926-0088 
860-202-8550 
303-651-6545 
631-249-5566 
586-914-4478 
713-462-5800 
763-494-9825 
847-537-7700 
631-249-5566 
586-298-2030 
847-290-0167 
502-219-7311 
818-465-6700 
416-366-2326 
847-571-0523 
847-796-6687 
847-796-6687 


DEALER 

Mchy Marketing Intl 
Used CNC LLC 

Used CNC LLC 
Resell CNC LLC 
Silverlight CNC 

D & S Equipment 
O'Connell Machy Co 
Machinery Resources 
Vander Ziel Machy 
Prestige Equipment 
O'Connell Machy Co 
Used CNC LLC 

Used CNC LLC 

Esco Machine 
Champion Machinery 
O'Connell Machy Co 
MBI Worldwide LLC 
Ind Plant Equipment 
Prestige Едиїртепї 
Asset Exchange Corp 
Midstate Machinery 
Equipment Trading 
MBI Worldwide LLC 
Automatics & Machy 
Prestige Equipment 
Nash Tool & Machine 
Harris Machine Tool 
Orca Machine Tools 
CNC Exchange 
Prestige Equipment 
Excel Machinery 
Myers Technology Co 
Machinery Central 
Machinery Network 
Platinum Asset 
Blackout Equipment 
Silverlight CNC 
Silverlight CNC 


SR ID 
463693 
448586 
444443 
365428 
474914 
084089 
872688 
432464 
459351 
433485 
924915 
399965 
424842 
704327 
426397 
872687 
923588 
359972 
437286 
448616 
455824 
876780 
923589 
450643 
458631 
322925 
467409 
416837 
457713 
448314 
465256 
446694 
476011 
477122 
446291 
430007 
478626 
478633 
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CNC VERTICAL BORING MILLS — INCLUDING VTLS - (199 listings on our website!) 


O-M #Neo-a-16EXII, 62.99" tbl dia., 78.74" sw, 59.06" work ht, 2023 


O-M #Neo-a-20EX, 78.74" tbl. dia., 98.43" sw, 78.74" work ht, 50 HP, 2023 

O-M £Neo-a-28EX, 110.24" tbl dia., 118.11" sw, 78.74" work ht, 50 HP, 2023 

O-M #VT5-12N, VBM,63" sw,49.25" turn ht,35.5" vert ram,12 mag.cap,Fanuc Oi-TC-retrofit 

Tos Hulin #SKIQ-16 CNC vertical lathe, single column,Sinumerik 840D SI ctrl,72" workpiece dia.,2023 
Tos Hulin #SKIQ-20 CNC, vertical lathe,single column, Siemens 840D Sl,handwheel,2023 

Toshiba #TUE-100S, 47" swing,live milling,Fanuc Oi-TD,ram w/18 pos ATC,hyd 40" chuck, TSC,60 ... 
YouJi #VTL-3000ATC, Fanuc 18i-TB,12 ATC,Renishaw Probing,2008 


Brakes 


Brakes, Press, 
Hydraulic (Tons) 


Search Hydraulic Press Brakes on 
SurplusRecord.com to view all 660 listings. 


110 Ton, LVD #110-JS-13, hyd press brake with 
Automec CNC1000 back ... 


— Mfr: Lvd 

— Model:110-JS-13 

- Seller: Equipment Hub 
z GA 


Tel: 770-621-0495 
SR ID: 481285 
Price: Call for Price 


175 Ton, Wysong #175-12, hydraulic press 
brake,14'OA,150" BH,6" stroke, 10" throat,#28783 


Mfr: Wysong 

Model:175-12 

Seller: Kempler Industries 
Elk Grove Village, IL 

Tel: 847-242-8982 

SR ID: 241972 

Price: Call for Price 


250 Ton, Accurpress #725012, hydraulic press 
la 1 2'ОА, 124" BH, 8" stroke, 1996 


Mfr: Accurpress 

Model:725012 

Seller: Machine Tool Tech 
WI 

Tel: 414-486-9700 

SR ID: 481060 

Price: Call for Price 


HYDRAULIC PRESS BRAKES - (660 listings on our website) 


12 Ton, DiAcro #18-48, 4'OA, 30"BH, 1.5" stroke, 7.75"height 


20 Ton, Allsteel #20-4, hyd press brake,4' OA,38" BH,10" throat,0 to 4" stroke,FOPBG 
20 Топ, Allsteel #20-4, hydralic press brake,4.4'OA,38"BH,10"throat,4" stroke, 7-1/2 HP 
20 Ton, Wysong #H-2052, press brake, 4'OA,9"die space, 2.5"str,3"adj., foot pedal 


20 Ton, Wysong #H-2072, 6'OA, light curtain 


25 Ton, Amada #RG25, Up-Acting Hydraulic Press Brake, 4'OA, 40" BH, 8" throat, 14.5" open H, 3.94" ... 
25 Ton, Diacro #18-96, 62" BH, 2"stroke, 10" OH, 3"ram adj., 9"throat 

40 Ton, Wysong #H40-72, hydraulic press brake,6'OA,61-3/4" BH,6"stroke,6"throat,5 HP 

44 Ton, Durma #E4020, CNC 4-Axis press brake, 6.11'OA, 64.9" BH, 2008 

44 Ton, Durma #E4020, press brake,DA-5G ctrl & back gauge,6.9'OA,65" BH,6.3" stroke,2008 

45 Ton, Betenbender #6X45, hyd press brake, 6'OA,54.5" BH,8"str,8"thrt,14" DL, Rockford SSC-1500 ctrl 
60 Ton, Accurpress #7606, hydraulic press brake,6'OA,52" BH,8"stroke,8"throat,1998 

60 Ton, Accurpress #7606, hydraulic press,6'OA,52" BH,8" stroke,8" throat, 1988,#77348 

60 Ton, Cincinnati #460CBIIX4, 4-Axis CNC,6'OA,53" BH,11" stroke,20" open, 10" throat,R-Axis,die ... 

60 Ton, Warcom #Unica-60-20, hyd press brake,7'OA,61" BH,7"str, 10 HP, ESA ctrl, electric foot pedal ... 
66 Ton, Trumpf #C60, 6.8'OA,7.87" str, BG, tooling, manual crowning, 2002 


75 Ton, DiAcro #75-8, 8'OA, Hurco 5 CNC gauge, 1987 


88 Ton, Amada #FBD-8025E, 8.2'0A,86" BH,NC9-EXII CNC,upper tool clamps,electric foot ... 
90 Ton, Pacific #J90-12, hydraulic press brake,12'OA,125" BH,7" stroke,6"throat,15 HP,#77347 


90 Ton, Piranha, hydraulic press brake, 10'OA 


100 Ton, Accurpress #710010, press brake,10'OA,102" BH,3-Axis ETS back gauge, 429236 

100 Ton, Wysong £THS100-96, hyd press brake,8'OA,78" BH,8" stroke,9" adjustment, 1995,S44571 

110 Ton, Ermaksan #Evo-lll, 8.5'ОА,10.8" str,16"thrt, Delem DA-69T, 4-Ахіѕ BG 

110 Ton, Ermaksan £Falcon-Bend, 8.5'OA,86.6" BH, 16.1" thrt, Delem DA-58T, 2-Axis BG 

120 Ton, Atlantic #HDE-120-10, press brake, 10'OA,1402" BH,7.8"str,9.8"thrt,15.7" open, manual BG, foot ... 
130 Ton, Accurpress #713010, hyd press brake,10'OA,100" BH,8"str,10"thrt,1-Axis BG,1990 

150 Ton, Betenbender, hyd press brake,10'OA,102.5" BH,8"throat,24" manual clamp type 

150 Топ, LVD #150JS10, hydraulic, Dynabend 1 back gauge, 8'2" BH, 5.12" stroke 


DEALER SR ID 
IL 847-796-6687 Silverlight CNC 478628 
IL 847-796-6687 Silverlight CNC 478639 
IL 847-796-6687 Silverlight CNC 478632 
TX 281-376-8950 HTR Global Inc. 200589 
OH 216-296-7832 Lucas Precision LLC 472860 
ON 216-633-6220 T O S America Inc 458906 
NY 631-249-5566 Prestige Equipment 455903 
IL — 847-290-0167 Myers Technology Co 446695 


50 Ton, Amada £RG-5020LD, press 
brake,6.10'0A,59.8" BH,3.94" stroke,78.8" table,2005 


Mfr: Атада 

Model:RG-5020LD 

Seller: Liberty Machine 
Preston, ID 

Tel: 208-851-8568 

SR ID: 473583 

Price: Call for Price 


600 Ton, Pacific #K600-33, hyd 
brake,33'OA,1987,upgraded hydraulic system 
2001,#B1012 


Mfr: Pacific 

Model:K600-33 

Seller: Kempler Industries 
Elk Grove Village, IL 

Tel: 847-242-8982 

SR ID: 384911 

Price: Call for Price 


DEALER SR ID 

PA 717-625-0302 Weaver Metalworking 039262 
CA 888-589-6721 Wheeler Machinery 471556 
ON 905-669-7507 Trader Machinery 429363 
CT 860-484-4449 Global Machine 434337 
PA 717-625-0302 Weaver Metalworking 094165 
MD 410-945-0040 Centra Corporation 386413 
WI 715-886-4926 Heart of WI Machy 431503 
OH 800-622-4463 Yoder Machinery 476956 
MI 586-298-2030 Excel Machinery 288820 
MN 612-325-7060 Strand Indust Machy 462865 
OH 419-866-6894 D & D Industries 469626 
PA 717-846-2600 Hildebrand Machy 434937 
OH 800-622-4463 Yoder Machinery 476027 
MI 616-949-5910 Turner Industries 466809 
OH 800-745-6008 C W Wood Machinery 446029 
IL 312-226-4150 Mchy Marketing Intl 471984 
PA 717-625-0302 Weaver Metalworking 094167 
NY 631-249-5566 Prestige Equipment 478696 
OH 800-622-4463 Yoder Machinery 476029 
OH 216-961-0444 Northern Machine 262700 
IL 847-640-8600 Kempler Industries 473278 
IL 847-427-3333 Perfection Machy 469755 
TX 479-651-3683 Pioneer Machine 394239 
TX 479-651-3683 Pioneer Machine 394238 
CA 714-545-0940 Mfr. Solutions 474931 
FL 813-444-4555 Southern Fab Machy 479902 
s 385-271-6718 Bud's Machine Tools 391224 
508-885-9973 Fabricating & 085173 


YEOMAN METAL FABRICATION & MACHINE TOOLS 


PLANT APPRAISALS "eidel | 


Press & Machinery Needs! pe vas n 


Machinery Dealers 


New & Used Machine Tools National Association 


MACHINERY CORPORATION d > Look to Us for All of Your 


$8 Google us: - - - 
$ Yeoman Machinery eBay | Voice: 914.295.6161 ° Text: 574.536.3400 ° E-mail: yeomanmachineryc gmail.com 
160 Ton, Betenbender £12-160T, hyd press brake,12'OA,Betenbender 2-Axis Ctrl,foot pedal FL 813-444-4555 Southern Fab Machy 467155 
175 Ton, Accurpress #717512, hyd press brake,12'0A,125"BH,10"thrt,motorized BG,20 HP,1996 TX 915-256-2139 FMI Trading LLC 464731 
175 Ton, Cincinnati #175CBIIX10, press brake, 10'OA,126.75" BH,16"str,8" thrt,23" open, 2002 NJ 973-497-7600 Machinery Values 472676 
175 Ton, Cincinnati #175CBIIX10, 12'overall,10'6" between housings,16" stroke,17" open height,Cinci CNC ... MI 616-949-5910 Turner Industries 466812 
175 Ton, Dener #Servo-Electric-17535, fully electric press brake, 11'OA,82.67" BH,11.81"str, 4-Axis ... lA — 515-249-8428 Forge Manufacturing 399487 
187 Ton, Amada / Promecam #HBFO-170-40, hyd press brake, 14'OA,148" BH,7.08" str,16.1"thrt, 17.88" open ... 1А 712-737-8700 Greenway & Assoc. 455469 
193 Ton, Ermak #PowerBend-Falcon-3760-175, 4-Axis hyd press brake,12.4'OA,128"BH,2017 WI 414-486-9700 Machine Tool Tech 474934 
220 Ton, Dener Puma #XL-40220, 13.25'OA,139.8" BH,13.8" str,17.7"thrt,25.59" DL, 2020 IA 515-249-8428 Forge Manufacturing 353144 
230 Ton, Cincinnati #230ASX6FT, hyd press brake,8'OA,6'6" BH,10" stroke,2-Axis CNC BG MI 248-613-7770 Planet Machinery Co 441238 
230 Ton, Cincinnati 4230CBX10, Hydraulic Press Brake,12'OA,10'6" BH,Autobend 7 Ctrl. FL 813-444-4555 Southern Fab Machy 467163 
242 Ton, Dener Puma #XL36-220, 14'OA,122" BH,13.8"str,17.7"thrt,25.59" DL, ESA 675 ctrl, 4-Axis BG ... IA 515-249-8428 Forge Manufacturing 402436 
250 Ton, Accurpress #Accell-425012/E, hydraulic press brake, 12'OA, 126"BH, 2023 OR 503-620-9031 Fahey Machinery Co 257545 
250 Ton, Wysong #F68-250-168, press brake,14'OA,149"BH,10"stroke,10"throat,9"ram adjustment,2001 ON 519-729-2648 Metalpress 479903 
250 Ton, Wysong #PH-250-144, hyd press brake, 10"str,19" die space, 12' OA, 126" BH, BG MI 313-839-9300 Presses for Indust 338487 
300 Ton, Farquhar, hydraulic horizontal press, 26"stroke MO 573-334-3828 SE Missouri Machine 395031 
300 Ton, Pacific 4300-16, hydraulic press brake, 16'OA, 14'6" BH, 12"stroke FL 251-943-0048 Gulf Coast Machy 257076 
300 Ton, Pacific 4300-16, hydraulic, 14'6" BH, 30 HP, 20" open hgt, 9"throat, 1969 UT 801-313-0707 Roskelley Machinery 010730 
320 Ton, Accurpress #732030, hyd press brake,30'OA,26'5" BH,10" ѕїг,Нигсо Autobend 7 Ctrl. FL 813-444-4555 Southern Fab Machy 470355 
350 Ton, Allsteel, press brake, Cybelec 3-Axis stroke & back gauge, 14'OA, 144" BH, serial #32533 MN 612-759-4866 Plant Machy & Equip 467874 
350 Ton, Cincinnati #350CB, hyd press brake, 14'OA, 12'6" BH, 10"stroke, 1990 IL 816-330-2138 Revelation Machy 474531 
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HYDRAULIC PRESS BRAKES - (660 listings on our website!) 

350 Ton, Pacific ZFF350-121, hydraulic press brake, 12"stroke, 12'OA 

350 Ton, Wysong #MC350-145, hyd press brake,12'0A,126" BH,Delem DA-66T Ctrl,new 

400 Ton, Pacific #K400, 14'OA, 120" BH, 12"stroke, new electrics 

400 Ton, Standard #AB400-12, hyd press brake, 12'OA,125" BH,10"str,10"thrt,20" open, flush floor, angle ... 
1500 Ton, Cincinnati, hydraulic, 36'OA, 22'5" BH, 18"stroke, 24" OH, 1974, #1714 

Baileigh #BP3363NC, hydraulic press brake, 2013, #16822 

230 Ton, Niagara ZHBM-230-10-12,hyd brake ргеѕѕ,12'ОА,10" ѕїг,7" closed ht,17" open ht,'76 

175 Ton, Betenbender, press brake, 12'OA, #16886 


MECHANICAL PRESS BRAKES - (131 listings on our website!) 

40 Ton, Wysong £H4072, power ram adjustment,stroke adjustment,6'OA,2.5" stroke,9" open ht 

45 Ton, Verson #2062, mechanincal press brake,6.6'OA,62" BH,2-1/2" stroke,12-49 SPM,#29243 

46 Ton, D & K Chicago £8L10, mech press brake, 10'OA,101.5" BH, 3"atr,9" SH, pwr ram adj. 

50 Ton, Dreis & Krump (Chicago) Size 6L-8-SP; B'OA,3" stroke, 40 SPM, #2716 

60/90 Ton, Chicago Dreis & Krump #8L14 SPEC, 102" BH, ROMBG, Reeves V/S drive 

90 Ton, Chicago D & K #1012-L, 12'OA, 126" BH, 3" stroke, DRC back guage, 1967 

150 Ton, Wysong #150-6, 8'ОА bed,78" BH,3"stroke,12" open,8-1/2" throat,2 speed air clutch,1981,#11086 
150 Ton, Wysong #150-6, mech press brake, 8'OA,102" BH, 30 SPM, 3"str,8.5"thrt,12" die space,5"adj. ... 
225 Ton, Cincinnati #Series-9, hydraulic press brake, 12'OA, 126" BH, 3"stroke 

1000 Ton, Cincinnati #Series-50, 1500 ton @ bottom, 6"stroke, 40'overall length 


50 Ton, Cincinnati #M3-50, CNC press brake, 
8'OA,78" BH,3"str,12" thrt,5" adj., 20-50 ... 


Brakes, Press, CNC ak A Mfr: Cincinnati 
m g Model:M3-50 


Seller: Sterling Machy Exc 
South El Monte, CA 


Search CNC Press Brakes on Tel: 626-444-0311 


А m SR ID: 424617 
SurplusRecord.com to view all 635 listings. Price: $11,500 


60 Ton, Amada £EG-6013, fully electric press 
brake, 4.7'OA, 39.8" BH, 5.9" stroke, 2019 


Mfr: Атада Mfr: Gasparini 


Model:EG-6013 

Seller: Jordan Craig Machy 
New City, NY 

Tel: 845-398-0073 Tel: 414-264-5848 

SR ID: 374541 SR ID: 440122 

Price: Call for Price Price: Call for Price 


Model:PBS105-3000 


CNC PRESS BRAKES - (635 listings on our website!) 

33 Ton, Baileigh #BP3305CNC, CNC hyd press brake,5'OA,2-Axis Estun E21 programmable ctrl 
35 Ton, Wysong #H-3552, 52" OA,38" BH,2.5"stroke,3"ram adj,Hurco Autobend 7 CNC BG,1984 
50 Ton, Gasparini #XB50/2000, CNC hydraulic press brake, 7'OA, 63" BH, 7.87"stroke 

55 Топ, Amada #RG-5020LD, CNC press brake,2-Axis,NC9EXII ctrl,6.10'OA,3.9" stroke,1998 

55 Ton, Trumpf #TruBend-5050, CNC Press Brake, Trumpf Ctrl, S/N BO501A0249 

55 Ton, Trumpf #TruBend-5050, CNC Press Brake, Trumpf Ctrl 

60 Ton, Accurpress #7606, 6' overall, 1988 

60 Ton, Cincinnati #60CBIIX4, 6'OA, (2) 24" front support arms, electric foot ctrl 

70 Ton, Adira #QHX-6325-CBP, up-acting CNC press brake w/DNC control,8.2'0A,1999 

70 Ton, Trumpf #Trubend-3066, CNC hydraulic press brake,Delem T3000 ctrl,6.8'OA,2008 

71 Ton, Hurco #PH-65-25, CNC Press Brake, 8' OA, Autobend 7 Ctrl, S/N 5245, 1999 

80 Ton, Amada #FBD8025E, CNC Press Brake, Amada NC9-EX Ctrl,8' OA,3.9" str,15.75"thrt 

80 Ton, Bystronic #Xpert-80/1530, 5'OA, 2020 

88 Ton, Amada #HDS8025NT, Servo-hydraulic CNC press brake,8'OA,86.6" BH,7.87" stroke,2013 
88 Топ, Amada #RG-80, CNC press brake, 8'0A,80.8" BH,3.94" str,15.76" thrt, 14.58" open, NC9-EXii 
88 Ton, Amada #RG8024LD, CNC hydraulic press brake,8'OA,82" BH,3.9" stroke,2000 

90 Ton, Cincinnati #90CBIIx10, CNC hyd press brake,3-Axis,12'0A,126" BH, 14" stroke,2000 

90 Ton Cincinnati Proform #90PFx6, 8' OA, 2-Axis CNC control back gauge, 2011 

90 Ton, Cincinnati #CBII90, 2-Axis hydraulic CNC brake,10'OA,102-1/4" BH,8" stroke, 1998 

100 Ton, Accurpress #710010, CNC hydraulic press brake,10'OA,100" BH,8" stroke, 10" throat 

100 Ton, Accurpress #710012, CNC press brake,12'0A,127" BH,8" stroke,power ram adjustment 
100 Ton, Amada #RG-100, CNC press brake, 10'OA,100.5" BH,3.94" str, 10.67" SH, 15.76" thrt, 14.58" open ... 
100 Ton, Standard Industrial #AB100-8, 8'0A,Automec CNC150 2-Axis CNC,2003 

100 Ton, Wysong #THS100-72, CNC brake,6'0A,54" BH,24" Automec CNC 300 back gauge,#29242 
110 Ton, Amada #HFT-1003S, CNC hyd press brake, 2004 

110 Ton, Amada #HG-1003ARS, robotic bending cell,automatic tool changer,AMNC 3i ctrl,2018 
110 Ton, Amada #RG-100, Auto99, 10'OA, 100.5" BH, 3.94" stroke, 15.76"throat, 1991 

110 Ton, Amada #RG-100S, NC9EX CNC,8.6'0A,80.8" BH,3.94" stroke,14.58" open height,#32937 
110 Ton, Pullmax Ursviken #Optima-100-31-255, CNC press brake,10.2'0A,100"BH,2000 

130 Ton, Accurpress #71301216, Hydraulic Press Brake, 191" OA, S/N 7206, 2002 

130 Ton, Trumpf #V130, 8-Axis CNC hyd press brake,10'OA,S/N 885057 

132 Ton, Trumpf #TruBend-3120, CNC hydraulic press brake,10'OA,106" BH,7.78" stroke,2012 

135 Ton, Cincinnati #135CBII, CNC press brake,8'OA,78-3/4" BH,8" stroke,7"throat,15 НР 

135 Ton, Cincinnati #135CBx8, CNC hydraulic press brake,10'OA,102" BH,8" stroke, 1997 

138 Ton, Amada #HFB-1253, press brake, 10'OA,126" BH,7.8" str, 16.5" thrt,18.5" open, 6-Axis, Operateur ... 
140 Ton, Wysong #MTH140-192, CNC brake,16'0A,174" BH,2-Axis CNC,8"stroke,2001,#29234 

141 Ton, Trumpf #TruBend-5130X, press brake,10.7'OA,16.5"throat,24" usable installation height,6-Axis ... 
143 Ton, Amada #HFT-1303S, CNC hyd press brake, 2004 

146 Ton, Amada #HS-1303, Hyd CNC press brake,10'OA,106.3" BH,16.5"thrt,7.9"str,2014 

146 Ton, Amada #HS-1303, Hydraulic CNC Press Brake,10'OA,106.3" BH,16.5"throat,2014 

150 Ton, Accurpress #Accell-515014, CNC Press Brake,14'OA,12'6" BH,14"stroke,16"throat 

150 Ton, B-Genius, hyd,10'OA,8'BH,Delem DAGS6T ctrl,11"str,20 HP,prog.ram tilt, new 

165 Ton, Насо #Euromaster-ERM150, hyd press brake, 10'OA,102" BH,10.6"str,20.47" open 

175 Ton, Cincinnati #175AF-8, press brake, 10'0A,102" BH,10"str,8"thrt,17" open, Gen 6, AutoForm 6-Axis ... 
175 Ton, Cincinnati #175CBx10, CNC hydraulic press brake,12'0A,126" BH,10" stroke,1997 

187 Ton, Amada #HFB-1704, press brake,14'OA,148" BH, 7.8" str,Operateur OP2 CNC Ctrl,1999 
187 Ton, Trumpf #TruBend-5170, robotic bending cell,10.7'0A,6-Axis back gauge,2015 

200 Ton, Amada #FBDIII-2004FS, CNC hydraulic press brake, 4-Axis, 13'OA, 143" BH 

220 Ton, Cincinnati, press brake, 14'OA 


GENERAL EQUIPMENT 


115 Ton, Gasparini #PBS105-3000, CNC 
hydraulic press brake, 10.2'0A,102" BH,7.9" stroke 


Seller: Aleco Machinery 
Milwaukee, WI 


NY 
FL 
OH 
WI 
Qc 
MI 
IL 
MI 


OH 
IL 
AR 
MI 
OH 
MN 
MI 
NJ 
AZ 
IL 


631-467-9400 
813-444-4555 
513-236-8300 
262-548-6080 
819-346-2369 
616-868-1111 
816-330-2138 
616-868-1111 


513-771-1952 
847-640-8600 
479-785-2554 
616-241-1877 
419-536-4445 
612-325-7060 
616-949-5910 
973-497-7600 
623-440-7850 
847-803-8700 


December 2023 


DEALER 

Federal Equip Div. 
Southern Fab Machy 
RS Machinery 

WI Metalworking 
Machinery Inc 
Vander Ziel Machy 
Revelation Machy 
Vander Ziel Machy 


DEALER 

Mohawk Machinery 
Kempler Industries 
Diamond Jack Machy 
Icon Industries 
G-2000 Inc 

Strand Indust Machy 
Turner Industries 
Machinery Values 
Tight Tolerance 
Johnston Machinery 


55 Ton, Amada #RG-50, hyd press 
brake,6'OA,59.84" BH,3.93"str,NC9-EXII CNC 
Ctrl,1995 


Mfr: Атада 
Model:RG-50 


SRID 
067408 
470358 
454591 
478787 
822530 
465331 
474533 
474896 


SRID 
385178 
463841 
423104 
346281 
440972 
399003 
397227 
399139 
450553 
209360 


Seller: Gadsden Engineering 


Rockford, IL 
Tel: 815-520-5223 
SR ID: 443700 
Price: Call for Price 


242 Ton, Ermaksan #Speed-Bend-Pro-3760X220, 
press brake ... 


386-304-3720 
410-252-5494 
513-771-1952 
845-398-0073 
216-478-6657 
216-478-6657 
320-685-8819 
626-444-0311 
410-945-0040 
847-580-6800 
216-478-6657 
714-612-1480 
845-398-0073 
845-398-0073 
562-667-5618 
800-377-7553 
800-377-7553 
262-878-9400 
586-752-0090 
905-669-7507 
770-621-0495 
909-919-9600 
717-625-0302 
847-640-8600 
714-612-1480 
845-398-0073 
845-398-0073 
631-249-5566 
847-580-6800 
216-478-6657 
385-321-3934 
800-377-7553 
414-264-5848 
800-377-7553 
815-520-5223 
847-640-8600 
262-878-9400 
714-612-1480 
888-589-6721 
813-444-4555 
414-534-7512 
385-321-3934 
712-737-8700 
973-497-7600 
800-377-7553 
815-520-5223 
847-803-8700 
773-866-9600 
920-361-5208 


Mfr: Егтакѕап 


Model:SPEED-BEND-PRO-3760X2 


Seller: FMI Trading LLC 


Vinton, TX 
Tel: 915-256-2139 
SR ID: 460768 
Price: Call for Price 


DEALER 

Sierra Victor 

Clark Machy Sales 
Mohawk Machinery 
Jordan Craig Machy 
HGR Indust Surplus 
HGR Indust Surplus 
Metal Fab Machinery 
Sterling Machy Exc 
Centra Corporation 
Blumberg Machinery 
HGR Indust Surplus 
TNT Industrial 
Jordan Craig Machy 
Jordan Craig Machy 
Blackstone Machy 
Active Machinery 
Active Machinery 
Elite Machinery Inc 
R A B Industries 
Trader Machinery 
Equipment Hub 
MachineStation 
Weaver Metalworking 
Kempler Industries 
TNT Industrial 
Jordan Craig Machy 
Jordan Craig Machy 
Prestige Equipment 
Blumberg Machinery 
HGR Indust Surplus 
Revolution Machine 
Active Machinery 
Aleco Machinery 
Active Machinery 
Gadsden Engineering 
Kempler Industries 
Elite Machinery Inc 
TNT Industrial 
Wheeler Machinery 
Southern Fab Machy 
Equilibrium Machy 
Revolution Machine 
Greenway & Assoc. 
Machinery Values 
Active Machinery 
Gadsden Engineering 
Johnston Machinery 
Asset Exchange Corp 
AIS, LLC 


SR ID 
470196 
470803 
323454 
435392 
478854 
478855 
331227 
436808 
395542 
465271 
477338 
463898 
435433 
435434 
469593 
480474 
461273 
446776 
439510 
473550 
477193 
480379 
448520 
466780 
472915 
435435 
435436 
466707 
456485 
477353 
322745 
476266 
481260 
476265 
480350 
460901 
467847 
472918 
471558 
475675 
446592 
916351 
463695 
476448 
476268 
443688 
437556 
471588 
473582 
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December 2023 SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


CNC PRESS BRAKES - (635 listings on our website!) DEALER SR ID 
225 Ton, Gasparini #PSG-200/4300, hyd press brake,14'OA,152"BH,Delem DA69 CNC Ctrl,2001 IL 816-330-2138 Revelation Machy 480267 
242 Топ, Атада #HDS-2203NT, 10.5'OA,106.3" BH,9.84" str,17.72" thrt,20.47" open, 27.5" BG, 9-Axis, AMNC-PC ... GA 770-934-6500 MacLean Machinery 424454 
242 Ton, Amada #HM2204, 7-Axis CNC press brake, AMNC-PC ctrl,14.1'OA,148"BH,2019 NY 631-586-5252 Pride Machinery 481557 
247 Ton, Атада £HG-2204, 14'OA,148"BH,9.8"str, 17.7"thrt,20.5" open, 27.5" BG, 8-Axis, AMNC/3i, 2014 GA 770-934-6500 MacLean Machinery 405192 
250 Ton, Accurpress #725012, CNC hyd press brake,12'OA,124"BH,2-Axis CNC BG,ETS3000 ctrl,2018,S44761 IL 847-427-3333 Perfection Machy 469761 
350 Ton, Allsteel, CNC press brake, Cybelec 3-Axis, 14'OA, 144" BH, serial #32533 MN 612-759-4866 Plant Machy & Equip 467873 
350 Ton, LVD Strippit #PPEB-350BH13, hyd,13'OA,10'25" BH,12"stroke,powered BG,2002 OH 419-824-9848 AMM Industries, LLC 399534 
352 Ton, Bystronic #Expert-320-4100, 6-Axis CNC hyd press brake,161" OA,146" BH,2012 NC 800-377-7553 Active Machinery 461275 
600 Ton, Standard #AB600-22, hyd press brake, 22'OA,10"str,10"thrt,22" open, adj die, ram clamps ... IL 312-226-4150 Mchy Marketing Intl 480337 
Hurco #PRDC-150-3100, Press Brake, S/N 99/420/039, 1999 OH 216-478-6657 HGR Indust Surplus 477354 
HORIZONTAL BROACHING MACHINES - (21 /istings on our website!) DEALER SR ID 
10 Ton x 60" str., LaPointe #HP-20, 0-35 FPM cut, 100 FPM return, tooling IL 312-543-6772 Estes Machinery Co 025537 
10 Ton x 90" str., Colonial #HAS-10-90, hyd horiz broach, 15-30 FPM, tooling OH 216-761-7011 McKean Machy Sales 421942 
15 Ton x 72" str., Colonial, excellent, will tool (2 available) MI 800-229-4666 Broaching Machine 843955 
25 Ton x 72" str., Colonial, with retriever MI — 800-229-4666 Broaching Machine 823993 
35 Ton x 240" str., Detroit #HES35x240, 32"table dia pendant ctrl,chip conv, 431804 NY 631-249-5566 Prestige Equipment 300572 
PULL DOWN BROACHING MACHINES - (15 listings on our website!) DEALER SR ID 
10 Ton x 48" str., American Broach HD-10-48, Hydraulic Pull Twin Head OH 216-478-6657 HGR Indust Surplus 478846 
15 Ton x 72" str., Colonial #SD-15-72, broaching machine, excellent MI 800-229-4666 Broaching Machine 397346 
50 Ton x 106" str., U.S. #50Tx120, vert.pull down broach,2-stations, pullers,'78,#24110 MI 586-755-5353 Gibbs Machinery Co 061554 
50 Ton x 110" str., National broaching machine MI 800-229-4666 Broaching Machine 789982 
60 Ton x 90" str., Detroit, will tool MI 800-229-4666 Broaching Machine 843956 
CENTERING MACHINES (MILLING AND FACING AND CENTERING MACHINES) - (30 listings on our website!) DEALER SR ID 
6" x 24" Hey £3, facing & centering machine w/auto feed walking beam conveyor MI 248-926-0088 Equipment Trading 099310 
6" x 51" Hey #3, dbl ended facing & centering machine,2 pneumatic work hold vises,'72 MI 248-926-0088 Equipment Trading 280667 
6.25" x 46" Hey £3, automatic double ended facing & centering machine with auto parts feed MI 248-926-0088 Equipment Trading 481312 
8" x 27" Hey #3, automatic CNC facing & centering machine,15 HP,chip conveyor,1999 MI 248-926-0088 Equipment Trading 282971 
8" x 51" Hey #3, double ended facing & centering machine, Allen Bradley SLC100 PLC,'92 MI 248-926-0088 Equipment Trading 303122 
8" x 75" Hey £3, Double End Facing And Centering Machine,15 HP heads,80-1175 RPM IL 847-673-0556 Adams Machinery Co 437426 
8-1/2" x 51" Hey £3, CNC automatic facing & centering machine,6.3" cutter dia.,2004 MI 248-926-0088 Eduipment Trading 342753 
Borematic #44, milling machine MX +52-155-1451-7028 Hilco Global Mexico 448942 


Chemical, Gas and Processing Equip. 


AIRLOCKS - (17 listings on our website!) DEALER SR ID 
Ashtech, metal wheel airlock, rotary airlock feeder, 1-7/8" shaft dia., appears unused WA 360-864-2800 Machinery Scene 473498 
Nucon, 6"sanitary Stainless Steel airlock with guard / drive WI 262-644-0486 C & W Technical 421388 


IL 847-957-9731 Arlington Machinery 461075 


arnold VERW USED PROCESS EQUIPMENT 


EQUIPMENT YOUR ONE-STOP-SHOP FOR BUYING & SELLING 
COMPANY IN-DEMAND EQUIPMENT AND MACHINERY 

P.O. Box 1148 Toll Free: 800-642-1824 
wiwa: Ohio 44087-9148 www.arnoldeqp.com E-mail: jon ? arnoldeqp.com 


Rotolok 8" square airlocks complete with motor, chain drive, guard & speed switch, used WI 262-644-0486 С & W Technical 437336 
Smoot #FTP9, rotary air-Lock, 1 HP AC motor, 9" dia. IL — 847-957-9731 Arlington Machinery 461074 


SS. 20' x 33' Flsmidth Minerals, ball mill, 6700 kW, 
Ball, Pebble, Sag Mills, e [77-1] "www Mfr: Куз Kennedy Van Saun 8981 HP 


А i MM Model:8X17 Mfr: Fismidth 
Chemical Processing — - . 4» “© Seller: Machinery Scene Model: 


WA ` Seller: A M King Industries 
" D Tel: 360-864-2800 Oroville, CA 
Search Ball Mills on SurplusRecord.com to view SR ID: 474816 Tel: 530-534-7965 


Price: Call for Price SR ID: 336328 


all 108 listings. Price: Call for Price 


BALL, PEBBLE, SAG MILLS, CHEMICAL PROCESSING - (108 listings on our website!) DEALER SR ID 
8' x 15' ANIVI Ball Mill System with Air Classifier and Dust Collection CA 530-534-7965 A М King Industries 422060 
13'8" x 20'5" Nordberg regrind ball mill, 1.85mw, 2481 HP CA 530-534-7965 AM King Industries 422059 
15.5' x 22' ANI Ball Mill with 2300 KW, 3084 HP CA 530-534-7965 A M King Industries 389014 
Metso #SMD-355-E Series E, Stirred Media Detritor Mill, 500 HP (368 kW) CA 530-534-7965 A M King Industries 405125 
CENTRIFUGES - (385 listings on our website!) DEALER SR ID 
12" U.S. Centrifuge Simplamatic #A120, auto centrifuge, Allen Bradley PLC OH 216-433-7171 AM Industrial 139896 
Flottweg #240-3/441, tricanter, 16.5" x 49.6" bowl UT 801-850-1876 Sully Enterprises 471267 
30" x 60" Bird, Screen Bowl, Bowl Type, #104487 LA 281-471-4900 Louisiana Chemical 193132 
30" x 120" Westfalia #PA756-00-32, 300 HP,disc bowl,decanter type,motor drive,#102118 LA 281-471-4900 Louisiana Chemical 193162 
32" x 30" Ametek #32x20, 20 HP, 1750 RPM, basket type, hydraulic drive, 316SS, #86037 LA 281-471-4900 Louisiana Chemical 193163 
36" x 96" Bird, screen bowl, decanter type, motor drive, 316SS, #104428 LA 281-471-4900 Louisiana Chemical 193184 
36" x 98" Humbolt Wedag #SVS900X2500, 200 HP,1800 RPM,screen bowl,304SS,#68229 LA 281-471-4900 Louisiana Chemical 193178 
38" x 30" Alfa-Laval #Mark-III, perforated bowl,basket type,hyd drive,SS, 4100785 LA 281-471-4900 Louisiana Chemical 193129 
38" x 39" APV #D36, 25 HP, Podbelniak type, Gyrol fluid drive, 316SS, #92113 (4) LA 281-471-4900 Louisiana Chemical 193120 
40" x 18", 15 HP,1750 RPM,perforated bowl,basket type,motor drive,316SS,#90859 LA 281-471-4900 Louisiana Chemical 193091 
Carter #H0-92049, belt press, (2) UT 801-850-1876 Sully Enterprises 462068 
Flottweg #Z4D-3/441, tricanter, 16.5" x 49.6" bowl, 30 HP UT 801-850-1876 Sully Enterprises 474537 
Robatel #BXP-800, Vertical S/S Mono Stage Extractor Centrifuge,40 HP,320 Liters,2015 LA 281-471-4900 Louisiana Chemical 347204 
Rousselet/Robatel #BXP-520, 1500 RPM,75KW Drive,380 volt/50Hz or 440 Volt/60Hz,'01 LA 281-471-4900 Louisiana Chemical 203016 
GAS COMPRESSORS - (55 listings on our website!) DEALER SR ID 
ABB £VTR400H, 18500 RPM, 630 deg, new CA 510-887-7500 Sierra Equipment 780754 
Allis-Chalmers #27-D, Ro-flo rotary hydrogen gas compressor,350°F discharge,#18327 WV 304-273-0795 JM Industrial LLC 209236 
Ariel #JGC/4, Core Compressor Frame, S/N F-12358 AB 403-309-9250 Collicutt Energy 432870 
Ariel #JGE/2, compressor, s/n F-9997 AB 403-309-9250 Collicutt Energy 363501 
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SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! December 2023 


GAS COMPRESSORS - (55 listings on our website!) DEALER SR ID 
Corken #WD390M9FBAF, process gas reciprocating, 15 HP, S/N CN38641 TX 972-937-3597 CCH Equipment Co 258546 
Falcon, gas compressor, 16.6 cfm, 250 psi, 5 HP CA 530-534-7965 A М King Industries 415978 
FCC wet gas compresor, 23 MMCFD, 78 psig discharge pressure, 3400 HP, unused OK 918-744-5588 Watt Equipment Inc 785626 
Frick #RWB-II-60+, skid mounted fual gas screw compressor,200 HP,345 acfm,1270 scfm IL 847-541-5600 Wabash Power Equip. 261728 
Greenfield #C3T210.3-1H2, 415 scfm, 4500 psig, hydrogen-helium, reciprocating, 200 HP TX 972-937-3597 CCH Equipment Co 258549 
Greenfield #C5T223.13-LC, 244 cfm, 3000 psig, 5 stage, nitrogen, 200 HP TX 972-937-3597 CCH Equipment Co 258550 
Henderson #B-65, reciprocating, 100 cfm, 4500 psig, 50 HP TX 972-937-3597 CCH Equipment Co 258548 
Ingersoll-Rand #HHE, 2HHE-VG-2, fuel gas, 1750 HP motor, unused (2) TX 281-328-2900 L C Mayfield 870148 
Knox Western #Type-65, process-gas reciprocating, 250 psig, 30 HP, S/N 1683 TX 972-937-3597 CCH Equipment Co 258547 
RIX #2DS2BG-1414, 1260 cfm, 255 psig, oxygen, 400 HP, S/N 9925 TX 972-937-3597 CCH Equipment Co 258551 
Vilter #VSG/VSSG, rotary screw Natural Gas compressor ON 289-668-4364 CEM Engineering 379906 
10000 cfm @ 4" S.P., United Air Specialists 45000 cfm Camfil Farr Gold Series #GS-48, 
#SFC-24-3, 24 cartridge, 20 HP, air pulse cartridge dust collector 
Du st Col lecto rs Sch — Mfr: United Air Specialists Mfr: Camfill 
Model:SFC-24-3 Model:GS-48 
Seller: AirTec Systems Inc > Seller: AM Industrial 
Knoxville, TN Brook Park, OH 
Search Dust Collectors on SurplusRecord.com Tel: 507-644-3060 Tel: 216-433-7171 
i е SR ID: 150083 SR ID: 373825 

to view all 850 listings. Price: Call for Price - Price: Call for Price 
DUST COLLECTORS - (850 listings on our website!) DEALER SR ID 
300 cfm ICM #SS-60E, dust collector, 60 sq.ft., 3" inlet dia., 1/2 HP, 10 bag, shaker foot pedal CA 626-444-0311 Sterling Machy Exc 427652 
650 cfm Jet ZDC650M, dust collector, 115/230 V., 1-phase CA 626-444-0311 Sterling Machy Exc 459115 
1250 cfm DSP Monoxivent Kemper #8410004, portable, 1.5 HP, 115 V., 1-phase TN 507-644-3060 AirTec Systems Inc 150079 
2100 cfm GMC Finish Pro ZWDC-2100, wet dust collector, 208-230/460 V., 3-phase, TEFC CA 714-545-0940 Mfr. Solutions 464904 
4500 cfm Micro-Air #CAB8-881 Booth & Backdraft Dust Collector 1250 sq.ft. OH 216-433-7171 AM Industrial 459042 
4500 cfm UAS / Dust Hog ZFFBW Back-Draft Cartridge-type Dust Collector OH 216-433-7171 AM Industrial 459041 
8000 cfm Breco 22-16 Cartridge Dust Collector 4064 sq.ft. OH 216-433-7171 AM Industrial 459039 
9000 cfm Filter-1 Back-to-Back Wet-type Down Draft Table OH 216-433-7171 AM Industrial 459038 
17500 сїт Farr Camfil #GS20L, gold series dust collector system, 20 filters, 13" W.G.S.P, explosive ... OH 419-269-2000 Yoder Brothers 427215 
18000 cfm Donaldson Torit Evolution Series #DFE4-24 Cartridge Dust Collector 6096 sq.ft. OH 216-433-7171 AM Industrial 459032 
20000 cfm Camfil Farr Gold Series #GS-24 Cartridge Dust Collector 7800 sq.ft. OH 216-433-7171 AM Industrial 459030 
20000 cfm Camfil Farr #32D Cartridge Dust Collector 9024 sq.ft. OH 216-433-7171 AM Industrial 459031 
20000 cfm Airex ZDCCH-30 Cartridge Dust Collector 9450 sq.ft. OH 216-433-7171 AM Industrial 459029 
20000 cfm UAS / Dust Hog #SBD-32 Cartridge Dust Collector OH 216-433-7171 AM Industrial 459028 
24000 cfm AAF OptiFlo #5RC40 Cartridge Dust Collector 11000 sq.ft. OH 216-433-7171 AM Industrial 459027 
25000 cfm SLY Stainless Steel #STJ-1717 x 10 Pulse Jet Baghouse 4335 sq.ft. OH 216-433-7171 AM Industrial 459024 
25000 cfm Camfil Farr Gold Series #GS-32 Cartridge Dust Collector 10400 sq.ft. OH 216-433-7171 AM Industrial 459025 
25000 cfm Pauli Systems #RAM-40 Cartridge Dust Collector 12600 sq.ft. OH 216-433-7171 AM Industrial 459026 
30000 cfm Pneumafil #11.5-320-8 Round Baghouse Dust Collector 3255 sq.ft. OH 216-433-7171 AM Industrial 459020 
30000 cfm Donaldson Torit #DFT4-48, cartridge dust collector system,holds 48 cartridge filters OH 216-433-7171 AM Industrial 475578 
AER Control Robo-vent #MS-355-ROBOVENT, Dust Collector, S/N 8488 TX 216-478-6657 HGR Indust Surplus 477303 
Airtrol #196AW10, top bag access dust collector w/walk in plenum,40 HP,1700 RPM,460 V.,3 ph IL 847-750-3339 Alan Ross Machinery 481253 
Bona #Atomic-DCS Trailer, dust containment system, 2002 FL 303-257-9854 Great Danish 475047 
Camfil Farr Gold Series #GS8, dust collector, top mount 20 HP blower, afterfilter, 2011 MT 509-939-1590 FX Solutions 481319 
Grizzly, dust collector, 1 HP, #69346 OH 800-622-4463 Yoder Machinery 468583 
LC Technology #SR-225, stand alone dual soot removal system, 2020 MA 978-621-6645 Seurat 475510 
Plymovent #BM-4, portable dust collector, 2008, #76870 OH 800-622-4463 Yoder Machinery 468468 
Torit Donaldson #DFT4-32, Dust Collector, 40 HP, parts, blower, manual, S/N 1G527385-001 OH 216-478-6657 HGR Indust Surplus 477302 
Wet dust collection down draft bench MN 763-267-9101 Engineered 476004 
PLATE AND FRAME FILTER PRESSES - (153 listings on our website!) DEALER SR ID 
16" Titanium salt cake filter press NJ 609-267-1600 Perry Videx LLC 473589 
24" JWI #630 Filter Press, (22) 24" plates, 19 Cartridges CA 714-612-1480 TNT Industrial 463916 


Eimco Shriver #M1200FB, 115 ton,40.5 cu.ft. holding cap.,716.9 sq.ft. filtering area,27 chambers,100 ... IL 847-427-3333 


Evaporators ° Filters * Flakers 


Look for us on the Internet! ó www.plantexequip.com 
Call or E-mail for a FREE copy of our latest Equipment Catalog! 


Perfection Machy 469709 


EQUIPMENT CORPORATION 715 N 2" Street, Alvin, TX 77511 • Tel: 713-723-9181 * Fax: 713-723-9048 • E-mail: sales@plantexequip.com 


McLanahan, 2000 mm, 180 Plates, 2014 WI 800-992-4525 Reclaim Source Corp 480291 
Netzsch, 1450mm X 1450mm, Diaphragm Chamber Filter Press AZ 800-992-4525 Reclaim Source Corp 480292 
Outotec Larox #PF15-30/35, filter press,12 filter plates,control panel,unused WA 360-734-1046 D'Angelo Int'l 470316 
HEAT EXCHANGERS, CARBON STEEL SHELL-STAINLESS STEEL TUBES - (81 listings on our website!) DEALER SR ID 
150 sq.ft., 200 psi shell, Waner, 175 psi tubes,1 pass shell,304L S/S tubes, 41271998 TX 713-723-9181 Plantex Equipment 966137 
458 sq.ft., 100 psi shell, Doyle & Roth,vert exchanger,2"tube,2'6" shell dia.,350°F,'98 LA 281-471-4900 Louisiana Chemical 377560 
838 sq.ft., 150 psi shell, Beaumont Machine Beaumont, 150 psi tubes, АЕТ, horizontal,1 pass C/S ... TX 713-723-9181 Plantex Equipment 336220 
1250 sq.ft., 500 psi, Ohmstede, S/S Heat Exchange, 480 psi tube, 500 °F, 2014 , #113867 LA 281-471-4900 Louisiana Chemical 385797 
4364 sq.ft., 75 psi,575 psi S/T,SA203 to SA300(3-1/2 Ni),BJM,size 42-4423-30 TX 281-328-2900 L C Mayfield 606041 
7062 sq.ft., 60 psi/FV shell, Heat Transfer Systems, 75 psi/FV tubes, BEM, vertical, 1 pass Carbon ... TX 713-723-9181 Plantex Equipment 336222 
PLATE AND FRAME HEAT EXCHANGERS - (245 listings on our website!) DEALER SR ID 
14.30 sq.ft., Alfa-Laval Heat Exchanger WI 920-361-5208 AIS, LLC 365697 
25 sq.ft., Alfa-Laval #M6, Heat Exchanger WI 920-361-5208 AIS, LLC 365702 
28 sq.ft., Alfa-Laval #M6-FG, Heat Exchanger, 150 psi € 150 WI 920-361-5208 AIS, LLC 365703 
28 sq.ft., Alfa-Laval #M6-FG, Heat Exchanger, 150 psi € 150, 74 mm WI 920-361-5208 AIS, LLC 365704 
33 sq.ft., Alfa-Laval #M10, Heat Exchanger WI 920-361-5208 AIS, LLC 365698 
37 sq.ft., Alfa-Laval #M10, Heat Exchanger WI 920-361-5208 AIS, LLC 365699 
39 sq.ft., Alfa-Laval, M6-MFG heat exchanger, w/28.6 mm, PL 18100 psi € 212 WI 920-361-5208 AIS, LLC 365706 
54 sq.ft., Alfa-Laval, M10, heat exchanger WI 920-361-5208 AIS, LLC 365700 
85 sq.ft., Alfa-Laval, M10, heat exchanger WI 920-361-5208 AIS, LLC 365701 
1407 sq.ft., APV ZSR9MGS12, plate & frame heat exchanger, 100 psi, 1996 IN 812-592-4698 Metal Logics Inc 476959 
Schmidt Bretten #Sigma 017, Plate Heat Exchanger, Part #4-017-GBE-013-001 WI 920-361-5208 AIS, LLC 374185 
Schmidt Bretten #Sigma 017, Plate Heat Exchanger, Part #4-017-GBN-009-00 WI 920-361-5208 AIS, LLC 374186 
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HEAT EXCHANGERS, STAINLESS STEEL SHELL-STAINLESS STEEL TUBES - (91 listings on our website) DEALER SR ID 
440 sq.ft., 150 psi/fv, Ward Tank & Heat Exchanger Corp, unused surplus heat exchanger TX 713-991-7843 Midwest Steel Co 247134 
700 sq.ft., 150 psi shell, 150 psi tubes, Lewis, BEM, horizontal, 1 pass 304L SS shell, 6 pass 304L ... TX 713-723-9181 Plantex Equipment 336223 
4480 sq.ft., 350 psi shell, 230 psi tube, gas/gas, BES, 3/4" 3.5% Nl.steel OK 918-744-5588 Watt Equipment Inc 044106 
5680 sq.ft., 350 psi shell, 230 psi tube, gas/gas (BEM), 3/4" 3.5 Nl.steel OK 918-744-5588 Watt Equipment Inc 044104 
1015 psi shell, 261 psi, TMCI Padovan-Chemtech #317-A1PM,scrape surface exchanger KY 502-778-3883 Special Projects 257319 
PLANETARY MIXERS AND BLENDERS - (83 listings on our website!) DEALER SR ID 
2 gal. Ross #PD-2, high shear planetary industrial mixer ON 519-857-5532 Archem Process 432745 
4 gal. Scott Turbon, double planetary mixer ON 519-857-5532 Archem Process 330527 
10 gal. Ross Powermix, PD-10 gallon high-shear planetary mixer, refurbished ON 519-857-5532 Archem Process 423658 
10 gal. Ross #HDM-10, double planetary industrial mixer, non-vacuum MI 519-857-5532 Archem Process 432746 
40 gal. Custom ZDPM-40, new double planetary mixer, 2023 Мехісб19-857-5532 Агсһет Ргосеѕѕ 439561 
Charles Ross #LDM-2 Міхег TN 865-705-0416 Bridges Elk Valley 435295 
Ross £DPM-1/2 mixers, tank or mix can only w/optional discharge press for Charles Ross & Son Co 1/2... ON 519-857-5532 Archem Process 426072 


^ Littleford Plow Mixer, 3000 liter Littleford #600D, 600 liter plow mixer with 
Mixers-Blenders, Mfr: Littleford choppers 


PI OW Model: Mfr: Littleford 


Seller: Locate It Direct f ; Model:600D 
Piscataway, NJ - Seller: Locate It Direct 
- Tel: 732-300-0517 š NJ 
Search Plow Mixers on SurplusRecord.com to SR ID: 284807 Tel: 732-300-0517 
, GAR Price: $260,000 SR ID: 432489 
view all 60 listings. | Price: Call for Price 


PLOW MIXERS AND BLENDERS - (60 listings on our website!) DEALER SR ID 
Littleford #FKM-600, 600 liter, C/W spare parts, Stainless Steel, vacuum, jacket ON 519-857-5532 Archem Process 604913 
Littleford Plow Mixer, 600 liter NJ 732-300-0517 Locate It Direct 389309 
RIBBON MIXERS AND BLENDERS - (176 listings on our website) DEALER SR ID 
20 cu.ft. Robinson Mill Builders, double ribbon blender,size 4,Stainless Steel ribbon,carbon steel ... OH 440-276-3052 Ingalls Process 469596 
35 cu.ft. J.H. Day, Stainless Steel double ribbon blender w/dimple jacketed trough NJ 609-267-1600 Perry Videx LLC 446086 
50 cu.ft. Carbon steel double ribbon blender, closed top, 12"W x 17"L end discharge KY 502-778-3883 Special Projects 456161 
100 cu.ft. Stainless Steel ribbon blender, 43" dia x 120"long chamber,15 HP,center bottom discharge NJ 609-267-1600 Perry Videx LLC 443436 
150 cu.ft. Lowe #C155 H Duty, 304 S/S double ribbon blender,non-jacketed,1988 NJ 609-267-1600 Perry Videx LLC 463884 
150 cu.ft. Stainless Steel dbl ribbon blender w/non-jacketed trough,center bottom outlet NJ 609-267-1600 Perry Videx LLC 446083 
300 cu.ft. Sprout Waldron, Stainless Steel dbl ribbon blender w/non-jacketed trough,50 HP NJ 609-267-1600 Perry Videx LLC 446081 
А à 40 cu.ft. Gemco V blender with Gemco Matic 50 cu.ft. Patterson-Kelley, Stainless Steel twin 
Mixers-Blenders, 4 powder transfer system shell blender, 5 HP, pedestal stand 
H r zx Mfr: Gemco ; Mfr: Patterson 
Twin Shell SA Models Model: 
E Seller: Locate It Direct Seller: Perry Videx LLC 
n < NJ NJ 
Search Twin Shell Mixer on SurplusRecord.com 5 Tel: 732-300-0517 \ Tel: 609-267-1600 
i ich . SR ID: 427416 Е ч SR ID: 373750 
їо view all 130 listings. Price: $95,000 ab. СЁ Price: Call for Price 
TWIN SHELL (V-TYPE) MIXERS AND BLENDERS - (130 listings on our website!) DEALER SR ID 
1 cu.ft. Patterson-Kelley, Stainless Steel V-blender NJ 609-267-1600 Perry Videx LLC 460919 
1 cu.ft. to 150 cu.ft, V-blender, new NJ 732-300-0517 Locate It Direct 423633 
10 cu.ft. Patterson-Kelley, Stainless Steel twin shell V blender with intensifer bar NY 631-244-7979 Wohl Associates Inc 320688 
20 cu.ft. Patterson, V-Blender NJ 732-300-0517 Locate It Direct 439545 
PULVERIZERS AND HAMMERMILLS - (246 listings on our website!) DEALER SR ID 
Bauer, 36" dia. Disc Mill, 250 HP, Bliss, Jacobson, Sprout Mills KS 316-283-9602 Continental-Agra 480339 
Jacobson £P-240D Ajacs/Commander hammermill, 20 HP 1А 563-263-5549 Reynolds Engr 348823 
Jeffrey #PUL, 15 x 28 swing hammer pulverizer, 15 HP, 3520 RPM, 3 ph OH 440-942-3003 Equipment Recovery 472950 
Sprout Waldron #3812, Hammer Mill,75 HP,C/S,38" dia x 12" W grinding chamber OH 216-478-6657 HGR Indust Surplus 478841 
Williams #40TF, shredder 1А 563-263-5549 Reynolds Engr 348955 
REACTORS - (469 listings on our website!) DEALER SR ID 
100 gal. Pfaudler, jacketed Stainless Steel reactor,32" OD x 36"deep,55/60 psi,1980 NJ 609-267-1600 Perry Videx LLC 441027 


100 gal. Solinox, Stainless Steel reactor,PFA lined,flat bolted top,dished bottom,2006 NJ 609-267-1600 Perry Videx LLC 426694 


PLANT DISMANTLING - LARGE INVENTORY OF PROCESS EQUIPMENT 


| * Air Fin Coolers * Heat Exchangers * Pumps * Vessels 

£ * Blowers e Heaters * Reciprocating Compressors * Miscellaneous 

222 * Columns * Motors * Centrifugal Compressors 

mIioLULIESTL * Gear Boxes * Surplus Process Units * Steam Turbines 
TEEL See Current Inventory on our Website @ www.midwest-steel.com 
9825 Moers Rd. * Houston, TX 77075 * 713-991-7843 * Fax: 713-991-4745 

Autoclave Engineers #1L, 25000 psi € 700*F, jacket, Stainless Steel, new ON 519-857-5532 Archem Process 922860 
IKA £LR-1000C-S098, reactor, 115 V., 50/60 Hz NC 919-612-7207 L E I Group Llc 471604 
SCREENS AND SIFTERS - (323 listings on our website!) DEALER SR ID 
2" Nord trommel screen, 15 HP motor, new guide wheels IL 847-750-3339 Alan Ross Machinery 441575 
18" x 10' Cardwell Machine Co #\/С11659, S/S Two Deck Screener Conveyor, 2 Decks, 30" х 93" base area ... WV 304-273-0795 JM Industrial LLC 460362 
55" Albany Engineered Systems #Gravity-Strainer, Stainless Steel PA 215-664-6016 Global Equipment 222075 
7' x 20' Cedar Rapids, dual screen 3-deck, mobile 4-axle chassis, horiz screens WA 360-734-1046 D'Angelo Int'l 443383 
10' x 12' Rader disc scalping screen, 10 shafts w/self cleaning disc,7.5 HP WA 360-864-2800 Machinery Scene 429996 
Ahlstrom #F4, pressure screen, Stainless Steel body, lid, rotor & screen with motor NJ 609-267-1600 Perry Videx LLC 473591 
Bird #200 Omniscreen, 316 S/S PA 215-664-6016 Global Equipment 222148 
Ingersol-Rand Bird Centriscreen #14A, serial #4682L PA 215-664-6016 Global Equipment 390427 
Lippmann £LS520, 3-Deck Track-Mounted Screening Plant, like new condition, 2022 WA 360-734-1046 D'Angelo Int'l 426645 
Pulmac Masterscreen #MS-134, low consistency screening device, 2021 PA 215-664-6016 Global Equipment 463635 
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PRESSURIZED CARBON STEEL ТАМК$ - (161 listings on our website!) 
15 gal. 4000 psig, 10" x 68", Cameron, ASME, (6) 

35 gal. 7340 psig, 18" x 5'11", Perry, ASME 

105 gal. 3000 psig, 36" x sphere, Valvcon, ASME, NB 

109 gal. 9240 psig, 12" x 32', CPI, ASME 

390 gal. 50"D x 46"H, Carbon Steel jacketed tank 

5200 gal. 9'dia. x 12'high, Vertical Winbco tank, cone top, sloped bottom, 2015 
6000 gal. 100 psi, 8'dia. x 15'6"length, Moorehead Mach., U-stp, 1961 

7000 gal. 1000 psi, 7'dia. x 28'2"length, Gulf States, U-stp, 1984 


972-937-3597 
972-937-3597 
972-937-3597 
972-937-3597 
252-338-4705 
609-267-1600 
972-937-3597 
972-937-3597 


December 2023 


DEALER 

CCH Equipment Co 
CCH Equipment Co 
CCH Equipment Co 
CCH Equipment Co 
Hockmeyer Equipment 
Perry Videx LLC 
CCH Equipment Co 
CCH Equipment Co 


WE BUY & SELL LARGE PROPANE & BUTANE TANKS 


Gas Corporation of America - 940-723-6015 - gascorp wf.net • www.gas-corp.com 


— GAS CORPORATION 
OF AMERICA 


30000 gal. Macaljon, Carbon Steel vertical storage tanks, 2000 (4) available 

40200 gal. 495 psi, 10'11" dia. x 56'3"length, Pittsburgh Desmoines, U-stp, 1962 
72000 gal. 496 psi, 12'6" dia. x 77'2"length, AMF Beaird, U-stp, oxygen clean, 1965 
50 psig, 114" dia. x 26'length, H-FCC feed surge drum 

55 psig, 66" dia. x 27'length, H-Orifice chamber 

60 psig, 114" dia. x 26'length, H-Main column receiver 

75 psi, 4' x 20',500mmbtu heater treater,ASME code,API fire tube,gaged ladder,(8) 


300 gallon Van-vetter, Bulk Milk Tank w/agitator, 


Tanks (Vessels), S/S 3-A tank, 43" W x 72" L x 27" ... 


Stainless Steel = | ыы Moge; т 9096 


Seller: JM Industrial LLC 
Millwood, WV 
304-273-0795 


Search Tanks on SurplusRecord.com to view all Tel: 


1119 listings. Price: $5,000 


STAINLESS STEEL TANKS AND VESSELS - (7, 119 listings on our website!) 

200 gal. Stainless Steel, bottom agitated feeder tank, 1/2 HP, 1 phase 

300 gallon Van-vetter Inc., S/S Bulk Milk Tank w/agitator, 43" W x 72" L x 27" depth tank, 1/6 HP, 36... 
400 gal. Lee #250U, Stainless Steel jacketed mix tank,48" dia. x 55"straight side,100 psi 

400 gal. Lee #2500, Stainless Steel jacketed mix tank,48" dia. x 55" straight side,125 psi,1999 

400 gal. Lee Tri-mix tank, triple motion, jacketed, 2019, new never used 

528 gallon Food & BioTech, Stainless Sanitary Jacketed Insulated Mix Tank w/Agitator, 59" inside ... 
528 gallon Food & Biotech, Stainless Sanitary Jacketed Insulated Mix Tank w/ Agitator, 59" x 51" ... 
600 gallon Van-vetter, Dairy Bulk Milk Tank w/agitator, S/S 3-A tank, 48" W x 96" L x 35" depth tank ... 
725 gal. Stainless Steel mixing tank, 1.5 HP, 1725 RPM, 3 Ph. 

1000 gal. Langsenkamp #4941, Stainless Steel jacketed vertical tank 

1900 gal. 130 psig @ 120°F, 60"I.D., 11'-8" T/T, C.S. w/304 type Stainless cladding(3) 

2000 liter IKA, jacketed triple mixing tank 

2200 gallon Superior Welding Fab., S/S Dimple Jacketed Tank w/Agitator, 78" dia. х 102" straight side ... 
3000 gal. Ghidi Metalli, Stainless Steel jacketed tank,84"dia. x 120"straight side,2017 

8400 gal. 316LSS, 1 psi, 144" x 120", flat bottom, vertical. 41272179 

9000 liter, Airplan Jacketed Mixing Tank 

20000 gal. Vertical AC Tank, 11'x28', 3"lines,float gauge,2'manhole,lifting eyes (2) 

20000 gal. Direct fired A.C. tanks,skid mounted,light coking w/scavenger coils (2) 

25000 gal. 304SS clad, 13' x 20', conical bottom, vertical on legs, #1272569 (3) 

30000 gal. Gencor, portable split compartment AC tank,(2) 15000 gal nominal cap.,1998 

FSI Stainless Steel 4-Bag Filter Vessel FSPN-800-304SS, 100 psi, 2003 

FSI Stainless Steel 10-Bag Filter Vessel FSPN-2506-304SS 

FSI Stainless Steel 6-Bag Filter Vessel FSPN-1100-316SS 

Stainless Steel Zinc Sludge Settling Tower 


VIBRATORY FINISHERS - (92 listings on our website!) 

3 cu.ft. Sweco #Vibro-Energy-FMD-3LR, vibratory finishing mill,long radius model,auto internal ... 
4 cu.ft. Sweco #4FM, vibratory finishing bowl, internal seperation, 240/440 V., 3-phase, 10" x 10" ... 
4 cu.ft. Vibe Tech, vibratory finishing bowl, 240 V., 3-phase, internal separation 

10 cu.ft. Sweco Vibro-Energy #FM-10-7, vibratory finishing mill,24"straight part Igth,2.5 HP 

Torex #TG 299, vibratory tumbler 


CNC Grinders 


CNC CREEP FEED GRINDERS - (8 listings on our website) 

Blohm #Planomat-408, 3"W x 15.75"D Whl, 15" x 31" ТЫ, 10 HP, 8" Koma 4th, '00 (2) 
Blohm #Planomat-408, 3"W x 15.75"D Whl, 15" x 31" ТЫ, 10 HP, 8" Koma 4th, '97 (2) 
Campbell #800A Series, 6"W x 20" dia whl, 32" x 24" 2-pos tbl, 60 HP, SBS, 2018 
Magerle MFP 51, CNC Grinder, High Precision, 68 tool ATC, 2022, never used 


CNC HORIZONTAL SPINDLE SURFACE GRINDERS - (46 listings on our website) 
23.62" x 31.54" Blohm Planomat #608, creep feed surface grinder,coolant sys,'03,#18416 

24" x 60" Chevalier #FSG-2460, CNC Fanuc, 24"W x 60"L, horiz.,15 HP, under power 

24" x 120" Elb #SWDE30MCNC82, CNC surface grinder,column type,1982,reworked 2002 


CNC TOOL AND CUTTER GRINDERS - (38 listings on our website!) 

Kirner #K360HS, fully auto 9-Axis CNC tool grinder,Siemens 840D,robotic loading system,2017 
Rolleri #Up-Grind, automatic tool grinder, 6.3"tool, 7.87" dia. wheel, 2021 

Rollmatic #CNC-148-P4, CNC Grinder, S/N 4937, 2005 


GENERAL EQUIPMENT 


We Buy Gas Plant Equipment such as Storage Tanks, 
Separators, Gas Sweeteners, Towers, and Gas Plants. 


We Prefer High Pressure and Large Storage Tanks 
12,000+ Gallons and 250PSI and Greater. 


305-763-8096 
972-937-3597 
972-937-3597 
918-744-5588 
918-744-5588 
918-744-5588 
337-608-8530 


SRID 
258500 
258501 
258522 
258506 
396965 
306564 
264349 
264350 


800-762-6015 
940-723-6015 


Rider Opportunity 
CCH Equipment Co 
CCH Equipment Co 
Watt Equipment Inc 
Watt Equipment Inc 
Watt Equipment Inc 
Certum Elite 


388102 
264351 
264352 
396387 
396386 
396388 
136953 


3000 gal. Criveller, Stainless Steel tank, side 
bottom manway, mounted on 4 legs ... 


IL 
IL 
IL 
CA 


PA 
OH 
PA 


GA 
GA 
OH 


440-942-3003 
304-273-0795 
609-267-1600 
609-267-1600 
732-300-0517 
304-273-0795 
304-273-0795 
304-273-0795 
440-942-3003 
440-942-3003 
281-328-2900 
732-300-0517 
304-273-0795 
609-267-1600 
713-723-9181 
732-300-0517 
615-494-1210 
615-494-1210 
713-723-9181 
615-494-1210 
920-361-5208 
920-361-5208 
920-361-5208 
920-361-5208 


513-771-2111 
860-484-4449 
860-484-4449 
513-771-2111 
800-289-3519 


847-276-2761 
847-276-2761 
847-276-2761 
805-766-5733 


717-846-2600 
419-824-9848 
717-846-2600 


770-621-0495 
770-934-6500 
216-478-6657 


Mfr: Criveller 
Model: 


Seller: Perry Videx LLC 
Hainesport, NJ 


Tel: 609-267-1600 
SR ID: 450699 
Price: Call for Price 


DEALER 
Equipment Recovery 
JM Industrial LLC 
Perry Videx LLC 
Perry Videx LLC 
Locate It Direct 

JM Industrial LLC 
JM Industrial LLC 
JM Industrial LLC 
Equipment Recovery 
Equipment Recovery 
L C Mayfield 

Locate It Direct 

JM Industrial LLC 
Perry Videx LLC 
Plantex Eduipment 
Locate It Direct 
Aggregate Systems 
Aggregate Systems 
Plantex Equipment 
Aggregate Systems 
AIS, LLC 

AIS, LLC 

AIS, LLC 

AIS, LLC 


DEALER 

Great American Eqpt 
Global Machine 
Global Machine 
Great American Eqpt 
Midstate Machinery 


DEALER 
Liberty Machinery 
Liberty Machinery 
Liberty Machinery 
Van Aliso 


DEALER 
Hildebrand Machy 
AMM Industries, LLC 
Hildebrand Machy 


DEALER 
Equipment Hub 
MacLean Machinery 
HGR Indust Surplus 


SR ID 
463837 
460364 
463894 
463896 
471312 
448059 
454571 
454573 
472953 
472951 
870146 
446038 
460363 
463885 
966817 
387618 
175943 
254451 
336997 
254468 
372945 
367010 
367011 
374191 


SRID 
477357 
474593 
474598 
477358 
471211 


SR ID 
416034 
416035 
436953 
461543 


SR ID 
067508 
074973 
177136 


SR ID 
471565 
241124 
477292 
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Mazak #M5, CNC lathe, X: 22", Z: 80.91", W: 
CNC Lathes, ^ 6.12", 24" max turn 


Combination, ДЕ WM Ш Mfr: Mazak 
Y i! S 55 Model:M5 
Turning Centers ett daa Seller: Hilco Global Mexico 


Search CNC Lathes on SurplusRecord.com to ] Tel: 452-155-1451-7028 


view all 1883 listings. Pies: Call for Price 


Amada #S10, CNC lathes, sgl spdl., dual turret, Haas #DS-30SS, CNC lathe, 
12.2" sw,6" chk,10.63"cc, 7-Axis, Fanuc ... 31.75" sw,2.44" bore,16" dia., 26.11" Igth, bar 


TIEN Mt: Amada feeder, sub ... 
: Model:S10 Mfr: Haas 
Seller: Machnet А 77 Model:DS-30SS 
Santa Monica, CA CG A Seller: Prime Machinery Inc 
Tel: 310-909-2020 Huntington, NY 
SR ID: 469022 Tel: 516-922-7977 
Price: Call for Price SR ID: 397513 


Price: $84,500 


CNC LATHES AND TURNING CENTERS - (7,883 listings on our website!) 
Amera-Seiki #S-36L, 18" chk,5.9" bar,1000rpm,30.7" swg,19.6turn,47.2cc,10tools,F-OiTF 
American, Fanuc OT-C,49.5" swing,4025/30 x 108" ,threading,7.5"tailstock,boring bar 
Atrump #1440NC, CNC lathe, 14" swing x 40"centers, toolroom flat bed style 
Bridgeport Romi #EZ-Path-11SD, 19.69" swing,9.92" SOCS,2-9/16"hole thru spndle,1999 
Bridgeport Romi #EZ-Path-ll-S, CNC lathe,19.69" swg,9.92" SOCS,2-9/16"hole thur spdl,1998 

Cincinnati #Cinturn-15UX80, Fanuc,3-jaw 15"chk,4" hole,80" cc,tlstk,remfr w/1 yr warr. 

Cincinnati ZCinturn-18S, 24" swg x 166" ,15"сһк,75 HP,7 tool,tailstock,Fanuc,remfg'16 

Cincinnati #Cinturn-28U, Fanuc CNC,3-jaw 18"chk,10"hole,100"cc,tlstk,remfr,1 уг warr 

Citizen Miyano #BNX-51MSY, twin spindle CNC turning center,chip conveyor,mist collector,2021 

Doosan Puma #2100Y, CNC turning center, 30.7" sw, collet chk, 2.6" bar, 24" cc,16" dia., 20.5" Igth ... 

Doosan Lynx #220A, CNC turning center w/tool presetter,20.1" swing,high pressure CTS,2013 

Doosan Lynx #220C, CNC lathe,2.6" bar,12.6" turning dia,tlstk,live tlg,Fanuc | Series,'08 

Doosan Lynx #2100LYB, 23.6" sw,8" chk,3" bar,24" cc, Fanuc І, chip conv., barfeed interface, 2022 

Daewoo Puma #8HC-3A, 26.8" sw,8" chk,2"bar, Fanuc 16T, 4k RPM, 12 tools, 20 HP, live tool, chip conv. ... 
Daewoo Puma £10, 22.8" sw. over bed, 13.8" sw. over carriage, Fanuc 10T, 10" 3 jaw hyd.,20 HP 3150 ... 
Daewoo Puma #240L, CNC 2-Axis turning machine,Fanuc 21iTB,22.4" swing,2.99" bar,2004 

Daewoo Puma #240MSB, CNC lathe, 21.7" sw,8" chk,3-jaw,2.5" bar,32.3" cc,11.4" dia.,20.2"lgth, A2-6, Fanuc ... 
Daewoo Doosan Puma #250B, CNC lathe,Fanuc 18T,22.4" swing,10" chuck,tailstock,1997 

Doosan Puma #300C, CNC lathes, 23.2" sw,12" chk,4" bar,24.7" cc, 12" dia.,22.2" lgth, Fanuc I, bar feed ... 
Doosan Puma #300C, 23.2" sw,12" chk,4" bar,Fanuc i Series Ctrl,tlstk,tool presetter,2011 

Daewoo Doosan Puma £300C, CNC turning center, 15"chk, 4.5" bore, A2-11 spdl., 12 turret, Fanuc ... 
Doosan Рита £800LII, 39.4" sw,32" chk,4-jaw,12.6" bore,31.5" dia.,126"Igth, A1-20, Fanuc 32IB, 2020 

Doosan Puma #2100Y, 30.7" sw,8" chk,6" bar,28.35" cc, 15.9" dia.,20.47"Igth, A2-6, Fanuc І, chip conv. ... 
Doosan Puma #2100Y, 3-Axis CNC turning center,Fanuc i Series,live tooling, C&Y-Axis,2012 

Daewoo Puma #2500SY, CNC turning center,live milling,full C-Axis on main & sub-spindle,SMW Spacesaver ... 
Doosan Puma #2600SY-II, CNC lathe,30.7" sw,10" chk,3" bar,14.8" cut dia,29.9" cut Igth,2018 

Doosan Puma #5100B, 24" chuck,40.6" cc,6.5" bar,1500 RPM,60 HP,Doosan i plus,new 2023 

Doosan Рита #GT3100LM, 15"chuck,28.3" swing,49"cc,live-milling,C-Axis,Fanuc i plus,2023 

Doosan Puma #TT1800SY, twin spindle/twin turret CNC lathe,5-Axis,9" swg,2.6"bar,2007 

Doosan Puma #TT1800SY, CNC lathe, twin spdl / turret, 9.1" sw,8" chk,2.6" bar,27.6" cc, A2-6, 8-Axis ... 
Doosan Puma #TT1800SY, CNC lathe, twin spdl / turret, 9.1" sw,8" chk,2.6" bar,27.6" cc, A2-6, 8-Axis ... 
Doosan #5700, 35.8" swg,72.8" cc,27.5" dia/68" Igth,4.6" bar,1500 RPM,12 sta.,pwr chk,'06 

Dainichi #DLX75Bx300, CNC lathe,2-Axis,Fanuc 31iB,29.5" swg,4-jaw 24" chk,118.1"cc,tlstk 

DMG Mori #MT-2000SZ, CNC lathe,FS-18ITB (MAPPS),CAPS-L,Kitagawa chuck,2002 

DMG Mori #NLX-2500SY/700, Live Tool CNC Turning Center, 2018 

DMG Mori #NLX-2500Y, 36.4" sw,10" chk,3" bar,14.4" dia.,27.7"Igth, M730BM, tool presetter, 2013 

DMG Mori ZNLX-6000BY/2000, milti-tasking CNC lathe, 53.5" sw,24"chk,4.6" bore, A2-15, 12 turret, Celos ... 
DMG Mori #NTX-1000, multi-axis CNC turning center, 17.7" sw,2"bar,41.3" cc,16.9"dia.,31.4" Igth, A2-6 ... 
Emco £A6B, compact 5 CNC lathe, 5" swing, 12"centers, tooling included, excellent, $2600 


Akira-Seiki #SL20, CNC 
lathe,17.7" sw,6.5" chk,1.8"bar,14" cc,Fanuc Oi- 
TF,like new,2022 


Mfr: Akira-Seiki 

Model:SL20 

Seller: Machinery Source 
Belvidere, IL 

Tel: 815-547-0990 

SR ID: 461288 

Price: Call for Price 


Haas #ST-20, CNC Turning center, 
31.75" sw,8.3" chk,2" bar,Haas CNC Ctrl,2015 


Mfr: Haas 

Model:ST-20 

Seller: Southern Fab Machy 
Lithia, FL 

Tel: 813-444-4555 

SR ID: 436655 

Price: Call for Price 


DEALER SR ID 
TX 832-234-5960 Amera-Seiki Corp. 867853 
CT 860-202-8550 MBI Worldwide LLC 197431 
OH 614-255-9000 Worldwide Machine 385337 
MI 586-756-8855 JMC Machy Sales 474377 
MI 248-685-7879 R & J Machy Sales 443981 
OK 405-745-6644 Daniluk Corp 707082 
OK 405-745-6644 Daniluk Corp 893793 
OK 405-745-6644 Daniluk Corp 828092 
MN 763-710-5160 Source Machy Sales 473652 
CA 909-919-9600 MachineStation 480382 
MN 952-933-6755 Naab Sales Corp 470849 
OH 419-824-9848 AMM Industries, LLC 399538 
IL 847-669-9781 Used CNC LLC 474510 
SC 803-548-8000 Champion Machinery 478733 
TX 281-376-8950 HTR Global Inc. 412441 
IL 847-673-0556 Adams Machinery Co 472018 
NJ 973-497-7540 Machinery Values 472669 
WI 262-548-6080 WI Metalworking 456608 
CA 310-909-2020 Machnet 469024 
MD 410-252-5494 Clark Machy Sales 461398 
CA 909-919-9600 MachineStation 467880 
IL 847-669-9781 Used CNC LLC 471257 
IL 847-669-9781 Used CNC LLC 474909 
IL 847-537-7700 CNC Exchange 478725 
MN 763-745-1166 Machinesused.com 465486 
MD 410-252-5494 Clark Machy Sales 470817 
NY 631-586-5252 Pride Machinery 394034 
NY 631-586-5252 Pride Machinery 481555 
IL 847-275-5014 520 Machinery Sales 351446 
MI 248-426-5555 Tramar Industries 468400 
MI 248-426-5555 Tramar Industries 468401 
MI — 248-680-1000 Gibbs Industries 890654 
IL 847-571-0523 Blackout Equipment 419905 
CA 424-216-8555 Used Machine Tool 445886 
OH 937-278-7337 Advanced Jones Mchy 475343 
IL — 847-669-9781 Used CNC LLC 455743 
KY 502-219-7311 Machinery Central 472880 
CA 909-919-9600 MachineStation 470219 


MO 573-334-3828 SE Missouri Machine 237467 


Visit Us At www.PrimeMach.com 


“Your Boring Mill Authority” Call STEVE BRENNER at PRIME Machinery Inc. 


E, GE DEER SS Rm THIS MONTHS FEATURED MACHINES 
Gw a T T = * KITAMURA MYCENTER-HX250G CNC HORIZONTAL MACHINING CENTER, 


[| ri 11/1— 2013, 15,000 RPM, CTS, FULL 4TH AXIS, STOCK #68721 


* DOOSAN HP4000 Il HORIZONTAL MACHINING CENTER, 2014, 14,000 RPM, 


Machinery, Inc. FULL 4TH, CTS, 80 ATC, 23.6" X, 22" Y, 23.67, STOCK #68822 
PRIME MACHINERY, INC. * BROTHER TC-32BN QT (WITH TWO-FACE PALLET CHANGER) 5-AXIS CNC DRILL 


7 High St., Unit 214 


& TAP CENTER WITH NACHI ROBOT - NEW: 2016 (2 AVAILABLE), STOCK 768726 
* HAAS MODEL: UMC-500SS 5-AXIS CNC VERTICAL MACHINING CENTER, 


уо NY 11743 30 АТС, CTS - 24”Х, 16" Y, 16"Z, NEW: 12/2020, STOCK #68719 
Tel: 516-922-7977 * Fax: 516-922-9691 e www.primemach.com e Email: sales ? primemach.com 


Emco PC #Turn-55, benchtop lathe 

Fryer #ET-40, CNC lathe, 40" sw,40" chk,4-jaw,6.15"hole,80" cc, A2-11, Siemens 2200 ctrl, S/R, 2019 
Fryer #Easy-Turn-21, CNC lathe,Fryer Touch 2000,2-Axis,21"swg,12"chk,3.4"bar, 1999 

Ganesh #GTW-3060, CNC lathe,30" sw,22"turning dia,Fanuc Oi-TF,8 station tool turret 

Gildemeister #CTX-320, linear CNC lathe, 15.74" sw,8" chk,1.96"bar,23.6"cc, 12 turret, Fanuc 180i ... 
Goratu #Geminis-GT7-G4-1600x5000, CNC lathe,63" swg,48" chk,4-jaw,6.37" bar,157.48" cc,4-Axis,Fanuc ... 
Haas #DS-30SSY, CNC lathe, 31.75" sw,8.3" chk,2" bar,16" dia., 23" Igth, A2-5, live tool, 2011 

Haas #DS-30SSY, CNC turning center, 8.3" chk,3-jaw,2" bar, A2-5, 4800 RPM, 30 HP, Y-Axis, sub-spdl. ... 
Haas #DS-30Y, dual spindle CNC lathe with Y-Axis, 3"bar, 10" chuck, 33" btwn centers, 2011 

Haas #SL-10, CNC lathe,16.25" sw,6" chk,1.75"bar,11"cut dia, Haas Servo Bar 300,2004 

Haas #SL-10T, CNC turning center, 6" chuck, bar feed, tailstock, 1998 
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MA 918-813-0357 CrossOcean Trading 477363 
NJ 973-497-7540 Machinery Values 476446 
IL — 847-275-5014 520 Machinery Sales 351462 
FL 813-444-4555 Southern Fab Machy 470348 
NJ 973-497-7540 Machinery Values 463712 
MI 248-426-5555 Tramar Industries 468398 
NJ 973-497-7600 Machinery Values 448200 
NY 516-922-7977 Prime Machinery Inc 461691 
CA 805-525-2171 Turners Machinery 455233 
MD 410-252-5494 Clark Machy Sales 470814 
MI — 586-754-9200 Allied Machinery Co 475500 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


CNC LATHES AND TURNING CENTERS - (1,883 listings on our website!) 

Haas #SL-20, CNC lathe,23"sw,8"chk,10.3"turning dia,20"turning lgth,tlstk, Haas Ctrl,'05 

Haas #SL-20T, CNC turning center,Cold Fire CNC ctrl,23" swing,8" chuck,2" bar,30 HP,2007 

Haas #SL-20T, CNC Turning Center, Bi chk,2"bar,10.3" cutting dia,19"turning Igth,2002 

Haas #SL-30L, CNC turning center, 30" sw,10" chk,3" bar,60" cc,17"dia.,60"lgth, 30 HP, 3400 RPM, S/R ... 
Haas #SL-30TB, 4" spindle bore,11.3"X,34"Z,A2-8 taper,40 HP,12-pos. turret,2001 

Haas #SL-30TL, CNC lathe, 30" sw,10" chk,3" bar,60"cc, 12 turret, A2-6, tlstk, chip conv., 2007 

Haas #ST-15, CNC,16.5"sw,8.3"chk,2.5"bar,12"cut dia,16"cut Igth,tlstk,chip conv,2018 

Haas #ST-15, CNC lathe,16.5"swing,2.5"bar,12"cutting dia,16" cutting Igth,hyd tlstk,2018 

Haas #ST-20Y, CNC lathes, 21"sw,8.3"chk,2.5"bar, 24 turret, rigid tap, tIstk, 2019 

Haas #ST-20Y, CNC lathe,31-3/4" sw,12"turn dia,21"turn Igth,Next Gen Ctrl,'21 (2) 

Haas #ST-40L, CNC turning center,3-jaw 21" chuck,7" bar,25.5" turning dia.,80" turning length,2012 

Haas #TL-1, CNC turning center, 20" sw,8" chk,3-jaw,2.31" bar, 16" dia.,30" Igth, 12 HP, 1800 RPM, A2-5 ... 
Haas £TL-1, CNC toolroom teach style lathe, 20" sw,8" chk,3-jaw,2.3" bore,30" cc,16" dia., 30" Igth ... 

Haas #TL-3, CNC toolroom teach style lathe, 20" sw,12" chk,3-jaw,3.5" bore,60" cc,20" dia.,60" Igth ... 
Haas #TL-3, CNC lathe, 20" sw,12"chk, 20" dia.,60"Igth, 18 HP, tlstk, 2010' 

Haas #TL-3B, CNC lathe, 30" sw,25" chk,3-jaw,8.5" bar,30" dia.,60" Igth, 2-Axis, tlstk, 2007 

Haas £TL-4, CNC lathe,35" sw,24" chk,10.81" bar,91" cc,80" cutting Igth,2008 

Hardinge #CS-GT, CNC lathe,2-Axis,GE Fanuc 18iT,11.76" swing,6" chuck,1.062" bar,5 HP 

Hardinge #CS-GT, CNC lathe,2-Axis,GE Fanuc 18iT,11.76" swing,6" chuck,1.062" bar,5 НР 

Hardinge £Conquest-8/51, CNC lathe,live tooling,w/LNS barfeeder,Fanuc 18iT,20.4" swing,2005 

Hardinge #Quest-GT-27-Super-Precision, 11.76" sw, 1.25" bar, A2-4, Fanuc 21-iTB, 5 HP, 8k RPM, 2012 
Hardinge #RS51MSY, CNC turning center,3-Axis,GE Fanuc 18iTB,2"bar,live tooling,2007 

Harrison £Alpha-400S, CNC lathe, 15.75" sw,10" chk,3-jaw,2.1" bore,50" cc, 01-6, Fanuc 21iTA, tlstk, 2000 
Hercules #NWDK600x7000, CNC roll lathe,61" swing x 275" cc,280 HP,4-pos.turret,Fanuc 31,#32948 
Hitachi-Seiki #5NE, CNC lathe,27-1/2"turn,50-1/2" cc, 15" chuck, 1-1/2" bar,20-2500 RPM 

Hitachi Seiki ZHT-20SII, CNC lathes, 15" sw,8"chk,2"bar,9.4"dia.,23.6"Igth, 10 turret, A2-6, tlstk ... 

Hurco #TM-6, 15.94" swing, 6" chuck, 1.77" bar, barely used, alot of tooling, 2007 

Hurco #TMX8MY, CNC turning center, 20" sw,8" chk,2.5" bar,13.2" dia.,29.7" Igth, 4-Axis, tlstk, live ... 

Hurco #TMX10MYi, CNC turning center,Hurco MAX5 dual screen ctrl,3-Jaw 10" chk,12-station turret w/live ... 
Hurco #TMX10i, CNC Lathe,25.2" sw,10" chk,3" bar,33.54" cc,Hurco Winmax 9 Ctrl,tlstk,2014 

Hyundai #L230LMSA, Fanuc OiT,3-jaw 8" & 6" chucks,2.6"bar cap.,S26 & 3J dead length collet chucks,chip ... 
Hwacheon #Cutex-160B, CNC lathe,Fanuc i,21.65" swing,8" chuck,2.44" bar,live tooling,2018 

Hwacheon £Hi-Tech-300, turning center, 23.6" sw,10" chk,3" bar, A2-8, 12 turret, 30 HP, Fanuc Oi-TD ... 
Hyundai #HiT-30S, 2-Axis CNC lathe,20" sw,2.75" bar,12.6" turn dia,39.37"turn Igth,tistk 

Hyundai Kia #SKT-25, CNC turning center,2-Axis,Fanuc 0iTC,24.4" swing,10" chuck,3" bar,2006 

Index #R200, CNC turning center, Siemens Soultion Line ctrl 

Leadwell ZLTC-35CL, 3-Axis CNC lathe,Fanuc OiTD,high pressure coolant,chip conveyor,2010 

Leadwell #T-5, CNC Lathe,Fanuc 0-TD,4-space tool holder, S/N L2TJJ0323, 2000 

Mazak #Cybertech-Turn-4500M, 33.8" sw,24" chk,12"hole,120" cc, Fusion 640MT, hyd S/R, chip conv., 2012 
Mazak #Cybertech-Turn-5500M, Multi-Tasking CNC Lathe,36" sw,33.4" chk,14.76"bar, 2008 

Mazak #Integrex-1200W-60"/1500U, 25.9" sw,2.56" bar,Robojob Integrated Loading sys,2020 

Mazak #Integrex-300ST IV, R & L spdis,lower turret,2 ex. 10" chks,40 ATC,Matrix,2006 

Mazak #Integrex-300SY, turning center, 24.01" sw,3" bar, 40 ATC, Fusion 640, chip conv., 2000 

Mazak #M5N, CNC lathe 

Mazak #Nexus-QTN350M, CNC turning center, 29.75" sw,12" chk,4" bar,16.5" dia.,23.8" Igth, A2-11, Fusion ... 
Mazak #PowerMaster-3000, CNC lathe,34" swing,3-jaw 25"chuck,120" btwn centers,Mazatrol 640MT ctrl,750 ... 
Mazak #QT-15-Univ CNC lathe, Mazatrol T-2 ctrl,17.3" swing,2" bar,coolant system,1988 

Mazak #QT-20-HP, CNC lathe,Mazatrol T-Plus,17.32" swing,3-jaw 8" chuck,2" bar,1997 

Mazak #QT-15N-UNIV, CNC Lathe,3-Jaw 8"chk,3.5" bore,foot pedal,47.2 KVA, S/N 88431, 1990 

Mazak £QTN-200MS-II, dual spindle CNC turning center w/milling,Mazatrol Matrix Nexus ctrl,3-jaw ... 
Mazak #QTN-250HP, 20.67" sw,10" chk,2.75" bar,19.6" cc, 11.81"dia., 19.6" Igth, 12 turret, A2-6, Fusion ... 
Mazak #QTN-250II, CNC turning center, 26.57" sw,10" chk,3" bar,18.73" dia.,19.85" Igth, 12 turret ... 

Mazak #QTN-350-II, CNC turning center, Mazatrol Matrix Nexus ctrl,3-jaw 12"chuck,2007 

Mazak #Quick-Turn-10N, CNC lathe,17.3" sw,8" chk,1.75" bar, Mazatrol Т-2 CNC Program 

Mazak £Quick-Turn-250HP, Mazatrol 640T CNC ctrl,23.6" swing,2.75" bar,3-jaw 10" chuck 

Mazak #Quick-Turn-250HP, turning center, 2" bore, Fusion 640, tlstk, chip conv., 2001 

Mazak #Quick-Turn-450, CNC lathe,7.25" bore,SMW Autoblok Air Chuck-Front & Rear,2019 

Mazak #Quick-Turn-Nexus-250, CNC turning center, Mazareol 640T Nexus,26.5"swg,19.9"cc,3-jaw ... 
Mazak £Quick-Turn-Nexus-450-ll, 33.27" sw,18" chk,5"bar,7" hole, Matrix Nexus, hyd S/R, chip conv., 50... 
Mazak #Quick-Turn-Smart-300, 28" swing,50" cc,10" chuck,tool presetter,tailstock,2013,432838 

Mazak #Quick-Turn-Smart-300, 28" swing,50" cc,10" chuck,tool presetter,tailstock,chip ... 

Mazak #SQT-200MY, CNC turning center, Mazatrol PC Fusion 640T,20.67" swing,8" chuck,2" bar,2002 
Mazak £Slant-Turn-450, Mazatrol Fusion 640T,28" swing,20" chuck,7.1" bore,chip conv,2001 

Mazak #Slant-Turn-50N, CNC turning center, 22" Schunk TB-500-230 air chk, 7.2" bore, 10 turret ... 

Mazal £Ultra-550, machining center,1000 RPM,12 ATC,18.31" X,46.28" Z,parts machine,1998 

Mazak #, CNC lathe, 24" sw,10" chk,3" bar,13.78" dia.,18.73" Igth, 12 turret, Matrix Nexus, tlstk, chip ... 
Milltronics #ML-26/80, CNC 2-Axis Flat Bed Lathe, 2013 

Miyano #BNA-42GTY, 10-Axis CNC turning center, Mitsubishi M730VS ctrl,1-5/8" bar,2018 

Miyano £BNJ-42S, multi-axis CNC lathe, 1.65"bar, 12 turret, Fanuc 18i-TB, live mill, parts catcher ... 
Miyano #BNJ-42SY, 30.7" sw,12" chk,4" bar,27" cc,14.5"dia.,23.6"lgth, A2-11, Fanuc 18iT, tlstk, chip ... 
Miyano #LZ-01R, 2-Axis Self Loading CNC Lathe,3-Jaw 6"chk,Fanuc 21i-TB,chip conv,2007 

Mori-Seiki #LL-7B/3500, 42.9" sw,25" chk,8.5" bore,137.2" cc,40" dia.,135"Igth, A2-15, chip conv., (2)... 
Mori-Seiki #MT-4000/4000, 37" sw,24" chk,181.8" cc, 30.3" dia.,160.2"Igth, A2-11, MSG 501 Fanuc 18T, TSC... 
Mori-Seiki ZNT-1000WZ Mill/Turn, 2"bar,14.6" swg,14.5" dia, MSX-7111VS,'09,TK-20832 

Mori Seiki 4NT-6600, 260.6" centers, 42.1" swing, 20" chuck, 7.3" bore, 2012 

Mori-Seiki ZNT-6600DCG/4000, 42.1" sw,24" chk,3-jaw,177.5" cc,42.1" dia.,160.4" Igth, A1-20, 5-Axis, MSX ... 
Mori-Seiki #NT5400 DGC/1800SZ, CNC lathe, 15"chk,4.1" bar,36.2" dia.,75.6"Igth, MXS-71111II, 2007 
Mori-Seiki #SL-25A, CNC turning center, 10.2" sw,8" chk,3-jaw,2.4" bar,10.24" dia.,25.39" Igth, 2-Axis ... 
Mori-Seiki #SL-65B, CNC turning center lathe,MSC-516 CNC ctrl,35" swing,35.4" cc,6.3" bar,1998 
Mori-Seiki #SL-150, CNC lathe,24.41" swing, 1.3" bar,24.8" machining length,16.92"turning dia.,1997 
Mori-Seiki #SL-250BMC/1000, CNC lathe turning center,26.77" swg,2.87" bar,10" chk,live milling,2000 
Mori-Seiki #SL-400B/2000, 27.9" sw,15" chk,4.33" bar,86" cc, A2-11, 12 turret, MSC-501, chip conv. ... 
Mori-Seiki #SL-403, CNC lathe, 36.8" sw,18" chk,3-jaw,4.25" bar, A2-15, 12 turret, 25.5" dia., 77.6" ... 
Mori-Seiki #TL-40B 3000, 24.41" sw,12" chk,3-jaw,4.1" bore, 122.6" cc,17.32" dia.,114.37"lgth, A2-8, Fanuc ... 
Mori-Seiki #TL-40B/3000, 24.41" sw,12" chk,3-jaw,4.1" bore,122.6" cc,17.32" dia.,114.37" lgth, A2-8, Fanuc ... 
Mori-Seiki #TL-40B/3000, 24.41" sw,12" chk,3-jaw,4.1" bore, 122.6" cc,17.32" dia.,114.37"lgth, A2-8, Fanuc ... 
Mori-Seiki #TL-40B/3000, 24.41" sw,12" chk,3-jaw,4.1" bore,122.6" cc,17.32" dia.,114.37" lgth, A2-8, Fanuc ... 
Mori-Seiki #TL-40MC/3000, 24.41" sw,12" chk,3-jaw,4.1" bore,122.6" cc,17.32" dia.,114.37" lgth, A2-8, 12... 
Mori-Seiki #TL-40Y/3000, 34.3" sw,12" chk,3-jaw,3.6" bore,121.7" cc,16.5" dia.,114"Igth, A2-8, 12 turret ... 
Mori-Seiki #TL-40Y/3000, 34.3" sw,12" chk,3-jaw,3.6" bore,121.7" cc,16.5" dia.,114"Igth, A2-8, 12 turret ... 
Mori-Seiki #TL-40Y/4000, 34.3" sw,12" chk,3-jaw,3.6" bore,163" cc,16.5" dia.,155.7" Igth, A2-8, 12... 
Mori-Seiki #TL-40Y/4000, 34.3" sw,15" chk,3-jaw,3.6" bore,163" cc,16.5" dia.,155.7" Igth, А2-8, 12... 
Mori-Seiki #ZL-25B1000, CNC 4-Axis,Fanuc 16TTB,20.5" swing,13.8" SOCS,45.1" cc,2.68" bar,1996 
Mori-Seiki #ZL-45W, 4-Axis,28.74" swg,15" chk,30" turn.dia,2500 RPM,Fanuc 16TT,1990 
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562-692-8095 
952-933-6755 
519-240-7348 
440-232-6660 
513-771-1952 
818-514-1254 
410-252-5494 
519-240-7348 
310-909-2020 
519-240-7348 
704-821-7370 
440-232-6660 
800-638-8888 
800-638-8888 
800-289-3519 
847-796-6687 
410-252-5494 
818-465-6700 
818-465-6700 
262-548-6080 
803-548-8000 
818-465-6700 
800-289-3519 
631-249-5566 
+52-155-1451-7028 
310-909-2020 
248-879-1989 
800-289-3519 
763-745-1166 
815-547-0990 
803-359-7000 
612-325-7060 
714-441-1992 
385-271-6718 
616-916-5990 
708-535-2200 
817-222-9848 
216-478-6657 
312-226-4150 
763-494-9825 
847-673-0556 
586-914-4478 
216-761-7011 
+52-155-1451-7028 
847-669-9781 
513-771-2111 
732-367-4130 
732-367-4130 
216-478-6657 
704-821-7370 
847-669-9781 
310-909-2020 
704-821-7370 
816-330-2138 
952-933-6755 
216-761-7011 
918-236-4843 
732-367-4130 
312-226-4150 
631-249-5566 
631-249-5566 
262-854-5054 
847-490-7541 
909-919-9600 
+52-155-1451-7028 
818-514-1254 
937-278-7337 
234-571-1310 
714-441-1992 
847-669-9781 
816-330-2138 
847-669-9781 
847-669-9781 
610-691-6677 
844-478-8181 
847-669-9781 
818-514-1254 
800-289-3519 
770-621-0495 
818-465-6700 
819-346-2369 
502-219-7311 
714-892-9800 
847-669-9781 
847-669-9781 
847-669-9781 
847-669-9781 
847-669-9781 
847-669-9781 
847-669-9781 
847-669-9781 
847-669-9781 
732-367-4130 
586-786-9585 


December 2023 


DEALER 

GTH Used Machinery 
Naab Sales Corp 
CJM Machy Sales 

T R Wigglesworth 
Mohawk Machinery 
Machinery Resources 
Clark Machy Sales 
CJM Machy Sales 
Machnet 

CJM Machy Sales 
Charleston Annex 

T R Wigglesworth 
Generation Machine 
Generation Machine 
Midstate Machinery 
Silverlight CNC 
Clark Machy Sales 
Machinery Network 
Machinery Network 
WI Metalworking 
Champion Machinery 
Machinery Network 
Midstate Machinery 
Prestige Едиїртепї 
Hilco Global Mexico 
Machnet 

Sterling Machy Vent 
Midstate Machinery 
Machinesused.com 
Machinery Source 
Machinery Solutions 
Strand Indust Machy 
ACT Machinery 
Bud's Machine Tools 
Hindley Machine 
Graff-Pinkert & Co 
Investment Recovery 
HGR Indust Surplus 
Mchy Marketing Intl 
Orca Machine Tools 
Adams Machinery Co 
Nash Tool & Machine 
McKean Machy Sales 
Hilco Global Mexico 
Used CNC LLC 
Great American Eqpt 
Industrial Machy NJ 
Industrial Machy NJ 
HGR Indust Surplus 
Charleston Annex 
Used CNC LLC 
Machnet 

Charleston Annex 
Revelation Machy 
Naab Sales Corp 
McKean Machy Sales 
Hillary Mchy LLC 
Industrial Machy NJ 
Mchy Marketing Intl 
Prestige Equipment 
Prestige Equipment 
Meridan Machinery 
Machinery Systems 
MachineStation 
Hilco Global Mexico 
Machinery Resources 
Advanced Jones Mchy 
Univ Automatics 
ACT Machinery 

Used CNC LLC 
Revelation Machy 
Used CNC LLC 

Used CNC LLC 
Action Machy Co 
Resell CNC LLC 
Used CNC LLC 
Machinery Resources 
Midstate Machinery 
Equipment Hub 
Machinery Network 
Machinery Inc 
Machinery Central 
PM Machines 

Used CNC LLC 

Used CNC LLC 

Used CNC LLC 

Used CNC LLC 

Used CNC LLC 

Used CNC LLC 

Used CNC LLC 

Used CNC LLC 

Used CNC LLC 
Industrial Machy NJ 
Tartan American 


SR ID 
450564 
470847 
463428 
476450 
083839 
472640 
470820 
475414 
469021 
394193 
480993 
476451 
462065 
454682 
471224 
480373 
464334 
477126 
477127 
456606 
463714 
477121 
471225 
472599 
448946 
469023 
281067 
471226 
472023 
462864 
465355 
389857 
480254 
429592 
463670 
455368 
459394 
480021 
480325 
477118 
460483 
100568 
456144 
449088 
460615 
450911 
443672 
443673 
478826 
480996 
468980 
474906 
480995 
477146 
464377 
471613 
467393 
471608 
480326 
472020 
472021 
468415 
405640 
467881 
449090 
472641 
463512 
419490 
454746 
479970 
478715 
477262 
476318 
034614 
374831 
476416 
472639 
471228 
471557 
479956 
431716 
476012 
480344 
477263 
477264 
477265 
477266 
477267 
477269 
477270 
476417 
476418 
448417 
077862 
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CNC LATHES AND TURNING CENTERS - (1,883 listings on our website!) DEALER SR ID 
Mori-Seiki #ZL-150SMC, CNC lathe, 26.77"sw,collet chk,1.77"bar,29.72"cc,17.32"dia., 12 turrets, A2-5 ... NJ 973-497-7540 Machinery Values 472673 
Mori-Seiki #ZT-1000Y, 8-Axis,MSX-501 CNC ctrl,9.8" swing,6"chuck,1.9"bar,with bar feeder ID 208-851-8568 Liberty Machine 470327 
Mori-Seiki #ZT-1500YB, CNC lathe, 9.8" sw,8" chk,3-jaw,2.5" bar,7.48" dia.,9.25"Igth, MSX-501, SMW Space ... CA 818-514-1254 Machinery Resources 472642 
Nakamura #Super-NTX, 17" sw,10" chk,3-jaw,2.55" bar,55.1" cc, А2-6, Fanuc 16IT, 2008 IL — 847-669-9781 Used CNC LLC 458156 
Nakamura Tome #Super-NTX, CNC turning center,8-Axis,Fanuc 31iB5,8" chuck,2.56" bar,2012 CA 818-465-6700 Machinery Network 481310 
Okuma £Cadet-LNC-8, OSP 5020,15.7" swg,2"bar,4200 RPM,12 tool,cllt chk,P catch,'97 IL — 847-275-5014 520 Machinery Sales 062872 
Okuma £Captain-L370, 20.8" sw, 20.5"L, 2"Bar Cap, 12-Pos Turret, 4.5K RPM, Sub, 2005 IL — 847-276-2761 Liberty Machinery 450869 
Okuma #Crown-769E type L1420,1250mm centers,30 HP,3500 RPM,3.15"bar,15" chk, OSP-U10L,'99 IL — 847-265-1075 Ditter Industries 396389 
Okuma £Crown-769S type L1420,600mm centers,30 HP,3500 RPM,3.15" bar, 15" chk,OSP-U10L,'01 IL — 847-265-1075 Ditter Industries 412189 
Okuma #Genos-L250E-e, CNC lathe, OSP-P3000LA-E ctrl,17.78" swing,8" chuck,2.6"bar,2017 CA 805-525-2171 Turners Machinery 475495 
Okuma #Genos-L200E-M, CNC Lathe,17.72" sw,2.6" bar,14.96" cc, OSP-P200LA,Live Tooling WI 262-284-5611 Machinery Works Inc 456177 
Okuma #Genos-L300MY, live tool CNC lathe,4-Axis,20.47" swing,10" chuck,2.75"bar,2014 IL 773-866-9600 Asset Exchange Corp 471592 
Okuma #Genos-L300EM, CNC Lathe,17.7" sw,8.66"turn dia,32"turn Igth,Live Tooling,2014 WI 262-284-5611 Machinery Works Inc 456176 
Okuma #L-300E-MY, CNC Slant Bed Lathe,20.47" sw,3-Jaw 10" chk,2.75"bar,2013 WI 262-284-5611 Machinery Works Inc 456178 
Okuma #LB-35II, CNC lathe,SP 70001. ctrl,16.93" swing,59" cc,#5MT,3200 RPM,1996 PA 717-846-2600 Hildebrand Machy 430807 
Okuma #LB-45II-M, CNC live tool long bed CNC lathe,34" swg,120" cc,5.12" bar,21" chk,2000 IL 773-866-9600 Asset Exchange Corp 471607 
Okuma #LB-45II, 21.7" sw,21" chk,5.12" bore, A2-11, 50 HP, 2400 RPM, OSP-P200LA, 2012 SC 803-548-8000 Champion Machinery 472626 
Okuma £LB-3000EX-II, 5-Axis horizontal CNC lathe, OSP-P300L ctrl,live tooling,tlstk,2013 TX 817-222-9848 Investment Recovery 459393 
Okuma £LB-3000EXII/800MYW, CNC turning center,22.8" swing,10" chuck,2.59" bar,2021 IL — 815-759-5000 Used Solutions Inc 473275 
Okuma #LB-400/1250, CNC lathe, 24.41" sw,15" chk,3-jaw,3.14" hole,50" cc, A2-8, 12 turret, OSP-P200L ... NJ 973-497-7540 Machinery Values 476445 
Okuma #LBAOOOEXII, 15" chk,3-jaw, OSP-P300LA ctrl, 12 turret, LNS chip conv., 2013 CA 818-514-1254 Machinery Resources 478805 
Okuma £LB-4000EXII Space Turn, CNC lathe,OSP-P300LA ctrl,coolant system,chip conv,2014 TX 817-222-9848 Investment Recovery 459392 
Okuma £LBA5III-C/3000-Super-Big-Bore, 35.43" sw,19" chk,10.2" bar,21.65" dia.,118.11"Igth,120"cc, 12 ... IL — 847-669-9781 Used CNC LLC 476316 
Okuma #LH55-N, CNC lathe, Fanuc OiTD, 43" x 157", retrofitted 2018 IL — 618-465-1898 Abbott Machine Co 302027 
Okuma £LH55N, 43" swing,236" cc,24" chuck,front & rear turret,2-steadies,OSP E100L,#32959 NY 631-249-5566 Prestige Equipment 478780 
Okuma #LNC-8, CNC Lathe,3-Jaw 10" chk,2"bore,chip conv,S/N B295 WI 216-478-6657 HGR Indust Surplus 480018 
Okuma #LNC-8, OSP 700L, 15.7" x 15", 2.2" bore, 4200 RPM, 20 HP, 12 tool, 2000 IL — 847-275-5014 520 Machinery Sales 147631 
Okuma £LNC-8C, CNC Lathe,3-Jaw 8" chk,2"bore,foot pedal,chip conv, S/N 0408 B284 WI 216-478-6657 HGR Indust Surplus 480017 
Okuma #LT-200M Twin Star, CNC multi-axis lathe,OSP-E100L ctrl,Kitagawa chucks,2005 ON 216-633-6220 T O S America Inc 458909 
Okuma #LU-3000EX/2SC1000, CNC turning center,23" swing,10" chuck,3" bar,loaded,low hrs,2017 KY 502-802-4008 Machine Tool Emp 461111 
Okuma £Multus-B300BB/SBW-II, 24.8" sw,10" chk,2.75" bar,35.43" cc, OSP P300S, 3800 RPM, 60 tools, 30 HP ... SC 803-548-8000 Champion Machinery 478737 
Okuma £Multus-B300BB/SBW-II, 24.8" sw,10" chk,2.75" bar,35.43" cc, A2-8, OSP P300S, 3800 RPM, 120 tools ... SC 803-548-8000 Champion Machinery 478738 
Okuma #Multus-U4000, multi-axis CNC turning center, 25.59" sw,3.58" bar,78.74" cc,25.59" dia.,78.74" Igth ... CA 909-919-9600 MachineStation 476629 
Okuma #Space-Turn-LB-3000EX-BB/MY1000, CNC turning center, 22.83" sw,12" chk,3.19" bar, 16.14" dia. ... NY 516-922-7977 Prime Machinery Inc 461693 
Okuma #Space-Turn-LB-300M, CNC lathe,20.87" swing,3-jaw 10" chuck, 19.69"turn length,2" bar,4500 ... OH 513-771-2111 Great American Eqpt 468995 
Okuma £Space-Turn-LB-4000EXIIBB/1500, 26.38" sw,15" chk,5.51" bore,59.8" cc, 201516.93" dia., 59" Igth ... IL — 847-669-9781 Used CNC LLC 450614 
Republic Lagun #2180 CNC, 21" swing,12" chuck,80"length,2000 RPM,2002 IL — 847-490-7541 Machinery Systems 405642 
Romi #M17, Fanuc Series 21i-T,17" swing, 10" chuck,40" machining length,10 HP,2006 ID 208-851-8568 Liberty Machine 479950 
Romi #M27, 26.97" sw,18" chk,7.1"bar,110" cc,16.93" dia.,100"Igth, Fanuc 21IT, 10" S/R, chip conv., 2007 IL — 847-669-9781 Used CNC LLC 477268 
Romi #M27, 27" swing,80" cc,6.77" spindle bore,front & rear chucks,tailstock,Fanuc 21i-TB,2007,#32960 NY 631-249-5566 Prestige Equipment 478779 
Samsung #SL-25B-1000, 3"bar,20.4" swg,13.8" SOCS,14.9" machining dia.,40" lot LA 337-560-0689 B & B Oilfield 325979 
SWI #TRL-1840SX, ProtoTrak SLX CNC,18-1/2" swing,40-1/4" cc,9" SOCS,10 HP,tailstock,2011 MI 248-685-7879 R & J Machy Sales 443982 
SWI £Trak-TRL-1630SMX, ProtoTrak SLX CNC,16" swing,30" cc,8.6" SOCS,traking,2014 MI 248-685-7879 R & J Machy Sales 443984 
Summit #SCT14x40, CNC lathe, 14" x 40", Fagor Ctrl, 2018 OH 937-278-7337 Advanced Jones Mchy 469592 
Tacchi #HD3, CNC heavy duty flat bed turning center/lathe, Siemens Sinumerik 840C,48" swing,253" cc,2001 KY 502-802-4008 Machine Tool Emp 461117 
Tacchi #HS-1200, 53" swing x 157"/236"cc,Fanuc Oi-TD,4-Jaw 40" chuck,chip conv,rebuilt 2013,#32879 NY 631-249-5566 Prestige Equipment 458211 
Takamaz £X-200, CNC lathe, collet chk, 2"bar, A2-6, 12 turret, Fanuc 18iTB, live tool, sub spdl., LNS ... NJ 973-497-7540 Machinery Values 463713 
Tecno Wasino #G07, gang type CNC with Fanuc controls CT 860-964-6549 CNC Parts 460513 
Tong-Tai Topper #TNL-130AL, CNC turning center, 30.71" sw,chk,30.71" dia.,39.37" Igth, 2-Axis, Fanuc ... IL 847-796-6687 Silverlight CNC 478635 
Tos #SN40C, parallel lathe, 16"turning, 78"between points, serial 4401009102036 MX +52-155-1451-7028 Hilco Global Mexico 448944 
Tsugami #B0385C, 1.5"bar, Fanuc 0i-TD, 6k RPM, 15 HP, 23 tools, live tooling, sub spdl., 12' Edge ... SC 803-548-8000 Champion Machinery 478736 
VDF Boehringer #560-DUS, CNC cycle controlled flat bed lathe,22" swing,118"cc ON 905-676-9265 DiPaolo Machine 397697 
Wasino #LF-10MC, CNC lathe,3-Axis, 16.93" swing,10" chuck, 3" bar,live tooling,1990 IL 847-275-5014 520 Machinery Sales 351453 
Weiler #E70/3, CNC lathe,28.3" swing,120" cc,24" chuck,8.5" bar,4" spindle bore,32 HP,1800 RPM TX 713-462-5800 Harris Machine Tool 481318 
Wohlenberg #РТ1-125011, CNC lathe,Sinumerik 820T,2-Axis,51" x 209",35.43" SOCS,1996 PA 412-826-4950 TDI Group LLC 274478 
Mazak #Multiplex-W-200, dual spindle / dual turret CNC turning center, 2019, Ref #32875 NY 631-249-5566 Prestige Equipment 450543 
Doosan Puma #2600SY-II, CNC lathe, 30.7" sw,8" chk,3" bar,32.7"cc, 14.8" dia.,29.9" Igth, Fanuc І, LNS ... IL — 847-669-9781 Used CNC LLC 468985 
Miyano #BND-51S2, CNC lathe,13" swg,8" chk,2"bar,21" cc,4-Axis,Fanuc 21iT,live tool,sub spdl,LNS Servo ... NJ 973-497-7540 Machinery Values 476447 
DMG Mori #NLX-2500SY/700, 36.4" sw,3.1" bar,14"dia.,27.7"Igth, 12 turret, Celos ErgoLine, chip conv. ... CA 714-632-8452 Protech Machine 477239 


CNC Machinery and Equipment 


Automatic Screw = + < Tornos #GT-26, CNC Swiss Lathe, Fanuc 31i-B, 6 || Index #MS22-8, C200-4 D SL ctrl,8 
н & їі [1 М axes, 25.4mm capacity, 2021 (2) spindles,22mm bar dia.,15 KW,with lemca SIR ... 
Machines and Lathes,  * а = Mir. Tornos Р Mir: Index o 
H SEN оаеі: оаеі: - 
Swiss Type, CNC ! Seller: Custom Cartridge f E. Seller: Graff-Pinkert & Co 
Search Swiss CNC on SurplusRecord.com to Tel: POORVI È Tel: orc 
i йен ` SR ID: 470432 SR ID: 456550 
view all 266 listings. Price: $199,000 = Price: Call for Price 
SWISS TYPE AND LATHE CNC AUTOMATIC SCREW MACHINES - (266 listings on our website!) DEALER SR ID 
Citizen #A20-VII-2F7PL, CNC Swiss type lathe,5-Axis,Fanuc ctrl,0.7874" spindle hole dia.,2013 OH 234-571-1310 Univ Automatics 448709 
Citizen #A20-VII-2F7PL, CNC swiss lathe, .75" dia., 6.5" Igth, 2010 CO 303-651-6545 Automatics & Machy 457695 
Citizen #A20-VII-3F7, CNC swiss lathe, 3/4" dia., 6-1/2" Igth, 5-Axis, Cincom, Edge Technologies ... CO 303-651-6545 Automatics & Machy 461709 
Citizen #C16-VI, CNC Swiss Type Lathe, 16mm dia., 200mm Igth, Cincom System IV-C, 2003 CO 303-651-6545 Automatics & Machy 441477 
Citizen #Cincom-A20VIIPL, CNC swiss screw lathe, .78" dia., 7.87" Igth, Edge C 320 bar feeder, 2014 CA 909-919-9600 MachineStation 480376 
Citizen #Cincom-A20VIIPL, CNC swiss screw lathe, .79" dia., 7.87" Igth, Edge FMB Minimag 20 Баг... CA 909-919-9600 MachineStation 480377 
Citizen #E32, screw machine with lemca bar feeder,6-Axis,Mitsubishi CNC ctrl,1.25"cap. ID 208-851-8568 Liberty Machine 443793 
Citizen #K16VII, 16mm,15k RPM main,10k RPM sub,18 tools,LNS BF,'05,JV-21075TK (2) PA 610-691-6677 Action Machy Co 090949 
Citizen #K16VIIP (1F7P) CNC swiss lathe, 5/8" dia., 7.87" Igth, Fanuc 31i, 12' Citizen CAV16-IS ... CO 303-651-6545 Automatics & Machy 450925 
Citizen #L20XII, swiss type auto screw machine, L20E-2M12, CAV20-L2E 15 bar loader, 2015 IL 847-796-6687 Silverlight CNC 475553 
Citizen #L(6)32VII (6M7), CNC swiss lathe, 1.25" dia., 12.5" Igth, Mitsubishi Meldas 635LCC, LNS ... CO 303-651-6545 Automatics & Machy 457694 
Davenport #B, 3/4" cap., stock reel & stand, chip conv., 1995 IL 708-535-2200 Graff-Pinkert & Co 450692 
Hanwha #SL35HPII, Swiss type lathe w/LNS MiniSprint mag loader,1.378"spindle hole dia.,2003 OH 234-571-1310 Univ Automatics 448711 
Hanwha #XD20H, CNC swiss lathe, .75" cap., 6-Axis, Fanuc 18i-TB, Edge Minute Man 320SE magazine ... CO 303-651-6545 Automatics & Machy 463443 
Hanwha #XD32H, CNC swiss lathe, 1.25" cap., 7.5 HP, 8k RPM, 5-Axis, 2011 CO 303-651-6545 Automatics & Machy 463445 
Hanwha #XD32lII, CNC swiss lathe, 1.25" dia., 8000 RPM, 10 HP, 5-Axis, Fanuc 32i-B, Edge Patriot 338 ... CO 303-651-6545 Automatics & Machy 440223 
Hanwha #Х03211, CNC swiss lathe, 1.25" dia., 5-Axis, Fanuc 32i-B, Edge Patriot 338 magazine barfeed ... CO 303-651-6545 Automatics & Machy 440234 
Index #MS22C, 6 spdl,size 22mm,IEMCA SIR18 barloader,Knoll clnt sys,chip conv,2005 IL 708-217-2476 Graff Machine Tools 273688 
Nexturn #SA-32B, CNC Swiss lathe machine w/12'Tracer 32V barfeeder,live tooling,2021 CA 818-465-6700 Machinery Network 466551 
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SWISS TYPE AND LATHE CNC AUTOMATIC SCREW MACHINES - (266 listings on our website!) DEALER SR ID 
Star #ECAS-32T, swiss lathe, 1.25"bar, 10 turret, Yaskawa Siemens 840Di, MTA Tracer 32 barfeeder ... IL 312-226-4150 Mchy Marketing Intl 475464 
Star #SR-20RIV, Swiss lathe type A,Edge Scout 320 mag barfeeder,HP clnt,Tri-Mist mist collector SC 843-346-3103 B & C Machining 417421 
Star #SV-32JIl, CNC Swiss screw machine LNS 12'magazine barfeed,mist collector,hi pressure ... WI 262-854-5054 Meridan Machinery 468412 
Star 4SV-38R, CNC swiss lathe, 1.5" cap., 11-Axis, Fanuc 31i-B5, 2015 CO 303-651-6545 Automatics & Machy 444592 
Tornos £Deco-13a, 10-Axis,Fanuc PNC-Deco ctrl,Robobar SBF-216 bar feeder,2011 (2) CT 203-254-1643 Capital Machine 476481 
Tsugami #BO126-II, Swiss type CNC lathe w/LNS Tryton 112 magazine barloader,2019 OH 234-571-1310 Univ Automatics 454673 
Tsugami #5206, CNC swiss lathe, 3/4" dia., Fanuc 31iTB, Edge Technologies Minuteman 320SE magazine ... CO 303-651-6545 Automatics & Machy 472692 
Tsugami #SS20, CNC swiss lathe, 20mm bar stock dia., 7-Axis, Fanuc 31i, 2008 CO 303-651-6545 Automatics & Machy 450642 
Wickman, 6 spdl., 1-3/4" cap., EMC, stock & reel stand, chip conv. IL 708-535-2200 Graff-Pinkert & Co 450694 
CNC BEAM/DRILL LINES - (81 listings on our website!) DEALER SR ID 
Controlled Automation #DRL-344, Beam Drill Line,24" X 44", Yaskawa V10000 Drives, TSC FL 813-444-4555 Southern Fab Machy 460910 
Controlled Automation ZDRL-348TC, 3-spindles with ATC,2100 RPM,Hem saw,conveyor,transfers,#32361 NY 631-249-5566 Prestige Equipment 461129 
Ficep #1101-DZB, drill line, 3'3"W x 65'L x 2'H, 2006 IL — 312-226-4150 Mchy Marketing Intl 467203 
Ficep #Excaliber-1201-DE, CNC single spindle drill line,20'table,25 HP,3000 RPM,2011 CA 714-253-4707 JPS International 481309 
Lincoln Electric #Python-X, beam coping sys,4"-36" flange cap,Hypertherm HPR 260XD,'07 FL 813-444-4555 Southern Fab Machy 434706 
Peddinghaus #Ocean-Avenger-1-1250/1C, single spindle CNC beam drill, Siemens 840D,2018 WI 414-486-9700 Machine Tool Tech 419585 
Peddinghaus #Ocean-Avenger-1250/1C, single spindle CNC beam drill,2018 SK 414-486-9700 Machine Tool Tech 429960 
Peddinghaus #Ocean-Liberator, 5-Axis beam,channel,angle,tube,in plant,exc,2011 OH 419-882-7400 Nicor Inc 035354 
Peddinghaus #Peddiwriter-PW-1250, (2) Hypertherm ArcWriter torches,Siemens CNC ctrl,2015,#32576 NY 631-249-5566 Prestige Equipment 461128 
Peddinghaus #PCD-1100/3C-ATC Advantage 2, 3-spindle,ATC,2250 RPM,Siemens CNC,conveyor,2010,#32928 NY 631-249-5566 Prestige Equipment 467264 
CNC BAR, PIPE AND TUBE BENDERS - (79 listings on our website!) DEALER SR ID 
1-1/2" OMG #CT-2T-5-AXIS-CN, twin head CNC tube bender, Windows based touch screen ctrl OH 216-433-7171 AM Industrial 448181 
1.65" Transfluid ZEDB642CNC Servo Electric Tube Bender, horizontal/vertical bending,2020,#32425 NY 631-249-5566 Prestige Equipment 376559 
1.75" Keins #KB-45ND, 3-Axis CNC dual stack tube ender, 2001 MI 866-367-7297 Westbrook Engrg 420919 
1.77" Keins #KB-45ND, Hydraulic CNC Tube Bender,Console & Operator Pedestal,3-Axis,'01 FL 813-444-4555 Southern Fab Machy 455403 
2" Pines #2A, hydrauic bar & tube bender OH 419-832-0100 Freedom Machy Co 294256 
3" Addison McKee, CNC horizontal tube bender,CW rotation,BendPro G2 ctrl OH 216-433-7171 AM Industrial 429408 
3-1/2" Eagle #EPT-90, CNC tube bender, refurbished OH 216-433-7171 AM Industrial 431440 
3.5" Schwarze-Robitec ZCNC80HD (German), 0.299" wall thickness, 2013 IL 847-803-8700 Johnston Machinery 271097 
4" Adaptive Motion ZEB100, 3-Axis CNC heavy duty mandrel type tube bender,CCW rotation OH 216-433-7171 AM Industrial 429407 
4" Addison McKee #PB100, CNC tube bender OH 216-433-7171 AM Industrial 429406 
4" Eagle #ETP-100DR, CNC tube bender MI — 313-925-9041 General Machy LLC 472879 
4" PBT #PC300 profile bender,no prod.hrs,standard tools for flat/round material, new WI 800-354-3737 Boschert Precision 091355 
Automated Industrial Machines (AIM) #AFM-3D8T-P8, wire bender, 460 V., 3 phase, serial 4C8F12302010 ... MI 616-868-1111 Vander Ziel Machy 369213 
Bossray #SB-89CNC-3S, CNC tube bending machine,89mm diameter,8mm wall thickness,2021 MI 248-626-0200 Midwest Machinery 440658 
Keins ZKB-45ND, CNC tube bending system, Japanese, like new AZ 248-225-8979 Ray Jacobs Machy 336318 


Brother ZSpeedio-M140X2, 5-Axis, 7.9" x 17" x Fanuc Robodrill #Alpha-T21iCL, drill & tap, 14 


Drilling and Tapping 12", 16000 RPM, 22 ATC, 2018 ATC, 19.6" X,14.9" Y,11.8"Z, 8k RPM, ISO ... 
Mfr: Brother Mfr: Fanuc 
Centers, CNC - Model:SPEEDIO-M140X2 Ken Model:ALPHA-T21ICL 
Seller: E Ede Corp "e Seller: KE p v 
Search CNC Drill Tap on SurplusRecord.com to Tel: 773-866-9600 age, Tel: 903-851-6845 
i йен SR ID: 298586 SR ID: 368826 

view all 118 listings. Price: Call for Price Price: Call for Price 
CNC DRILLING AND TAPPING CENTERS - (118 listings on our website!) DEALER SR ID 
Akira Seiki #RMV-500APC, drilling & tapping center,19.6" X,11.8" Y,11"Z,20k RPM,CTS,2022 IL 815-547-0990 Machinery Source 463835 
Amada #Amadan-CTS-54, 2-Axis CNC tapping machine,500x400mm table,80mm stroke,#14243J TN 931-381-1900 Timco Inc 481339 
Amera-Seiki #DTM-40, drill & tapping center10 ATC,20"X,14" Y,18"Z,10 HP,8000 RPM,1996 IL 847-290-0167 Myers Technology Co 446690 
Brother #S550X2, CNC drilling & tapping center, 20 ATC, 19.7"X,15.7" Y,11.8"Z, 16k RPM, #30, 7 НР... CA 909-919-9600 MachineStation 476626 
Brother #Speedio-S1000X1, CNC drill & tap, 21 ATC, 39.4"X,19.7" Y,11.8"Z, 16k RPM, BT30, 13.5 HP, TSC... IL 847-796-6687 Silverlight CNC 469352 
Brother #Speedio-S700X1, 27.6"X, 15.7" Y, 11.8"Z, 16K RPM, Nikken 4th/5th, 2017 IL 847-276-2761 Liberty Machinery 448292 
Brother #TC-22B, CNC B00,17.7" x19.7",430,16000 RPM,2755 IPM,27 ATC,TSC,HPP cint SC 803-359-7000 Machinery Solutions 404455 
Brother #TC-32BN-QT, 40 ATC, 21.7" X,15.7" Y,16.3"Z, 16k RPM, #30, 5-Axis, 2016 (2) NY 516-922-7977 Prime Machinery Inc 349466 
Brother #TC-32BN-QT, CNC drill & tap machining center,21.7" X,15.7" Y,16.3"Z,2011 IL — 773-866-9600 Asset Exchange Corp 307360 
Brother #TC-32BN-QT, Quick Table,CNC B00,16k RPM,#30 taper,40 tools, TSC,2008 SC 803-359-7000 Machinery Solutions 348430 
Brother #TC-324, drilling & tapping machine,16.54" X,12.61" Y,10.2"Z,10000 RPM,BT-30 OH 610-360-0570 Ironside Machinery 347257 
Brother #TC-S2B-0, CNC drill & tap, 21 АТС, 27.5"X,14.2" Y,12.6"Z, 10k RPM, #30, rigid tap, 2005 CA 909-919-9600 MachineStation 467879 
Fanuc Robodrill #A-D21Li-B5, CNC drilling & tapping center, 21 ATC, 27.55"X,15.75" Y,15.75"Z, 24k RPM... CA 909-919-9600 MachineStation 476627 
Fanuc Robodrill #A-D21Li-B5, CNC drilling & tapping center, 21 АТС, 27.55"X,15.75" Y,15.75"Z, 24k RPM... CA 909-919-9600 MachineStation 476628 
Fanuc Robodrill #Alpha-D21MIB5-ADV, drilling & tapping centers,Fanuc Series 31i-B5,2021 IL 847-537-7700 CNC Exchange 475990 
Fanuc Robodrill #Alpha-T14iA, drill & tapping center,4-Axis,19.68" X,14.96" Y,11.81"Z,8000 RPM,BT-30,14 ... OH 513-771-1952 Mohawk Machinery 272862 
Fanuc Robodrill ZAlpha-T21iFL, VMC,Fanuc 311,27.55"Х,15.74"Ү,12.99"2,10000 RPM,21 ATC,2008 MI — 732-367-4130 Industrial Machy NJ 406373 
Fanuc Robodrill #D21LiA5, drill & tap, 21 АТС, 27" X,15" Y,13"Z, 10k RPM, 15 HP, BT30, 4-Axis, Fanuc ... AZ 800-289-3519 Midstate Machinery 471220 
Fanuc Robodrill #D21LiB5adv, 5-axis simultaneous vertical/horizontal, 2022 WI 414-534-7512 Equilibrium Machy 446595 
Fanuc Robodrill #a-D21LiA5, CNC vertical drill & tap, 21 ATC, 27.58" X,15.76" Y,12.99"Z, 10k RPM, BT30 ... MI 248-426-5555 Tramar Industries 444504 
Fanuc Robodrill #a-T21iDL, drill & tap center, 21 АТС, 27.5"X,15.7" Y,13"Z, 10k RPM, 7.5 HP, Fanuc ... AZ 800-289-3519 Midstate Machinery 471221 
Haas £DT-1, 20+1 АТС, 20" X,16" Y,15.5"Z, 10k RPM, £30, 15 HP, rigid tap, 2014 IL 847-669-9781 Used CNC LLC 320726 
Haas £DT-1, 2041 ATC, 20" X,16" Y,15.5"Z, 10k RPM, #30, 15 HP, 26"x15" tbl., rigid tap, 2014 IL 847-669-9781 Used CNC LLC 375129 
Haas £DT-1, CNC drill & tap, 20 АТС, 20" X,16" Y,15.5"Z, 12k RPM, BT30, dual chip auger, 2010 AZ 800-289-3519 Midstate Machinery 455825 
Haas £DT-1, CNC drill & tap machine w/5-Axis Trunnion table,20" X,16" Y,15"Z,10000 RPM,2021 ON 905-669-7507 Trader Machinery 461467 
Kira #VTC30E, 11.8" X,9.84" Y,11.8"Z,Fanuc 21M,CRT,10 pos.trrt,12" x20" T-slotted tbl,1998 IL 847-673-0556 Adams Machinery Co 403146 
Haas #DT-1, drilling & tapping center,12000 RPM,CTS,Tssudakoma tilting 4th & 5th Axis table,probing ... WI 262-854-5054 Meridan Machinery 468416 


147" Roper Whitney #AB1010K, Autobrake, 10 ga || 19' Thallman #TZ, 6m x 150, CNC folder, 16g, 


Folding Machines Jr: СТ || x 147", А2000 Ctrl, feeder touchscreen control, 2017 
3 Mfr: Roper Whi : 
! ` per Whitney — Mfr: Thallman 
(Folders), CNC | Model:AB1010K ЕСШЕ 8 Model:1z 
Seller: HGR Indust Surplus әд. Seller: Machine Tool Tech 
: TX ] Milwaukee, WI 
Search CNC Folder on SurplusRecord.com to Tel: 216-478-6657 Tel: 414-486-9700 
i ieti rs SR ID: 478834 ў | SR ID: 331222 

view all 99 listings. Price: $14,647 Price: Call for Price 
CNC FOLDING MACHINES (FOLDERS) - (99 listings on our website) DEALER SR ID 
10' Erbend #MFB3220, CNC folder,10' x 14 gauge,AC motorized drive,15.6"touchscreen ctrl FL 386-304-3720 Sierra Victor 470220 
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CNC FOLDING MACHINES (FOLDERS) - (99 listings on our website) 

10' Erbend #MFC3215, CNC sheet metal folder,10' x 16 gauge,manual mech crowning system 
122" Roper Whitney #AutoBrake2000, 1014K, 1996 

125" RAS #73.3-FlexiBend, Series 600 touch screen control, 2017 

126" Ras #62.30, 14 gauge thickness, 3 HP, 1998 

10'6" RAS #64.30, 10'6" x 0.06" (16 ga.) CNC folding machine,RAS Multibend 2000 CNC control 
13' RAS #Flexibend-73.40, CNC,auto folding beam adjustment,auto lower beam adjustment,2021 
161" Fasti #216-40/10, 13.5' x 3/8"capacity metal folder 

168" Jorns AG #Twinmatic-125-SF-1150-CNC5000-4, 0.0492"thickness, grippers, 2007 

251.9" Variobend #DB-6, double folder, 1.5mm cap.,770mm upper beam stroke,2008 

21' Jorns #Maxi-Multi-Line-200SW-RH-OV-SO CNC600, 14 gauge, AMS Pathfinder, 2009 

21' Jorns AG #Norma-Line-150SW-RH-SO-CNC700-6.4HYS, 16 gauge folder, 2010 

21' Jorns AG #Norma-Line-150SW-RH-SO-CNC700-6.4HYS, 16 gauge, 2010 

21' Jorns #Norma-Line-150SW-RH-SO-CNC700-6.4HYS, 16 gauge, 2010 

26' Bradbury, trim folder, 16 gauge, AMS Pathfinder CNC ctrl, 2013 

26' x 16 ga. Bradbury, folding machine, 16 Gauge x 26' Folder, AMS Pathfinder, 2013 
Legionnaire #1250, 1250mm working width, 1mm plate thickness, 2018 

Roper Whitney #AB1014K, 30°clamping beam,61"back gauge,manual crowning adjustments,2021 
Schechtl #SB50, manual folding machine, (2) 550mm working length, 2015 


8" x 20" Tru-Tech ZOD-8-20, ID/OD cylindrical 


Grinders, Cylind rical, , grinder, 14"W x 5"B wheel, swing down ... 


o n = = : 
Plain and Universal €... : Model:OD-8-20 
Seller: Machinery Values 
Search CNC Cylindrical Grinders on - Tel: 973.107.7600 


973-497-7600 
SurplusRecord.com to view all 121 listings. SR ID: 472648 


Price: Call for Price 


CNC CYLINDRICAL GRINDERS - ( 121 listings on our website!) 

11" x 27" Junker #Jumat-5002/50, CNC grinder, 19.69" wheel dia., Fanuc 18T, 1998 

11" x 27.5" Junker #Jumat-5002/50, CNC grinder, 19.69" wheel dia., Fanuc 18T, 2000 

11" x 27.5" Junker #Jumat-5002/50, 19" whl dia, OD/ID spdls,Marposs gauging,Fanuc 18T,'00,#32633 
11" x 27.5" Junker #Jumat-5002/50, 19" whl dia, OD/ID spdls,Marposs gauging,Fanuc 18T,'00,#32635 
11.47" x 31" Erwin Junker #EJ29 Silver, CNC cylindrical univ grinder,GE Fanuc 21iTB (6) 

12" x 24" SuperTec #G32P-60NC, univ. cylindrical grinder, 16" x 2" x 5" wheel, 7.5 HP Mitsubishi PLC ... 
12" x 25" Toyoda #GL32M-63, CNC CBN су! grinder,GC50 control,coolant,2 M/C's,2008 

12" x 36" Okamoto ZOGM12-36UNC-III, CNC cylindrical grinder,Fanuc CNC ctrl,2015 

12" x 40" Toyoda £Select-G1001l-45M,Combination Straight or Angle Head CNC Grinder,2004 

12.59" x 19.69" Okamoto #OGM-12.20-UB-GRIND-X, CNC cylindrical grinder, 14" x 1.5" x 5" wheel, Fanuc ... 
12.5" x 39" Toyoda #Select-G-100, CNC cyl grinder,straight or angle head grinder,2011 

12.5" x 39.4" Toyoda #GL-4P-100E, CNC OD grinder, GC-32, coolant 

12.6" x 12.6" Mitsubishi #PD32, cylindrical grinder,Fanuc 21iTB,20" x5" x8" wheel,2008 

12.6" x 12.6" Mitsubishi #PD32, cylindrical grinder,Fanuc 21iTB,20" x5" x8" wheel,2005 

12.6" x 20" Okamoto #OGM12-20UB, CNC universal cylindrical grinder,7.5 HP,2006 

12.6" x 20" Toyoda #GE4P-50, CNC plain OD grinder,16" x 3"W x 5"wheel,10-500 RPM,ZAMT,RC-50B 
12.6" x 24" Okamoto #OGM12-24PNC, CNC universal cylindrical grinder,7.5 HP,1610 RPM 

12.6" x 24.8" Toyoda #GL32M-63, CNC camshaft grinder,CBN grinding wheel,2013 

12.6" x 36" Okamoto #OGM12-36UNC-III, CNC cylindrical grinder,14" x 1.5" x 5"grinding wheel,2015 
12.9" x 15.7" Okuma #GP26W, CNC Cylindrical grinder,24" x10" wheel,5.9" wheel width,2016 

12.9" x 39.9" Mitsubishi #RC32-B100A, CNC cylindrical grinder,Fanuc 18T,7.5 HP,1996 

13" x 60" Mighty #MCG-1360AGC, cylindrical grinder, ID grinding attachment 

15" x 40" Supertec #G38P-100CIl, univ. cylindrical grinder, 16" x 2" x 5" wheel, 2007 

20" x 25" Toyoda £GM63III, 41.9" whl,GC50 Ctrl, Arobotec steady rest,hyd footstock,2005 

23.62" Fermat #BUB-E40/2000 CNC, cylindrical grinding machine,Siemens 828D,2018 

24" x 120" Minakuchi #NWT-300-60F2, CNC Cyl Grinder,l.D. spdl,Fanuc O-GC,30HP,'90 

48" x 120" Landis, Fanuc 0GC CNC,30" wheel,20 HP,balancer,clnt,rblt,s/n 832-20,#31737 

Jones & Shipman #Suprema-Easy-650M, univ ID/OD cylindrical grinder, 11 installed'12 

Knuth #RSM-800B, CNC cylindrical grinder,Fagor 8055i FL-TCO ctrl,MT4,1 HP,2018 

Mitsubishi 4PD32-50P, 20" centers,rotary dresser, SBS wheel bal,Fanuc 32i,2013 

Okuma #GP-26T, shoulder gauge, 25"cc distance, 24" dia wheel, OSP U10G CNC, 2007 

Pro-Grind #D040-OEDGY-58604, 2-Axis CNC cylindrical grinder, SetCo Master Pope Withmon 
Studer #S33, CNC univ. cylindrical grinder, 3500 hrs, Fanuc Oi-TD, 2014 

Studer #533 CNC Universal Cyclindrical Grinder, 1000mm Centers, 370mm X travel,2018 


Han-Kwang #PL3015 Fiber Laser, 4000 
watt,flying-optics,5'x10'dual shuttle ... 


Lasers, CNC т : Mfr: Han-Kwang 


Model:PL3015 

Seller: Kempler Industries 
Elk Grove Village, IL 
847-242-8982 

SR ID: 200526 

Price: Call for Price 


Search CNC Lasers on SurplusRecord.com to ` : Tel: 


view all 623 listings. 


CNC LASERS - (623 listings on our website!) 

Amada #2415-NT, CNC laser cutting sys,4000 watt,60" x 100"sheet,99"X,61"Y,11.8"Z,2011 

Amada #FO3015NT, laser, 4000 watts, 5'x10' sheets, NT ctrl, chiller, dust collector, 2004 

Amada #FO3015NT, 4000 watt, AMNC-PC ctrl,Flying Optic,120" x60" sheet,shuttle table,2008 

Amada #FOMII-3015NT, 4000 watt CNC laser,(2) 5' x 10'pallets,LST3015M? shuttle table,2012 
Amada #Fabrivision, laser scanning, 48" x 48" x 8" scanning zone, auto calibration, 2014 

Amada #Lasmac-LC2 415A4NT, w/Fanuc laser C2000,Orion chiller,Donaldson Torit ADF4 collection ... 
BLM #LT, Fiber Tube Laser, 2000 watt, IPG YLS Fiber, Siemens 840D Ctrl, 2012 

BLM #LT8, Co2 tube laser, 3500 watt, Siemens 840D, Donaldson Torit dust collector, 2013 

BLM #LT14, jumbo tube laser, 3500 watt, 40' infeed, 30' outfeed, 2014 

BLM #LT8.10, 3D fiber tube laser, Siemens Simatic, 2019 

BLM #LTFiber, Donaldson dust collector, Riedel chiller, Siemens Sinumerik 840D, 2012 

Bodor #P3015A, fiber laser, 1500 watt, 5' x 10', Bodor 2.0 ctrl system, 2019 

Boss Laser #LS-3655, Co2 laser cutter & engraver,155 watt,55.1" x35.4" cut area, CW5000 chiller,2018 
Bystronic #BySmart-3015, CNC 4000 watt fiber laser,5' x 10'tables,Flying Optic,2017 
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FL 
WI 
WI 
WI 
CT 
WI 
MN 
WI 
WI 
WI 
WI 
WI 
WI 
WI 
IL 
WI 
WI 
WI 


16" x 26" Weldon #1632-Gold, CNC OD 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


386-304-3720 
414-486-9700 
414-486-9700 
414-486-9700 
203-254-1643 
414-486-9700 
877-846-6224 
414-486-9700 
414-486-9700 
414-486-9700 
414-486-9700 
414-486-9700 
414-486-9700 
414-486-9700 
312-226-4150 
414-486-9700 
414-486-9700 
414-486-9700 


DEALER 

Sierra Victor 
Machine Tool Tech 
Machine Tool Tech 
Machine Tool Tech 
Capital Machine 
Machine Tool Tech 
Independence Mchy 
Machine Tool Tech 
Machine Tool Tech 
Machine Tool Tech 
Machine Tool Tech 
Machine Tool Tech 
Machine Tool Tech 
Machine Tool Tech 
Mchy Marketing Intl 
Machine Tool Tech 
Machine Tool Tech 
Machine Tool Tech 


SR ID 
470218 
460750 
467885 
440643 
374771 
435013 
362763 
450740 
440345 
440348 
440346 
440347 
440349 
440944 
472013 
436453 
434387 
480077 


grinder,Fanuc 18iM,dresser,3600 RPM,2000 
mm, 


| > 
U | 


= nh 


WI 
WI 
NY 
NY 
MI 
CA 
MI 
IL 
IL 
CA 
MI 
MI 
MI 
MI 
IL 
MI 
IL 
MI 
MI 
MN 
MI 
MI 
CO 
MI 
ON 
MN 
NY 
MI 
PA 
MI 
MI 
TX 
CA 
MN 


= 


262-548-6080 
262-548-6080 
631-249-5566 
631-249-5566 
586-771-1500 
626-444-0311 
248-926-0088 
773-866-9600 
847-673-0556 
818-514-1254 
248-879-1989 
248-926-8400 
586-755-5353 
586-755-5353 
773-866-9600 
586-465-9700 
773-866-9600 
586-755-5353 
248-879-1989 
763-494-9825 
586-755-5353 
586-778-7680 
303-651-6545 
248-459-7676 
216-633-6220 
763-494-9825 
631-249-5566 
248-879-1989 
215-672-8112 
248-879-1989 
248-879-1989 
713-462-5800 
310-909-2020 
763-494-9825 


Mfr: Weldon 
Model:1632-GOLD 


Seller: Gibbs Machinery Co 


Warren, MI 
Tel: 586-755-5353 
SR ID: 397164 
Price: Call for Price 


DEALER 

WI Metalworking 

WI Metalworking 
Prestige Equipment 
Prestige Equipment 
GCH Machinery 
Sterling Machy Exc 
Equipment Trading 
Asset Exchange Corp 
Adams Machinery Co 
Machinery Resources 
Sterling Machy Vent 
Lee Stevens Machy 
Gibbs Machinery Co 
Gibbs Machinery Co 
Asset Exchange Corp 
Seminole Machinery 
Asset Exchange Corp 
Gibbs Machinery Co 
Sterling Machy Vent 
Orca Machine Tools 
Gibbs Machinery Co 
Yates Industries 
Automatics & Machy 
JTEKT Toyoda 

T O S America Inc 
Orca Machine Tools 
Prestige Equipment 
Sterling Machy Vent 
NE Precision Machy 
Sterling Machy Vent 
Sterling Machy Vent 
Harris Machine Tool 
Machnet 

Orca Machine Tools 


SRID 
399066 
399067 
416494 
416495 
247308 
459126 
073230 
460950 
437429 
467818 
296396 
379610 
337289 
337290 
471591 
469372 
471590 
302923 
462738 
298826 
370601 
402798 
453679 
119129 
458907 
384266 
259996 
352304 
324179 
194718 
120746 
429250 
420922 
440443 


Ermak #Fibermark-Momentum-GEN2 IPG YLS 
fiber laser, 3000 watt,Beckhoff CNC ctrl,2011 


FL 
CA 
NY 
NC 
CA 
IL 
IL 
IA 
IA 
IA 
IL 
NY 
GA 
NC 


813-444-4555 
818-514-1254 
631-345-9500 
704-821-7370 
714-545-0940 
847-427-3333 
816-330-2138 
515-249-8428 
515-249-8428 
515-249-8428 
312-226-4150 
845-398-0073 
770-621-0495 
800-377-7553 


Mfr: Ermak 


Model:FIBERMARK-MOMENTUM- 


GEN2 


Seller: Jordan Craig Machy 


New City, NY 
Tel: 845-398-0073 
SR ID: 435382 
Price: Call for Price 


DEALER 

Southern Fab Machy 
Machinery Resources 
Alternative Machy 
Charleston Annex 
Mfr. Solutions 
Perfection Machy 
Revelation Machy 
Forge Manufacturing 
Forge Manufacturing 
Forge Manufacturing 
Mchy Marketing Intl 
Jordan Craig Machy 
Equipment Hub 
Active Machinery 


SRID 
479901 
443324 
468388 
480992 
476422 
469767 
478721 
372863 
472986 
399480 
471997 
435378 
471555 
476269 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


CNC LASERS - (623 listings on our website) 

Bystronic #BySprint-3015, 4400 Watt,60"X,120" Y,pallet shuttle,Donaldson Torit dust ... 

Bystronic #BySprint-2512, 1800 watt, 6700 IPM, 96"Х,48"Ү,8"2, 1998 

Bystronic #BySprint-3015, fiber laser, 4000 watt, 59" x 118"sheet size, 2013 

Bystronic #BySprint-4020, fiber laser, 6000 watt, chiller, dust collector, 2016 

Bystronic #BySprint-Fiber-3015, fiber laser,6000 watt,ByVision Touch screem,60" x120" sheet size,2016 
Cincinnati #CL-707, Laser Cutting System,2500 watt,6'x12'sheet,CNC ctrl,dust collector,2000 
Cincinnati #CL-960, 6000 watt laser, 6' x 12'shuttle tables, IPG Laser Source, 2017 

Farley Laserlab #Marvel-3015, fiber laser cutting system, 12000 watt, 122" x 60", 2023 

Han-Kwang #FL3015, PRC (5000 watt),5'x10'dual shuttle tbl, Siemens 840D,2012,#B4017 

Mazak Optonics #Fabri-Gear-150, laser, 4000 watts, 5-Axis, Fanuc L-64, 2008 

Mazak 3D #Еаһгїдеаг-220-11 (4k Gen 2) tube laser, 8.66"round,6"square,322"length,2016,#42986 
Mazak #Optiplex-3015-Fiber-III, 10000 watt 5' x 10', Mazatrol Preview G, 10 shelf FMS tower ... 

Mazak #Optonics-Optiplex-Nexus-3015, 5'x10'tbl., 2500 watt, 122.05"Х,62.2"Ү,5.91"2, 64Bit, 2015 
Mitsubishi #ML3015-EX-Plus, CNC laser,60" x 120" pallet shuttle,chiller,dust collector,2015 

Mitsubishi ZML3015EX (S)OLUS, Laser Cutting System,4000 watt,5' x 10',M700 Ctrl.,2015 

Mitsubishi #ML3015NX-40, CNC laser, 4000 watt, 120" x 60" workpiece, manual door, 2008 

Nukon #NF-Pro-Vento-315, Fiber Laser,4000 watt,5’ x 10’,load/unload automation,2017 

OREE £OR-P6025, 3000 watt sheet metal cutting laser, 238" x 99" working area, 2020 

Salvagnini £L3-40, 2D laser cutter, 60" W x 160" L sheet, 3000 watts, 4724 cmpm, 160" X, 60" Y, 3.9" ... 
Salvagnini #L3-4020, 2D laser cutter, 80" W x 160" L sheet, 2000 watts, 4724 ipm, 160" X, 80" Y, 3.9" ... 
Salvagnini £L5-30, laser cutter, 60" W x 120" L sheet, 4724 ipm, 120" X, 60" Y, 3.9" Z 

SenFeng #SF3015H4, high power fiber laser cutter-4th generation,12000-20000 watt,new '23 

Trumpf #TruLaser-2030 Fiber, 4000 watt, 10' x 5'table, Trudisk 4001, Brightline, 2018 

Trumpf #TruLaser-3030, 4000 watt laser,5' x 10'shuttle tables, TruFlow 4000,Siemens ctrl,2011 

Trumpf #TruLaser-3030 Fiber, 4000 watt,5' x 10', TruDisk 4001,pallet & nozzle ... 

Trumpf £TruLaser-3030, Co2 CNC laser,4000 watt,5' x 10'tables,Flying Optic,2014 

Trumpf #TruLaser-3030, CNC fiber laser, 6000 watt, 5'x10'tbl., 120" X,60" Y,5"Z, dust chiller, 2018 

XT Laser #XTC-FM1309, fiber laser, 1000 watt, 1300mm x 900mm cutting area, 2019 

Bodor #P4020, fiber laser, 2000 watts, 80" x160"tbl., Bodor Pro, edge detection, chiller, 2020 


Cincinnati #100 V, 5-Axis single spindle gantry 
profiler,600" X,164" Y,28" Z,1995 


Mfr: Cincinnati 
Model:100 

Seller: Ind Machine Tools 
Anacortes, WA 
360-399-7674 

SR ID: 409777 

Price: Call for Price 


Machining Centers, 
Gantry Type, CNC 


Search Gantry Machine Center on Ep 3 Tel: 


SurplusRecord.com to view all 86 listings. 


631-249-5566 
208-851-8568 
845-398-0073 
845-398-0073 
845-398-0073 
813-444-4555 
262-878-9400 
847-571-0523 
847-640-8600 
515-249-8428 
631-249-5566 
631-249-5566 
515-249-8428 
256-831-1211 
813-444-4555 
604-618-2848 
816-330-2138 
763-710-5160 
479-651-3683 
479-651-3683 
479-651-3683 
763-710-5160 
262-878-9400 
262-878-9400 
631-249-5566 
800-377-7553 
714-545-0940 
847-803-8700 
312-226-4150 


December 2023 


DEALER 

Prestige Equipment 
Liberty Machine 
Jordan Craig Machy 
Jordan Craig Machy 
Jordan Craig Machy 
Southern Fab Machy 
Elite Machinery Inc 
Blackout Equipment 
Kempler Industries 
Forge Manufacturing 
Prestige Equipment 
Prestige Equipment 
Forge Manufacturing 
Standard Industrial 
Southern Fab Machy 
MC Machinery Sales 
Revelation Machy 
Source Machy Sales 
Pioneer Machine 
Pioneer Machine 
Pioneer Machine 
Source Machy Sales 
Elite Machinery Inc 
Elite Machinery Inc 
Prestige Equipment 
Active Machinery 
Mfr. Solutions 
Johnston Machinery 
Mchy Marketing Intl 


SRID 
480546 
479951 
435379 
435380 
435381 
475673 
446835 
470925 
206107 
467209 
477200 
473662 
372866 
471265 
470351 
429053 
480262 
382870 
393011 
393010 
393012 
479920 
467850 
446834 
475569 
476272 
478646 
317758 
475465 


Johnford ZDMC-1500H, CNC bridge type gantry 
machining center, 24 ATC ... 


Mfr: Johnford 
Model:DMC-1500H 


Seller: Midstate Machinery 


Phoenix, AZ 


Tel: 800-289-3519 


SR ID: 455835 


Price: Call for Price 


GANTRY TYPE MACHINING CENTER - (86 listings on our website!) 

Арес #GM40, Siemens 840D CNC,5-Axis,197" X,157" Y,79"Z,2-Axis head,20000 RPM,40 ATC,2018,Still In ... 
Breton #Matrix-E1-1000-K20, CNC gantry mill, 5-Axis,79" X,98" Y,32"Z,79" x98" table, HSK 63A taper,brand ... 
Cincinnati #U5-1500, 5-Axis gantry mill,Siemens Sinumerik 840D,1178"X,144" Y,60"Z,63 ATC,'07 
Cincinnati, З Spindle 5 Axis Gantry Profiler, 1330" X,104" Y,28"Z, 1999 

CMS £Poseidon-38/100-DB-KX5-Z1300, 5-Axis high speed gantry mill, 42 HP, 2016 

Droop & Rein #FOGS3068C, 5-Axis,30 ATC,267" X,118" Y,59"Z,Fidia C20 Ctrl,2013 

EMMEGI #Satellite-XT, 5-Axis gantry type machining center 

Forest Line #MajorMill, 5-Axis travelling ganty,72 ATC,207" X,94" BH,Fidia 20,#32205 

Forest Line #Majormill, 5-Axis CNC gantry machining center with АРС 


NY 
OH 
WA 
WA 
IL 
IL 
IL 
NY 
CA 


631-249-5566 
513-771-2111 
360-399-7674 
360-399-7674 
773-866-9600 
815-759-5000 
773-866-9600 
631-249-5566 
818-465-6700 


DEALER 
Prestige Equipment 
Great American Eapt 
Ind Machine Tools 
Ind Machine Tools 
Asset Exchange Corp 
Used Solutions Inc 
Asset Exchange Corp 
Prestige Equipment 
Machinery Network 


SR ID 
480423 
367849 
409776 
416642 
460944 
348467 
307366 
320788 
443431 


OKUMA MCV-A2 BRIDGE TYPE MACHINING CENTER 


e OSP P200M CNC Control 

e Width between columns: 80” 

e Travel, X-axis, table: 157” 

e Travel, Y-axis, spindle head: 78" 


e Table Size: 60" width x 162" length 


• Spindle Taper: BT 50 


• Spindle Speed Range: 30 to 4,000 rpm 


e 72 Tool Stations 


• The machine has not been used in over seven years 
since new owners purchased the facility several years ago. 


HTR GLOBAL Inc. 


www.htr-tx.com/MachineTools/ | |HTR Ine] 12403 Oak Park Dr. « 


Hexram #MP1024FT4, 5-Axis gantry machining center,Fanuc 30i,120" X,288" Y,132"Z,15 ATC,2023 

Ingersoll #MasterMill, 5-Axis,Siemens 840D,659"X,157" Y,74.8" Z, Cat 60 simultaneous fit,2012 

Kent #KMV-32P/VB-3, bridge-mill,126" X,79" Y,35"Z,6k RPM,CTS,32 ATC,Fanuc OiMF,'19 

Kent ZKMV-42/VB-4, bridge mill,165" X,79" Y,35+8"Z,6k RPM,CTS,32 ATC,FOi-MF,2020/21 

Kent #KMV-52/VB-5, bridge-mill,204" X,79" Y,35+8"Z,6k RPM,CTS,32 ATC,Fanuc OiMF,'19 

Kitamura #Bridgecenter 6G, dbl column machining center, 40 ATC, 60.2" X,43.1" Y,28"Z, 12k RPM, #50, 30... 
Mazak #FJV-35/120, vertical CNC bridge mill 

Mitsubishi ZMVR-40, 80 ATC,244"X,157.5" Y,31.5"Z,4k RPM,40 HP,Fanuc 31i,rigid tap, chip conv., 2014 
Mitsubishi #MVR-40, CNC 5-face bridge type, 244"Х,165"Ү,28"2, 2014 

Okuma #MCR-B-III-30/50 5-Face, CNC dbl column,72 ATC,8000 RPM,BT50,OSP-P300M,2013 

Okuma #MCV-A2, OSP-P200M CNC control, 60" x 162" table, 78" Y-travel, 50 taper, 4000 rpm, 2007 
Promac #Zephyr-VTT-30, dual head bridge mill, 40 ATC, 137"X,106" Y,47"Z, 20k RPM, HSK 63А, Heidenhain ... 
QuickMill #96-180-36 3-Axis CNC traveling gantry,180" X,96" Y,12"Z,96"x180" tbl,3000 RPM,#50 tpr,TSC,35 ... 
Rambaudi 5 Axis gantry mill, 328"X,178" Y,56"Z, Cat 50, Fidia C-20 CNC ctrls 

SNK #RB-2N, double column CNC machining center,112"X,63" Y,16"Z,2000 RPM,24 ATC 

SNK #RB-300F, CNC gantry mill, 15000 RPM, 2012 

Starvision #FS-2716, 106" X,63" Y,31.5--8",6000 RPM,CTS,32 ATC,loaded,Fanuc 0iMF 

Starvision #FS-3216, 126" X,63" Y,31.5"+8"Z,8000rpm,2spd-gearedhead,CTS,32atc,F-OiMF 

Starvision #FS-3220, 126" X,79" Y,31.5"Z,6k RPM,2 spd geared hd,CTS,32 ATC,F-0iMF 

Vision Wide #SF-2616, 40 ATC, 102"X,62.9" Y,31.4"Z, 10k RPM, #50, 35 HP, Fanuc OIMD, chip conv., rigid ... 
Vision Wide #SF-3116, double column CNC machining center,Fanuc OM-i,10000 RPM,2017 
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972-713-0828 
360-399-7674 
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714-441-1992 
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248-926-8400 
310-487-3800 
763-494-9825 
281-376-8950 
310-909-2020 
631-249-5566 
513-236-8300 
310-487-3800 
310-487-3800 
319-350-6747 
319-350-6747 
319-350-6747 
847-669-9781 
310-487-3800 


Contact Mike Starling 
Office (281) 376-8950 


sales@htr-tx.com 


Sunwest Trading 
Ind Machine Tools 
APM Tool LLC 
APM Tool LLC 
APM Tool LLC 

ACT Machinery 
RAAR Group USA 
Lee Stevens Machy 
RAAR Group USA 
Orca Machine Tools 
HTR Global Inc. 
Machnet 
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RAAR Group USA 
APM Tool LLC 
APM Tool LLC 
APM Tool LLC 
Used CNC LLC 
RAAR Group USA 
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Doosan #HM-1000, CNC HMC, 120 ATC, Doosan #МНМ-6300, 60 АТС, 


Machining Centers, 1 82.7" X,49.2" Y,49.2"Z, 6k RPM, #50, 35 HP, 4-Axis 41 Ё KD Y,39.4"Z, 6k RPM, #50, 50 HP, Fanuc 
А I NE š 31IB, chip ... 
Horizontal e Sr" Mfr: Daewoo Doosan ; Mfr: Daewoo Doosan 
- ^, Model:HM-1000 kL Model:NHM-6300 
S SH 1 Seller: Tramar Industries Seller: Used CNC LLC 
Search HMC on SurplusRecord.com to view all j Novi, MI Huntley, IL 
isti E Tel: 248-479-6765 Tel: 847-669-9781 
611 listings. ` SR ID: 450886 SR ID: 444375 
Price: Call for Price Price: Call for Price 

HORIZONTAL CNC MACHINING CENTERS - (611 listings on our website!) DEALER SR ID 
Doosan #NHP-4000, HMC, 20 АТС, 22.047" X,25.196" Y,25.984"Z, 15k RPM, #40, 2019 CO 303-651-6545 Automatics & Machy 417584 
Doosan #NHP-4000, CNC HMC,60 ATC,22"X,25.2" Y,26" Z,15k RPM,CAT 40,Fanuc 31i-B,2019 MD 410-252-5494 Clark Machy Sales 464338 
Doosan #NHP-4000, HMC, 175 ATC, 22.047" X,25.196" Y,25.984"Z, 15k RPM, #40, Fanuc 31i-B, chip conv. ... CA 714-441-1992 ACT Machinery 480257 
Doosan #NHP-4000, HMC with full 4th-Axis,spindle chiller,high torque 15000 RPM spdl,LNS chip ... MN 763-745-1166 Machinesused.com 449087 
DMG Mori #DMC-125U2, 5-Axis HMC,49.2" X,49.2" Y,39.4"Z,18000 RPM,180 ATCchip conv.,2005 ID 208-851-8568 Liberty Machine 470332 
DMG Mori ZNH-4000DCG, HMC,factory 21 pallet vertical high rise oallet system & 360 tools,2010 CA 424-216-8555 Used Machine Tool 445746 
DMG Mori #NHX-4000, 60 АТС, 22" X,22" Y,26"Z, 12k RPM, #40, 30 HP, M730BM, rigid tap, 500 psi TSC, 2013 IL 847-669-9781 Used CNC LLC 458158 
DMG Mori Seiki #NHX-4000, HMC with RPP- 5 pallet pool system,120 station twin-arm ATC,M730BM ... MN 763-745-1166 Machinesused.com 450783 
DMG Mori ZNHX-4000, CNC HMC,22" X,22" Y,26" Z,20k RPM,CT40,Fanuc F31iB,TSC, full 4th Axis, chip сопу... IL 816-330-2138 Revelation Machy 481245 
DMG Mori #NHX-5000 CNC HMC, 40 ATC, 28.74" X,28.74" Y,31.5"Z, 12k RPM, 20.1 НР, 3-Axis, chip conv. ... IL 847-796-6687 Silverlight CNC 474911 
DMG Mori ZNHX-5000, CNC HMC with pallet changer,high pressure TSC,60 ATC,15000 RPM MN 763-745-1166 Machinesused.com 448935 
DMG Mori ZNHX-5000, CNC HMC w/pallet changer,high pressure TSC,60 sta tool changer,50 HP high torque ... MN 763-745-1166 Machinesused.com 448257 
Elumatic 4SBZ-628, 4-Axis CNC HMC,4 spindles,like new,hardly used,2022,#29264 IL 847-640-8600 Kempler Industries 473282 
Enshu #JE40, HMC, 30 АТС, 15.723"X,19.654" Y,15.723"Z, 10k RPM, £40, 7.5 HP, 3-Axis, Fanuc 18M, 2000 CA 714-892-9800 PM Machines 453671 
Daewoo #DHM-630, 39.4" X,31.5" Y,33.5" Z,(2) 24.8" x24.8" pallets,6000 RPM,Cat 50,90 ATC,Fanuc ... IL 847-427-3333 Perfection Machy 469718 
Grob #G352, 5-Axis Horizontal Machining Center, Siemens 840D sl, 12000 RPM, 2019 MI 248-680-1000 Gibbs Industries 399696 
Haas #EC-400, HMC, 24 АТС, 20" X,20" Y,20"Z, 8k RPM, #40, 20 HP, 4-Axis, rigid tap, 2012 AZ 800-289-3519 Midstate Machinery 471232 
Haas #EC-400-4AX, 4-Axis CNC HMC,20"X,20" Y,20" Z,8000 RPM,40 SMTC,Cat 40,TSC,2005 GA 770-621-0495 Equipment Hub 468973 
Haas #EC-400PP, HMC, 7041 SMTC, 20" X,20" Y,20"Z, 12k RPM, #40, 30 HP, rigid tap, 4-Axis rotary tbl. ... CA 714-441-1992 ACT Machinery 471269 
Haas #EC-400PP, CNC HMC,6 pallet,22" X,25" Y,22"Z,70 ATC,12000 RPM,1000 psi TSC,probing,2011 WI 262-854-5054 Meridan Machinery 468411 
Haas #EC-1600, CNC HMC,64" X,50"Y,40"Z, 10000 RPM,50 ATC,with extended Z ахіѕ,2009 (2) OK 414-405-4103 Badger Machine 460800 
Kitamura #HX-250G, HMC, 12" X, 12" Y, ARUMATIK-MI 4-Axis CNC Cntrl, 15000 RPM, BT30, 40ATC NJ 973-497-7500 Machinery Values 371002 
Kitamura MyCenter #HX300iG, HMC, 50 ATC, 18.1"X,20.1" Y,22"Z, 15k RPM, #40, 30 HP, 4-Axis, 12" x12" ... ON 905-676-9265 DiPaolo Machine 382184 
Kitamura MyCenter #HX400iF, CNC HMC,Fanuc 16i-MB,5-Axis,28.9" X,24" Y,(2) ... TX 817-222-9848 Investment Recovery 476457 
Kitamura MyCenter #HX1000i, HMC, 150 ATC, 80.31" X,51.97" Y,53.94"Z, 8k RPM, #50, 40 HP, Fanuc 16i-MB ... IL 312-226-4150 Mchy Marketing Intl 472005 
Kiwa #KNH-400, CNC HMC, 64 ATC, 23.62"X,23.62" Y,19.68" Z, 10k RPM, #40, 25 HP, Fanuc 18i-MA, rigid ... CA 909-919-9600 MachineStation 458621 
Кіма #KNH-426X, HMC,Fanuc 18iMB,23.6" X,24" Y,26" Z,64 ATC,(2) pallet,12000 RPM VA 540-344-8733 Dominion Air & Mchy 931174 
Кіма #КМН-426Х, 4-Axis HMC,Fanuc 18iM,23.62" X,24.02" Y,26.18"Z,12000 RPM,120 ATC,TSC,2004 IL 847-537-7700 CNC Exchange 460617 
Kuraki #125, CNC HMC, 1999 TX 972-713-0828 Sunwest Trading 460751 
Kuraki #KMH-125, 4-Ахіѕ СМС HMC,78.74" X,49.21" Y,39.37" Z,(2) 50"x50" pallet,8000 RPM,60 ATC,1998 CA 760-613-9092 EMC Leasing Company 481572 
LeBlond Makino #A-55, 128 ATC,22"X,22" Y,22"Z,14k RPM,Makino Pro 3,1998,#30406 NY 631-249-5566 Prestige Equipment 109079 
Makino #A51NX, CNC HMC, 60 ATC, 22" X,22" Y,23.6"Z, 14k RPM, #40, 33.5 HP, Fanuc 311, 2008 IL 847-669-9781 Used CNC LLC 460575 
Makino #A51NX, 4-Axis CNC HMC,Pro 5 ctrl,22"X,25"Y,15.7"Z,14000 RPM,60 ATC,2012 IL 847-265-1075 Ditter Industries 475483 
Makino #A51NX, CNC HMC, 60 АТС, 22" X,25.2" Y,25.2"Z, 14k RPM, #40, 30 HP, Fanuc 311, 2012 IL 847-669-9781 Used CNC LLC 460573 
Makino #A55 Delta, Pro-3 CNC,22"X,22" Y,22"Z,60 ATC,14000 RPM,TSC,chip conveyor,#32964 NY 631-249-5566 Prestige Equipment 480294 


#1 Machine Tool Re-Manufacturer in the United States 


CNC / Manual / Manual to CNC Conversions 
Lathes - Mills - Vertical & Horizontal Boring Mills 


La 
rhe Daniluk Corporation WWW.DANILUK.COM OKLAHOMA CITY Tel: 888-745-6647 
Makino #A61NX, CNC HMC,Pro 5 ctrl,28.7" X,25.6" Y,31.5" Z,24000 RPM,60 ATC,2015 IL 773-866-9600 Asset Exchange Corp 460948 
Makino #A71, HMC, 40 АТС, 28.7" Х,28.7"Ү,31.5"2, 10k RPM, £50, 4-Axis, Professional 5, hyd clamp ... CA 310-909-2020 Machnet 469025 
Makino #A92, CNC HMC,60"X,49" Y,53"Z,10k RPM,60 HP,CAT 50,TSC,chip conv,2018 IL 816-330-2138 Revelation Machy 477149 
Matsuura £H-Plus-500-PC2, HMC, 245 АТС, 31.49" X,31.49" Y,31.49"Z, 15k RPM, #50, 40 HP, Fanuc 311... CA 310-909-2020 Machnet 469026 
Matsuura #HPlus-500 PC2, HMC, 245 АТС, 31.49" X,31.49" Y,31.49"Z, 15k RPM, #50, 40 HP, 4-Axis, Fanuc... CA 714-441-1992 ACT Machinery 463717 
Matsuura #HPlus-500 PC2, CNC HMC, 245 ATC, 31.49" X,31.49" Y,31.49"Z, 15k RPM, #50, 40 HP, 4-Axis ... CA 818-514-1254 Machinery Resources 478802 
Mazak #HC-5000, 84 ATC, 28.74" X,28.74" Y,31.5"Z, 12k RPM, #40, 40 HP, Smooth ctrl, chip conv., TSC ... IL 847-669-9781 Used CNC LLC 479906 
Mazak #HCN-10800, HMC, 80 ATC, 64.6" X,55.11" Y,48"Z, 8k RPM, #50, 50 HP, Maxtrix 2, Renishaw MP700 ... CA 310-909-2020 Machnet 469027 
Mazak #HTC-400, CNC НМС,24 ATC,22"X,20" Y,20" Z,10k RPM,Mazatrol 640MT Ctrl,1999 MN 763-494-9825 Orca Machine Tools 446737 
Mitsubishi ZM-H600, 5-Axis CNC horizontal machining center, 1998 UT 385-321-3934 Revolution Machine 112390 
Mori-Seiki #NH-5000, 60 АТС, 24.8" X,23.6" Y,26.4"Z, 14k RPM, #40, 30 HP, MSX 501, rigid tap, 1000 psi ... IL 847-669-9781 Used CNC LLC 448588 
Mori-Seiki #NH-5000/40DCG, CNC HMC w/pallet changer,high pressure TSC,60 ATC,14000 RPM MN 763-745-1166 Machinesused.com 461458 
Mori-Seiki #NHX-4000, CNC HMC,60 ATC,22" X,22" Y,26"Z,12k RPM,BT#40,2011 WI 262-284-5611 Machinery Works Inc 456179 
Mori-Seiki #NHX-4000, HMC with M730BM ctrl,TSC,12000 RPM,60 ATC,tool presetter,2012 MN 763-745-1166 Machinesused.com 448955 
Mori-Seiki #NHX-4000, HMC with M730BM ctrl,TSC,12000 RPM,60 ATC,tool presetter,2013 MN 763-745-1166 Machinesused.com 448954 
Mori-Seiki #NHX-4000, 120 ATC, 22" X,22" Y,26"Z, 12k RPM, 40 HP, Mitsubishi M-730BM, 15.7" x15.7" ... CA 714-632-8452 Protech Machine 443956 
Mori-Seiki #NHX-4000HSC, 40 АТС, 22" X,22" Y,26"Z, 20k RPM, #40, TSC, 2012 (2) NY 516-922-7977 Prime Machinery Inc 471259 
ОКК #HM-400, CNC 4-Axis HMC,60 ATC,22.05"X,22.05" Y,27.17" Z,15k RPM,Fanuc 31i-TB,2015 WI 262-284-5611 Machinery Works Inc 458908 
ОКК #НМ-5005, 4-Axis CNC HMC,Fanuc ctrl,24.8" X,24.8" Y,27.9"Z,10000 RPM,60 ATC,2007 IL 773-866-9600 Asset Exchange Corp 448618 
OKK #HM-500S/40, 24"X,24" Y,27" Z,(2) 19.6" x19.6"pallet,10k RPM,Cat 40,Fanuc 31i-A5,#32668 NY 631-249-5566 Prestige Equipment 468385 
ОКК #HM-600, 4-Axis,Fanuc 31i-A5,30" X,29.5" Y,31.5"Z,(8) 25" x25"pallets,160 ATC,Cat 50,TSC,2011,#32914 NY 631-249-5566 Prestige Equipment 462737 
ОКК #HM-600 8APC, CNC HMC, 160 ATC, 30.71" X,29.53" Y,31.50"Z, 12k RPM, £50, 40 HP, Fanuc 31i-A5, TSC... CA 310-909-2020 Machnet 470223 
ОКК #HMC-400, Fanuc 31i-B,22" X,22" Y,27"Z,15.7" pallets,B-Axis,60 ATC,15000 RPM,TSC,chip ... NY 631-249-5566 Prestige Equipment 461722 
Okuma #MB-4000H, HMC,22.05" X,22.05" Y24.61"Z,15.75" -6-pallet-pool,B-Axis,15000 RPM,2014 NY 631-586-5252 Pride Machinery 481556 
Okuma Space Center #MB-5000H, CNC HMC,OSP-P300M,29.92" X,29.92" Y,29.92"Z,15000 RPM,64 ATC,2014 IL 847-537-7700 CNC Exchange 475991 
Okuma #MB-5000H, HMC,146 ATC,29.92" X,29.92" Y,29.92" Z,15k RPM,CT40,OSP-P300M,2014 MD 410-252-5494 Clark Machy Sales 467451 
Okuma #MB-5000H, 146 ATC, 30"X,30" Y,30"Z, 15k RPM, #40, 40 HP, 4-Axis rotary tbl., Renishaw probe ... SC 803-548-8000 Champion Machinery 450603 
Saeilo #Mach-3A, CNC HMC,Fanuc OM,16"X,16" Y,12"Z,6000 RPM,20 ATC,1990s MI 732-367-4130 Industrial Machy NJ 441208 
Tos #FOQ80-VR2, 98" X,63" Y,31.5"Z,20" W,78" x78"tbl,7-Axis, Siemens 840D,2008,#30936 NY 631-249-5566 Prestige Equipment 149507 
Toshiba #BMC-1000, CNC HMC,Tosnuc 888 ctrl,78.7" X,49" Y,47.2" 2,5000 RPM,60 ATC,TSC,1997 IL 847-580-6800 Blumberg Machinery 450588 
Toyoda #FH-550R-FMS, 230 АТС, 29"X,31" Y,33"Z, 15k RPM, #50, 40 HP, Fanuc 30iMA, rigid tap, Renishaw ... SC 803-548-8000 Champion Machinery 447965 
Toyoda #FH-550R FMS CELL, CNC HMC,29.5" X,31.5" Y,33.5"Z,15k RPM,CAT50.Fanuc 30i,2004 IL 815-547-0990 Machinery Source 461677 
Toyoda #FH1250SX-GH, high-speed HMC, 120 ATC, 86.6" X,59" Y,72.8"Z, 6k RPM, #50, 50/60 HP, 4-Axis ... MI 248-426-5555 Tramar Industries 450887 
Haas #EC-1600, CNC HMC, 30 ATC, 64"X, 40" Y, 32"Z, 6000 RPM, CAT50, CTS, 2012 IL 815-547-0990 Machinery Source 460493 
Okuma #MA-400HA, CNC HMC,60 ATC,24.05"X,22.01" Y,24.61"Z,15k RPM,CT40,OSP E100,2004 MN 763-710-5160 Source Machy Sales 461676 
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Johnford #DMC-2100SH, bridge mill,Fanuc 181,40 


Machining Centers, ' ATC,83" X,62" Y,32"Z,HSK100,2008 
Vertical - SEN eer | Madel:DMC Zen 


Seller: Machinery Solutions 
Lexington, SC 


Search VMC on SurplusRecord.com to view all a E Tel: 803-359-7000 


né SR ID: 306579 
2290 listings. Price: Call for Price 


Okuma #Millac-1052V, OSP- 
P200M,80.7" X,41.7" Y,31.5"Z,6000 RPM,CTS,36 
ATC,2008 interface,3400 ... 


К ag Mfr: Okuma ! Mfr: Okuma 
p Model:MILLAC-1052V = 

Seller: Machinery Solutions 
sc 


Tel: 803-359-7000 = Kommen те: 803-359-7000 
SR ID: 304794 " КӘС SRID: 404465 
Price: Call for Price Price: $175,000 


Okuma #Millac-1052VAE, OSP- 


VERTICAL CNC MACHINING CENTERS - (2,290 listings on our website!) 

Amera-Seiki #VB-1852, 32 АТС,204"Х,70.9"Ү,31.5"2,4500 RPM,CT50,Fanuc Oi-MF,'17 

Birmingham #BPV-3949, vertical miller, 9"x49"tbl., 3 HP, 33"X,13.25"Y,12"Z, R-8, 2-Axis DRO, 1999 
Bridgeport #VMC-1000XP2, CNC VMC, 4th Axis, Fanuc 18i-MB, 2004 

Brother #Speedio-R450X1, VMC, 17.7"X,12.6"Y,12"Z, 16k RPM, BT30, Renishaw OMP40 probe, Nikken ... 
Brother #TC-32BN-QT, CNC VMC,26 ATC,21.7"X,15.7" Y,16.3"Z,16k RPM,BT30,2013 

Chevalier #EM-2033L, Fanuc 0i-MF,33.5" X,20.9" Y,20.1"Z,CAT-40BP,10000 RPM,24 ATC,RT,low hrs,2019 
Chiron #FZ12-FX, VMC, 48 ATC, 21.654"X,15.748" Y,15.748"Z, 24k RPM, HSK50A, 48.3 НР, 5-Axis, Fanuc ... 
CMS Industries #Poseidon-38/100DB-KX5-Z1300, VMC,30 ATC,314" X,149.51" Y,51.8"Z,27000 RPM,HSK63,42 ... 
Doosan #BM-2740P, 40 ATC, 157.48"X,106.3" Y,28"Z, 12k RPM, #40, 25 HP, Fanuc 32i-A, LNS turbo МР2 chip ... 
Doosan #DCM-2740W, 5-face dbl column VMC,167"X,126" Y28"Z,86.6" x161.4",F18i-MB,'09 

Doosan #DCM-3260F, bridge mill,246" X,145" Y,Fanuc 31iB,60 ATC,90°head,125" B/C,2015,#32837 

Doosan #DNM-400, CNC VMC,30" X,17.1" Y,20.1"Z,8k RPM,20 HP,CAT40,TSC,chip conv,2010 

Doosan #DNM-500, CNC VMV, 30 ATC, 40"X,21" Y,20"Z, 12k RPM, #40, 20 HP, 3-Axis, Fanuc O-iMC, TSC, 2010 
Doosan #DNM-750L-II, 30 SMTC, 85"X,30" Y,25.6"Z, 12k RPM, #40, 21 HP, Fanuc i, chip conv., Renishaw ... 
Doosan #Mynx-5400/40, 24 SMTC, 40"X,21" Y,21"Z, 8k RPM, #40, 20 HP, Fanuc Qi, 47.2" x 21.2"tbl., rigid ... 
Doosan #Mynx-5400/50, VMC,40.2" X,21.3" Y,20.9" Z,6000 RPM,24 ATC £250 taper,Fanuc i Series,2012 
Deckel Maho DMG #DMU-50, 30 ATC,19.7" X,17.7" Y,15.7"Z,10k RPM,CT40,MillPlus iT,'08 

Deckel Maho #DMU-100T, VMC 

Deckel Maho DMG #DMU-125P-duoBLOCK, 120 ATC,49.2" X,49.2" Y,39.4"Z,8k RPM,'15 

DMG Mori MillTap #700, 25.5" X,16.5" Y,14.9"Z, Siemens 640,10k RPM,25 ATC,2015 (2) 

DMG Mori #DMC-65-monoBLOCK, CNC VMC, 60 ATC, 28.9"X,25.6" Y,22"Z, 20k RPM, HSK-A63, 47 HP, 5-Axis ... 
DMG #DMF-360-Linear, 80 ATC, 141.7" X,35.5" Y,32.3"Z, 10k RPM, #50, Siemens Sinumerik 8400 Powerline ... 
DMG Mori #DMU-50, 5-Axis VMC,30 ATC,19.7" X,17.7" Y,15.7"Z,18k RPM,20 HP,2014 

DMG Mori Deckel Maho ZDMU-50V, 24 АТС,19.7"Х,15"Ү,15"2,8к RPM,CT40,5-Axis,'97 

DMG Mori Deckel Maho #DMU-125P hy-dyn,49.2" X,34.6" Y,31.5"Z,18k RPM,5-Axis,2003/4 

DMG Mori ZDMU-50, VMC, 30 ATC, 19.7"X,17.7" Y,15.7"Z, 18k RPM, HSK 63, 20 HP, 5-Axis, Heidenhain ... 
DMG Mori ZDMU-50, 30 ATC, 19.7"X,17.7" Y,15.7"Z, 18k RPM, #40, 20 HP, 5-Axis, Siemens 840D ... 

DMG Mori-Seiki ZDMU-50-Ecoline, CNC VMC, 30 ATC, 19.7" X,17.7" Y,15.7"Z, 8k RPM, #40, 20 HP, 5-Axis ... 
DMG Mori ZNMV-5000DCG, VMC,FS 311А5 w/MAPPS 3,12000 RPM,61 ATC,Cat 40,TSC,2010 

DMG Mori #i30V, СМС VMC,15.7" X,10.6" Y,23.6" x11.8" table,15000 RPM,7.5 HP,2019 

DMG Mori #i30V-SN, CNC VMC,Mitsubishi M730UM ctrl,15.7" X,10.6" Y,11"Z,15000 RPM,18 ATC,2019 
DuraVertical #5080, 30 ATC, 31.5" X,20.9" Y,20.1"Z, 10k RPM, #40, MSC-504, 43.3" x23.6"tbl., chip conv. ... 
DuraVertical #5080, 30 ATC, 31.5" X,20.9" Y,20.1"Z, 10k RPM, #40, 43.3" x23.6"tbl., 2007 

Fadal #4020, CNC VMC,40"X,20" Y,20"Z,10k RPM,15HP,CT40, Tsudakoma 4th axis rotary tbl,'01 

Fadal #6030HT, CNC VMC, 21 ATC, 60"X,30" Y,30"Z, 10k RPM, #40, 22.5 HP, 30"x62.5"tbl., 1991 

Fadal #8030HT, VMC, 21 ATC, 80"X,30" Y,30"Z, 10k RPM, £40, Fadal 32MP, rigid tap, reman. 2005 

Fadal #VMC-4020, 21 ATC, 40"X,20" Y,20"Z, 7500 RPM, #40, 15 HP, MP32, rigid tap, 1998 

Fadal #VMC-4020HT, CNC VMC, 21 АТС, 40"X,20" Y,28"Z, 10k RPM, #40, 22.5 HP, 20" x48"tbl., 3-Axis, 1995 
Fadal #VMC3016, 904-1 СМС VMC with 4th Axis,30" X,16" Y,20"Z,10000 RPM,21 ATC,1996 

Fadal #VMC4020HT, VMC,20 ATC,40"X,20" Y,20"Z,#40,48" x20" tbl,s/n 960563,1996 

Fadal #VMC4020HT, 40" X,20" Y,28"Z, 48" x 20"table, Cat 40, 20 ATC, CNC 88 ctrl, 544791 

Fadal #VMC4040HT, 20" X,40" Y,20"z, 10k RPM, #40, 20 HP, 20" х 48"tbl., 1994 

Fadal #VMC5020AHT, CNC VMC, 50" X, 20" Y, 20"Z, 57" x 20" table 

Fadal #VMC6030HT, CNC VMC,60" X,30" Y,30"Z,10000 RPM,21 ATC,#40 taper,2007 

Fadal #VMC6535/50, VMC,Fadal 32MP ctrl,65" X,35" Y,34"Z,7500 RPM,32 ATC,Cat 50,2002 

Fanuc #D21MIBSADV, 4-Axis CNC VMC,21 ATC,19.7"X,15.7" Y,15.7" Z,24k RPM,Fanuc 31iB5,2018 

Fanuc #Robodrill-Alpha-T21iD, CNC VMC,Fanuc 16iMB,20" X,16" Y,12"Z,20000 RPM,21 АТС 

Fanuc #Robodrill-a-D21MiB5, CNC VMC,19.7"X,15.7" Y,12.9"Z,25.6"x15.75"table,24000 RPM,21 ATC,TSC,Fanuc ... 
Kia #VX500, 41" X,20" Y,24.7" Z,20" x47"table,Fanuc Series 21i-MB 4th Ахіѕ,8000 RPM,30 ATC,2008,S44717 
Feeler #VM-40SA, CNC VMC, 40"X, 20" Y, 10000 RPM, 24 ATC, 25 HP, 2007 

Fryer #MC-10, CNC VMC,32"X,17" Y,19" Z,8000 RPM,15 НР,16 ATC,14"x50"table,2008 

Fryer #MC-10, CNC VMC,32"X,17" Y,19" Z,8000 RPM,15 HP,16 ATC,14"x50"table,2008 

Fryer #МС-15, CNC УМС, multi position tool changer,16"x54",S/N 15818 

Fryer #MC-40, CNC VMC,24 ATC,23-1/2" x51", GE Fanuc Oi-MC,S/N 40582 

Fryer #MC-60, CNC VMC, 24" x 73", Anilam 6000 Touch Control, S/N 60541 

Ganesh #GenMill-4024, VMC, 12k RPM, chip conveyor, TSC, 1985 

GF Mikron ZHSM-600U, 50 ATC,31.5"X,23.6" Y,19.7"Z,24k RPM,iTNC 530,chip conv,'07 

Grob #G350, 40 ATC,23.6"X,33.7" Y,31.6" Z,28k RPM,full 5-Axis,HH iTNC 530,2014 

Haas #DM-2, CNC VMC,28" X,16" Y,15.5"Z,15000 RPM,CAT 40,TSC,Haas Ctrl,2017 

Haas #GR-512, CNC VMC,10 ATC,144"X,61" Y,11"Z,10k RPM,15 HP,CAT40,rigid tapping,2006 

Haas #Mi ill, 10 ATC, 16"X,12" Y,10"Z, 6k RPM, £40, 7.5 HP, 3-Axis, 2003 

Haas #Mini-Mill, CNC VMC,10 ATC,16"X,12" Y,10"Z,6000 RPM,7.5 HP,CAT 40,prog. cint,2004 

Haas #Mini-Mill, ММС, 10 ATC, 16"X,12" Y,10"Z, 6k RPM, #40, 7.5 HP, 12"x36"tbl., 2005 

Haas #Super-Mini-Mill, СМС VMC,10 ATC,16"X,12" Y,10"Z,10k RPM,Cat 40,Haas CNC Ctrl,2004 

Haas #Super-Mini-Mill, СМС VMC,10 ATC,16"X,12" Y,10"Z,15000 RPM,15 HP,Haas Ctrl,2002 

Haas #ТМ-2, Toolroom VMC,40"X,16" Y,16"Z,4000 RPM,7.5 HP,CAT 40,Tool Changer,2007 

Haas #UMC-750, 40 ATC, 30" Х,20"Ү,20"2, 10k RPM, 30 НР, 5-Axis Trinity AX-55 APS, 1000 psi TSC, 2019 
Haas #UMC-750, 30"X,20" Y,20"Z,12000 RPM,40 ATC,CTS,Renishaw probe,chip conv,2014 

Haas #UMC-750SS, 40+1 ATC, 30"Х,20"Ү,20"2, 15k RPM, #40, 30 HP, chip conv., 2015 

Haas #UMC-750SS, CNC VMC,40 ATC,30"X,20" Y,20"Z,15k RPM,30 HP,BT40,TSC,2019 
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Р200М,40"х120" ,#50,6000 RPM,TSC,4th axis 


Model:MILLAC-1052VAE 
Seller: Machinery Solutions 
SC 
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Monarch #Cat-50, CNC vertical 
mill,3-Axis,40" X,20" Y,27" Z,30 HP,10000 
RPM,60"table,1 ... 


Mfr: Monarch 
Model:CAT 50 


Seller: Craftech Industries 


NY 
Tel: 518-828-5001 
SR ID: 464799 
Price: $5,000 


Haas #VF-2SS, CNC VMC, 24 SMTC, 


30"X,16" Y,20" Z, 12k RPM, #40, 30 HP, 2004 
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Mfr: Haas 
Model:VF-2SS 


Seller: MachineStation 


TX 
Tel: 909-919-9600 
SR ID: 298465 
Price: Call for Price 


DEALER 
Amera-Seiki Corp. 
Generation Machine 
C W Wood Machinery 
Mchy Marketing Intl 
Source Machy Sales 
A Green Co Inc 
Machnet 

Mchy Marketing Intl 
Mchy Marketing Intl 
Machine Craft Co. 
Prestige Equipment 
Revelation Machy 
ACT Machinery 
Champion Machinery 
Champion Machinery 
Pride Machinery 
Franke CNC, LLC 
Electro Corp 

Franke CNC, LLC 
Tartan American 
MachineStation 
Mchy Marketing Intl 
Southern Fab Machy 
Franke CNC, LLC 
Franke CNC, LLC 
Machnet 

Mchy Marketing Intl 
MachineStation 
Used Machine Tool 
Harris Machine Tool 
Harris Machine Tool 
Presses for Indust 
Protech Machine 
CJM Machy Sales 
Midstate Machinery 
Machinery Values 
Used CNC LLC 
Midstate Machinery 
Harris Machine Tool 
WI Equipment Corp 
Perfection Machy 
Die-Matic Tool & 
Bud's Machine Tools 
Industrial Machy NJ 
Hildebrand Machy 
Machinery Works Inc 
Platinum Asset 
Great American Eqpt 
Perfection Machy 

C W Wood Machinery 
Liberty Machine 
Liberty Machine 
HGR Indust Surplus 
HGR Indust Surplus 
HGR Indust Surplus 
Forge Manufacturing 
Franke CNC, LLC 
Franke CNC, LLC 
CJM Machy Sales 
Clark Machy Sales 

T R Wigglesworth 
Clark Machy Sales 
PM Machines 

Orca Machine Tools 
CJM Machy Sales 
TNT Industrial 

ACT Machinery 
Machinery Systems 
Machinery Resources 
Clark Machy Sales 
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478806 
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37 


December 2023 


VERTICAL CNC MACHINING CENTERS - (2,290 listings on our website!) 

Haas #UMC-1000, 7041 SMTC, 40" X,25" Y,25"Z, 15k RPM, #40, 30 HP, 2021 

Haas #VF-0E, CNC VMC,20 ATC,30"X,16" Y,20" Z,15k RPM,20 HP,CAT-40,Haas CNC Ctrl,1999 

Haas #VF-2, VMC, 20 ATC, 7500 RPM, 14"x36"tbl., 208/230 V., 3-phase, 1993 

Haas #VF-2, CNC VMC,20 ATC,30" X,16" Y,20" Z,1000 RPM,40 tpr,Haas CNC Ctrl,S/N 2857,1994 

Haas #VF-2, CNC VMC,3-Axis,30" X,16" Y,20"Z,7500 RPM,20 ATC,14" x36"table, 1998 

Haas #VF-2, СМС VMC, 24 ATC, 30"Х,16"Ү,20"2, 30k RPM, #30, 20 HP, 3-Axis, Renishaw probe, chip conv. ... 
Haas #VF-2B, VMC, 20 ATC, 30"Х,16"Ү,20"2, 7500 RPM, #40, 20 HP, 4-Axis, rigid tap, p-cool, chip ... 

Haas #VF-2B, CNC VMC, 24 ATC, 30"X,16" Y,20"Z, 7500 RPM, 20 HP, 14"x36"tbl., Renishaw probe, chip ... 
Haas #VF-2D, VMC, 2441 SMTC, 30"X,16" Y,20"Z, 10k RPM, #40, 20 HP, 36"x18"tbl., 2003 

Haas #VF-2SS, СМС VMC, 24 АТС, 30"X,16" Y,20"Z, 12k RPM, #40, 30 HP, 14"x36"tbl., chip auger, 2006 
Haas #VF-2SS, VMC, 24 ATC, 30"X,16" Y,20"Z, 12k RPM, #40, 30 HP, Renishaw probe, 2009 

Haas #VF-2SS, VMC, 25 АТС, 30"X,16" Y,20" Z, 12k RPM, #40, 30 HP, 36"x14"tbl., 2013 

Haas #VF-2SS, CNC VMC, 30 SMTC, 30"X,16" Y,20"Z, 12k RPM, £40, 30 HP, rigid tap, 2022 

Haas #VF-2YT, CNC VMC,3-Axis,30" X,20" Y,20"Z,8100 RPM,20 ATC,WIPS,HSM,2012 

Haas #VF-3, VMC, 20 ATC, 40"X,20" Y,25"Z, 8100 RPM, #40, 30 HP, 18"x48"tbl., 3-Axis, 32-Bit, Renishaw ... 
Haas #VF-3, СМС VMC, 20 ATC, 40"X,20" Y,25"Z, 8100 RPM, #40, 30 HP, 4-Axis rotary tbl., rigid tap ... 

Haas #VF-3, CNC VMC,40"X,20" Y,25"Z,15k RPM,CAT 40,Haas control, TSC,48"x18" table,2011 

Haas #VF-3BYT, CNC VMC, 40 ATC, 40"X,26" Y,25"Z, 10k RPM, #40, 30 HP, Renishaw probe, 54" x 24" tbl. ... 
Haas #VF-3SSYT, CNC VMC, 30 ATC, 40"X,26" Y,25"Z, 12k RPM,30 HP,40 tpr,prog. сіпї,2023 

Haas #VF-4, СМС VMC,50"X,20" Y,25"Z,8100 RPM,20 ATC,18" x52"table,P-cool,2000 

Haas #VF-4, CNC VMC, serial #20882 

Haas #VF-4APC, 4-Axis CNC VMC,50"X,20" Y,25"Z,10000 RPM,24 SMTC,Cat 40,2000 (3) 

Haas #VF-4B, CNC VMC, 2006 

Haas #VF-4SS, СМС VMC,24 ATC,50" X,20" Y,25"Z,12k RPM,BT40,TSC,rotary tbl,prog. сіпї,2015 

Haas #VF-4SS, 40 SMTC, 50"X,20" Y,25"Z, 12k RPM, #40, 30 HP, 52"x18"tbl., HRT-210SP rotary tbl., WIPS ... 
Haas #VF-5, CNC VMC,5-Axis,50" X,25" Y,20 ATC,7500 RPM,rotary trunion table,1999 

Haas #VF-5/50XT, CNC VMC,30 ATC,60"X,26" Y,25"Z,7500 RPM,30 HP,CAT50,probing,2007 

Haas #VF-6/40, 20 ATC, 64"X,32" Y,30"Z, 7500 RPM, £40, 20 HP, 32-Bit, prog. cool, rigid tap, chip ... 

Haas #VF-6/50, 30 ATC,64" X,32" Y,30" Z,7000 RPM,CAT 50,HRT310 4th Axis rotary table,2015 

Haas #VF-6SS, СМС VMC, 50 SMTC, 64"X,32" Y,30"Z, 15k RPM, #40, 30 НР, 64"x28" tbl., TSC, 2019 

Haas #VF-7, CNC VMC,high speed machining,84" X,32" Y,30"Z,10000 RPM,20 HP,2 speed gearbox,40 ... 
Haas #VF-7/50, VMC, 3041 АТС, 80" X,32" Y,25"Z, 7500 RPM, #50, 30 HP, TSC, 2007 

Haas #VF-8/40, VMC, 4041 SMTC, 64" X,40" Y,30"Z, 10k RPM, #40, 64"x36"tbl., 2019 

Haas #VF-8B/40, 4-Axis VMC,40 position SMTC,linear scales,probe,1000 psi TSC,63" X,40" Y,30"Z,10000 ... 
Haas #VM-2, CNC VMC,30 ATC,30"X,20" Y,20" Z,30k RPM,20 HP,CAT 30,5-Axis,low hrs,2018 

Haas #VM-2, CNC VMC w/4th Axis drive, chip auger, coolant system, rigid tapping 

Haas #VM-3, СМС VMC with probing,12000 RPM spindle,24 ATC,high speed machining,chip auger 

Haas #VM-3, VMC, 40 SMTC, 40" X,26" Y,25"Z, 12k RPM, #40, 30 HP, 54"x25"tbl., chip auger, 2011 

Hardinge #Conquest-V1000, VMC,Mitsubishi M70 CNC,40" X,20" Y,24"Z,12000 RPM,30 ATC,2016 

Hardinge #GX1000, 4-Ахіѕ CNC VMC,Fanuc 0iMC,40.16" X,21.25" Y,21.25"Z,10000 RPM,30 SMTC,CTS,2010 
Hardinge Bridgeport #V1000, VMC,40"X,20" Y,20" Z,Fanuc Oi-MF,CT40,30 tool side mount tool carousel 
Hardinge #VMC-1000ll, CNC VMC,Fanuc 0iMB,40" X,20" Y,20"Z,8000 RPM,20 ATC,Cat 40,TSC,2003 

Hardinge #XR700-APC, VMC, 48 АТС, 27.6" X,20" Y,22"Z, 10k RPM, #40, 20 HP, 20" x 31.5" tbl., Fanuc ... 
Hermle #C30U, 5-Axis CNC VMC,Heidenhain iTNC530 ctrl,180 ATC,18000 RPM,2003 

Hitachi Seiki #VS50, 30 SMTC, 40" X,20" Y,18"Z, 12k RPM, #40, 20 HP, Seicos Sigma 18M, rigid tap ... 

Hurco #HTM30i, 30" X, 16" Y, 20"Z, 8000 RPM, Cat 40, 16 АТС, 2018 

Hurco #VMX-24S, CNC VMC,24 ATC,24"X,20" Y,24"Z,15k RPM,CAT40,Ultimax Ctrl,chiller,2004 

Ingersoll Rand #Mastermill, VMC, 20-4000 RPM, £50, 6-Axis sgl hd, 5 w/ contouring, 1996 

JTEKT AMS #MCVASOXL-RPC, 30 ATC,31.5"X,17.7" Y,19.7" Z,12000 RPM,#40,20 HP,Fanuc Oi-MF,hyd clamp,2019 
Kasuga £Quantum-Q-2000V-42, VMC, 40 ATC, 82"X,42" Y,32"Z, 6k RPM, £50, 45 HP, Fanuc 18i-M ... 
Kitamura #MyCenter-2XiF, CNC VMC,Fanuc 16іМВ,20"Х,14"Ү,18"2,20000 RPM,24 ATC,2008 

Kitamura #MyCenter-3X-APC, 30 ATC,30"X,17.9" Y,18.1"Z,240 taper,2 pallets,Fanuc 16iM,1998 

Kitamura #MyCenter-3XD, 24 ATC, 30"X,20.1" Y,20.1"Z, 12k RPM, #40, 35 HP, 19.7" x33.9"tbl., 3-Axis ... 
Kitamura #MyCenter-3Xi, CNC VMC,30"X,17.9" Y,18.1"Z,30 ATC,15 HP,Cat 40,2000 

Kitamura #MyCenter-4X, VMC, 40 АТС, 40.2" X,20.1" Y,20.1"Z, 15k RPM, #40, 33 HP, 3-Axis, Arumatik-Mi ... 
Makino #SNC64, VMC,Pro З CNC,223.6"X,15.7" Y,15.7"Z,20000 RPM,15 ATC,2000 

Makino #V33, ММС, 25 ATC, 23.62" X,15.74" Y,13.78" Z, 20k RPM, HSK 63, 20 HP, Professional 3, 2003 
Makino #V33, CNC VMC,GE Fanuc Pro 3,23.6" X,15.7" Y,13.7" Z,20000 RPM,25 ATC,2005 

Matsuura #MC-600VGDC, 30 АТС, 24"X,16" Y,19"Z, 15k RPM, #40, 7.5 HP, 4-Axis Trunnion rotary tbl. ... 
Matsuura #VX-1000, VMC,Fanuc 31iB,40" X,24" Y,24"Z,15000 RPM,30 ATC,30 HP,CTS,2014 

Mazak #Nexus-VCN-A10A-II, CNC VMC, 30 ATC, 20.04" X,16.14" Y,20.08"Z, 12k RPM, #40, 20 HP, Matrix ... 
Mazak £SVC-2000L/1201l, CNC VMC, 30 ATC, 120"X,20.08" Y,20.08"Z, 15k RPM, #40, 30 HP, Mazatrol Matrix ... 
Mazak #Smart-VCS-430A, CNC VMC,22.05" X,16.93" Y,20.08" Z,12000 RPM,30 ATC,Cat 40,2012 

Mazak #VCN 530C-Il, VMC, 30 ATC, 41.31" X,20.88" Y,20.08"Z, 12k RPM, #40, 30 HP, Matrix Nexus 2, 21.66" ... 
Mazak #VCN-510C, CNC VMC, 30 АТС, 41.3"X,20.08" Y,20.08"Z, 12k RPM, £40, 25 HP, 4-Axis, Mazatrol 640M ... 
Mazak #Variaxis-C-600, VMC, 60 ATC, 25.29" X,21.65" Y,20.87"Z, 12k RPM, #40, 15 HP, 5-Axis, Smooth AL ... 
Mazak #Variaxis-C-600, VMC, 60 ATC, 26"X,22" Y,21"Z, 12k RPM, #40, 5-Axis, Smooth АІ, Renishaw RMP600 ... 
Mazak £Vortex-1400/160-ll, ММС, 60 АТС, 165.35" X,55.12" Y,24.02"Z, 15k RPM, HSK 100, 50 HP, Fanuc 31i ... 
Mighty Viper #VMC-1270A, СМС VMC, 20 ATC, 50"X,25" Y,25"Z, 6k RPM, #40, 15 HP, Fanuc OLM. rigid tap ... 
Mikron #HSM-400U, CNC VMC, 36 ATC, 15.75" X,9.44" Y,13.78"Z, 42k RPM, HSK E40, 15 HP, 5-Axis ... 
Mikron #HSM700, 27.55" X,31.65" Y,17.17"Z,HSK-40 taper,42000 RPM,Heidenhain HS ctrl 

Milltronics #RH30, VMC, 20 АТС, 60"X,30" Y,28"Z, 8k RPM, #40, 24 HP, Centurion 6, 1999 

Mitsubishi 4MVR-35 5-Face, 236" X,137" Y,128" BTWC,65"U/R,6k RPM,angle head, ATC,AAC,40 HP,Fanuc ... 
Modig #MD7200 Profileline, 29-1/2" X,7-3/4" Y,19-3/4" Z,20000 RPM,24 ATC,Fanuc 16MB 

Mori-Seiki #DuraVertical-1035ECO, CNC VMC,30 ATC,40.7" X,22" Y,20.1" Z,12k RPM,CT40,2011 

Mori-Seiki #MV-40m, 43.3" x 17.7" table, 31.5"X, 16.14" Y, 20.8"Z, 8000 RPM, 20 АТС, 15/10 HP 230... 
Mori-Seiki #MV-Junior, CNC VMC,22"X,15" Y,14"Z,6000 RPM,20 ATC,Cat 40,16"x35"table 

Okuma #MA-600HII, CNC HMC,OSP-P300MA ctrl,60" X,60" Y,60" Z,10000 RPM,2017 

Okuma #MCV-16A, double column VMC,118"X,63" Y,15.70"Z,24 ATC,3600 RPM,$209,000 

Quaser #MV204E/12B, 60 ATC,50"X,27.56" Y,24.02"Z,#40,Fanuc OiMF,Renishaw probe,2019 

Sharp #SV-2414 A-F, VMC, 16 ATC, 24"X,14" Y,18"Z, 8k RPM, #40, Fanuc Oi-MF, rigid tap, 2019 

Starvision #FS-3216, 126" X,63" Y,31.5"+8"Z,8000 RPM,CTS,32 ATC,Fanuc OiMF 

Tree #VMC1300/20, 55" х 19"table,20 ATC,Cat 40, Tree TPC-2100 CNC ctrl,pendant,S/N TS130005V,#32966 
Tree #VMC4024, 40" X,24" Y,25.92"Z,20 ATC, Vickers Acramatic 2100 CNC ctrl,S/N 9-90-98-1240,#32965 

YCM #XV-1250A, VMC,Fanuc MXP200i,50" X,20.5" Y,21.3"Z,1000 RPM,24 ATC,CT40,2006 

YCM Supermax #XV-1250A, VMC, 24 ATC, 50"X,20.5" Y,21.3"Z, 10k RPM, #40, 15 HP, Fanuc MXP-100i / ... 
Fadal #VMC4020A, CNC VMC,21 ATC40"X,20"Y,20"Z,Fadal 32MP Ctrl,4th Axis Pre-Wire,1996 

Haas #VF-2, 4th Axis VMC,30"X,16" Y,20"Z,7500 RPM,20 HP,20 ATC,Cat 40,coolant,1997 

Bridgeport #VMC-760/22, VMC,DX-32 CNC,31.5" X,20.1" Y,19.7" Z,6000 RPM,22 ATC,BT40,1996 

Hardinge #VMC-1000II, 15 HP, 8000 RPM, 20 ATC, 40"X, 20" Y, 24"Z, Cat-40 taper, 20"x44" table, 3-axis ... 
Hardinge Bridgeport #GX-480, СМС VMC, 16 ATC, 18.9" X,15.75" Y,16.93"Z, 10k RPM #40, Fanuc 0i-MC, 2008 
Hermle #C30U, 5-Axis CNC VMC with Erowa robot cell,Heidenhain iTNC530 CNC ctrl,2006 (2) 
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DEALER 

Mchy Marketing Intl 
Myers Technology Co 
McKean Machy Sales 
Smith Machinery Co 
520 Machinery Sales 
Global Machine 
Machinery Values 
Silverlight CNC 
Automatics & Machy 
Generation Machine 
Global Machine 
Automatics & Machy 
MachineStation 

520 Machinery Sales 
T R Wigglesworth 
Tramar Industries 
CJM Machy Sales 
Tramar Industries 
Source Machy Sales 
520 Machinery Sales 
Hildebrand Machy 
Ditter Industries 

ACT Machinery 

Clark Machy Sales 
Champion Machinery 
Allied Machinery Co 
Revelation Machy 
Champion Machinery 
Clark Machy Sales 
Machinery Resources 
Used Solutions Inc 
Machnet 

Machnet 

Allied Machinery Co 
Kaste Industrial 
Machinesused.com 
Machinesused.com 
Mchy Marketing Intl 
Winslow's Machine 
Naab Sales Corp 

B & C Machining 
Hildebrand Machy 
McKean Machy Sales 
CNC Exchange 
Champion Machinery 
Resell CNC LLC 
Southern Fab Machy 
АММ Industries, LLC 
Mchy Marketing Intl 
Mchy Marketing Intl 
Charleston Annex 
Michael Fine Machy 
Prime Machinery Inc 
Saunders Machinery 
DiPaolo Machine 
Hildebrand Machy 
Used CNC LLC 

Univ Automatics 
Mchy Marketing Intl 
Machinery Inc 
MachineStation 
Machinery Central 
Sterling Machy Vent 
Machnet 

Tramar Industries 
MachineStation 
Machnet 

Machnet 
MachineStation 
MachineStation 

Hoff Machinery, Inc 
Greenway & Assoc. 
Prestige Eguipment 
Hoff Machinery, Inc 
Myers Technology Co 
Pearl Equipment Co 
Gibbs Machinery Co 
Investment Recovery 
Greasymachines.com 
Mchy Marketing Intl 
Machnet 

APM Tool LLC 
Prestige Equipment 
Prestige Equipment 
Turners Machinery 
Prime Machinery Inc 
Myers Technology Co 
Strand Indust Machy 
Meridan Machinery 
Hindley Machine 
Machinery Central 
CNC Exchange 
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469033 
474836 
480390 
469030 
469031 
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121900 
475411 
444388 
121972 
460628 
481068 
470825 
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051526 
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098884 
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480548 
480249 
448811 
446687 
468352 
468448 
475582 
476009 
481299 
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i AKS #Accu-Kut, CNC Plasma Cutting,6'W x 24'L 
Plasma Cutting max cut,AKS/Micro Edge PC Based ... 


Systems - i Fett Mfr: Aks 


Model:ACCU-KUT 
(Flame Cutters) Seller: Equilibrium Machy 


Esab #Avenger-1, CNC plasma cutting system,8' 
x 35'table,Esab 2000 power ... 


= as Mfr: Esab 
Model:AVENGER-1 
Seller: Yoder Machinery 


Waukesha, WI 
414-534-7512 
SR ID: 446591 

Price: Call for Price 


Search CNC Flame Cutters on d Tel: 


SurplusRecord.com to view all 266 listings. 


Holland, OH 
Tel: 800-622-4463 
SR ID: 428103 
Price: Call for Price 


CNC PLASMA CUTTING SYSTEMS (FLAME CUTTERS) - (266 listings on our website!) DEALER SR ID 
Arc Cutting Industries #Arc-Cut-Pro-20, 48" x 144" tbl., Hypertherm XPR 170, 2019 IL 312-226-4150 Mchy Marketing Intl 472014 
Baileigh #PT-510HD-A, 5' x 10'plasma cutting table, 1 torch, 315 IPM IL 773-866-9600 Asset Exchange Corp 473580 
ESAB #Piecemaker-Plus-6, CNC Plasma Cutter, 5' x 10', ESAB Vision 6 CNC control, 2007 IL 816-330-2138 Revelation Machy 480260 
Fab-Cut #Ultra-Cut-100XT, CNC hi-def plasma cutting system,downdraft,4' x 8',100 атр,2022 ON 905-669-7507 Trader Machinery 475543 
Ficep #TIPO-B251M pass thru plate machine,Hypertherm HT2000LHF power source,2005 CA 714-253-4707 JPS International 481308 
Hypertherm #HPR130, Plasma Cutter,50-150 VDC,8.3 bar (120 psi) Manual gas console UT 385-271-6718 Bud's Machine Tools 476250 
Kinetic #K5600XMC, pass thru table plate processing machine,10' x 20',1 oxy fuel torch,2016 CA 714-253-4707 JPS International 477119 
Kinetic #K5600XMC, Gantry Plasma, 10' x 20', Hypertherm HPR 400 XD High Def., 2018 IL 816-330-2138 Revelation Machy 476010 
Machitech #Silver-Cut, 5' x 10'down draft plasma burn table,Hypertherm Edge CNC ctrl,2017 CA 714-253-4707 JPS International 471545 
Maverick #MV-0510, plasma table,5' x 10',Hypertherm Powermax 125,309 hrs.,2022 CA 714-253-4707 JPS International 481307 
Messer #Edgemax, CNC plasma cutting system. Messer Global ctrl,8' x 12'table,2015 GA 770-621-0495 Equipment Hub 453505 
Messer #Titan-ll-14/4, 13' x 45'4" cutting surface,30"table ht,plasma cutting process,2008 MN 800-770-5638 SOMINN Machy Sales 467407 
PCS #4500HD, Plasma Cutting System,10' x 12',Burny Controls,400 Amp,3" cutting cap,2003 FL 813-444-4555 Southern Fab Machy 475674 
Piranha #C510, CNC plasma table & control,Starfire CNC ctrl,5' x 10' cutting area,2020 TX 713-462-5800 Harris Machine Tool 476294 
Python £PythonX robotic plasma cutting system,HPR400XD plasma,conveyor,3-side processing,2014,#32963 NY 631-249-5566 Prestige Equipment 475570 
Vernon / Lincoln Electric #MPM5-0224, 2"-24" pipe dia.,250 Ib/ft max weight per foot,S45005 IL 847-427-3333 Perfection Machy 478629 
High Definition Plasma / Оху Fuel Gantry,auto torch height ctrl,12'x40'water tbl AR 501-557-5109 Controlled Auto 654488 


36 Ton, Boschert #Quattro-1500, CNC punch,5' x 


10'working range,with auto load/unload 
Boschert 


Punches, Turret, 


| ) Mfr: 
CNC " í Model:QUATTRO-1500 


Seller: Boschert Precision 
IL 
Search CNC Turret Punch on ` Tel: _ 800-354-3737 


" GË SR ID: 428395 
SurplusRecord.com to view all 282 listings. Price: $350,000 


22 Ton, Amada #EM2510-NT, CNC turret 


punch,58 sta.,2 AN,AMNC-F CNC Ctrl,2004 


Mfr: Amada 
Model:EM2510-NT 


Seller: Gadsden Engineering 


Rockford, IL 
Tel: 815-520-5223 
SR ID: 443702 
Price: Call for Price 


CNC TURRET PUNCH PRESS MACHINE - (282 listings on our website!) DEALER SR ID 
22 Топ, Amada #AE-2510NT AC-Servo turret punch, 45 stations 4 AA,AMNC/PC NT ctrl, 2010 WI 262-878-9400 Elite Machinery Inc 467848 
22 Ton, Amada #EM2510NT, 58 sta thick turret,100" X,50" Y,brush table,AMNC PC CNC,2005,#32760 NY 631-249-5566 Prestige Equipment 448260 
22 Ton, Amada #Pega-244, CNC turret punch, 24 sta., 2 АЛ, Amadan 04PC, 1995 CA 714-545-0940 Mfr. Solutions 474929 
22 Ton, Amada #Vipros-255, Fanuc 18P,31 station,3 A/1,50" x50" sheet size,2000 NY 845-398-0073 Jordan Craig Machy 435358 
22 Ton, Amada #Vipros-255, Fanuc 18Р,31 station,3 АЛ,50" х100" sheet,electro-hyd servo ram,2001 NY 631-345-9500 Alternative Machy 468459 
22 Ton, LVD / Strippit #Global-20-2.5M, Fanuc 180i-9,thin style,30 stations,48" throat,2001 NY 845-398-0073 Jordan Craig Machy 435360 
22 Ton, LVD / Strippit #PX1530, CNC turret punch w/automation,22 tool turret,2014 NY 845-398-0073 Jordan Craig Machy 435361 
22 Ton, Strippit #1250H/20-2.5, CNC turret punch, 20 sta., 3 АЛ, Fanuc OP, 3 work clamps, 1998 CA 714-545-0940 Mfr. Solutions 474928 
22 Ton, Strippit #Global-20/2.5M, CNC turret punch, 30 sta., 3 АЛ, 48" thrt, 3 work clamps, 2001 CA 714-545-0940 Mfr. Solutions 474927 
22 Ton, Trumpf #Trumatic-2020R, 100" X,50" Y, Bosch 3 CNC, 19 station ATC, 2003, #32841 NY 631-249-5566 Prestige Equipment 446704 
22 Ton, Wiedemann £Motorum-2044EZ, 49" х50" ,Ғапис CNC,18 station ATC,3 A/1,2007,431863 NY 631-249-5566 Prestige Equipment 478778 
22 Топ, Wiedemann #Motorum-2044EZ, 49"x50",Fanuc 18i-PB,22 station,2 A/1,2004,231880 NY 631-249-5566 Prestige Equipment 478699 
24 Ton, Trumpf £TruPunch-5000, 200" x49"table,21 station,Sheetmaster lifting system,2015 IL 847-803-8700 Johnston Machinery 468719 
25 Ton, Trumpf #Trupunch-5000-1600, Siemens CNC,automatic sheet repositioning,2010 NY 845-398-0073 Jordan Craig Machy 435362 
30 Ton, Amada #Vipros-357, 50" x 72" traverse, 50"x144: reposition, 04PC control, Turret Punch TN 615-383-8703 Pearl Equipment Co 481069 
33 Ton, Amada #EMK-3510NT, Servo driven turret punch w/Amada load/unload tower,58 station,2007 NY 845-398-0073 Jordan Craig Machy 435363 
33 Ton, Amada #EMK-3612-M2, 120" x 60", 58 station w/two 4.5" two 1-1/4" Al, 2016 WI 262-878-9400 Elite Machinery Inc 467849 
33 Топ, Amada #Pega-344, 58 sta. thick turret,2 A/1,40" x40" trvl,Fanuc 6M ctrl,1986,#32939 NY 631-249-5566 Prestige Equipment 466705 
33 Топ, Amada #Pega-357, CNC turret punch,58 sta.,2 A/1,50" x72" sheet,Fanuc 04PC,1993 IL 815-520-5223 Gadsden Engineering 443704 
33 Ton, Amada #Pega-367, turret punch, 58 sta., 2 АЛ, 4.5" hole, 350 SPM, Fanuc 04PC, 2 work clamps ... IL 815-520-5223 Gadsden Engineering 480349 
33 Ton, Amada #Vipros-357-Queen, CNC turret punch press,GE Fanuc Series 18P,58 station,2001 SC 704-821-7370 Charleston Annex 480990 
33 Ton, Finn-Power £C5, turret punch, 96" x 48" sheet, 20 sta., 6 АЛ, Siemens 840D, 3 work clamps CA 562-667-5618 Blackstone Machy 467844 
36 Ton, Boschert #Quattro-1500, CNC Punch,60" X 120",auto load/unload,400 SPM FL 813-444-4555 Southern Fab Machy 430803 
40 Ton, Whitney £3500-VTC, turret punch, GE Fanuc 16P, tool and die, 1999 IL 312-226-4150 Mchy Marketing Intl 480338 
50 Ton, Атада #Coma-506072, Turret Punch, 5' x 6' Sheets, 44 Stations, 1988 IL 816-330-2138 Revelation Machy 480258 
55 Ton, Amada #Coma-567, turret punch, 44 sta., АЛ, 60" x 72" sheet, 4.5" hole, 300 SPM, Fanuc 04PC ... GA 770-934-6500 MacLean Machinery 434507 
Salvagnini #54.30, 15"-120" x 12"-65" sheet dimensions,19.5" x19.5" shear blades,2007,S44633 IL — 847-427-3333 Perfection Machy 469737 
CNC PUNCH PRESS MACHINE - (12 listings on our website!) DEALER SR ID 
40 Ton, Whitney #3400XP, 141"X,61" Y, Siemens 840Di,Hypertherm HPR260 plasma, 13,432553 NY 631-249-5566 Prestige Equipment 402147 
175 Ton, Controlled Automation #2AT-175, CNC plate punch,30" x60"travel,1-1/2" plate thick,'09,#32614 NY 631-249-5566 Prestige Equipment 412233 
Peddinghaus #FDB-2500, 96" plate width,(3) spdl drill, Hypertherm HPR260 plasma,2008,#32677 NY 631-249-5566 Prestige Equipment 421318 
Peddinghaus #HSFDB-2500/B, plate processor,3" plate,96" plate width, HPR260XD ... NY 631-249-5566 Prestige Equipment 477197 


DMS #5S5i-12-5-36SCXXRX, 5-Axis,Fagor 
8055C, 156" X,72" Y,36" Z,144" x60" tbl,24k RPM 


Routers, CNC DR ] Mfr: Dms 


Model:5S51-12-5-368CXXRX 
Seller: Great American Eqpt 
Së OH 
Search CNC Routers on SurplusRecord.com to Tel: 513-771-2111 


: ANS R ID: 1 
view all 237 listings. Een cu pad Price 


Komo #VR-510 Mach IIS, CNC router, 5' x 
10'table, 158"X,84" Y,11"Z, 24000 RPM 


Mfr: Komo 

Model-VR-510 

Seller: Aleco Machinery 
Milwaukee, WI 

Tel: 414-264-5848 

SR ID: 434252 

Price: Call for Price 


CNC ROUTERS - (237 listings on our website) DEALER SR ID 
Author #636S, CNC router, 43 amps, serial #AL/008481, 2007 WA 360-864-2800 Machinery Scene 420498 
AXYZ #4008, CNC router, 7 ATC, 24k RPM, ISO 30, 10.8 HP, 3-Axis, A2MC-R7, 2018 MI — 248-426-5555 Tramar Industries 468409 
Casadei #ALU-RANGER-6321-VG, CNC vertical panel router w/auto loading system,2021 GA 770-621-0495 Equipment Hub 433826 
Cosmec £NR32-16CUK, CNC Router w/ATC&Boring, 63" x 122" table, 11 HP, 800-18,000 RPM, 11" 2... NC 704-285-2223 Ex-Factory 375550 
Elumatec #SBZ122/30, CNC router, PC based E550 ctrl,137.7" table area,Elusoft software,2007 IL 847-537-7700 CNC Exchange 471185 
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CNC ROUTERS - (237 listings on our website!) 

Gerber #Dimension-200, router, 42.375" x 50" tbl., 3-Axis, ARTPath 

Haas #GR-510, CNC router, 20 АТС, 121" Х,61"Ү,23"2, 10k RPM, #40, 20 HP, 122"x53" tbl., coolant, 2011 
Haas #GR-512, CNC router, 20 ATC, 145"Х,61"Ү,11"2, 10k RPM, #40, 10 HP, rigid tap, 2009 

Haas #GR-512, CNC gantry router,5'x12'table, 15000 RPM,WIPS,prog coolant,low hours,2004 

Haas #GR-712, CNC gantry router, 10 ATC, 145"X,85" Y,11"Z, 5k RPM, #40, 15 НР, 144" x 72" tbl., rigid ... 
Кото #VR1005TT, Router, 5'x10' Table, 162" X, 71" Y, 8"Z, Dual heads, 1997 

Nanxing #NCG2512, CNC Router,4'x8', SAI Open ctrl,HSK63 spdl,air blast,auto unload,2017 

Onsrud #F62S, CNC router, 5-Axis, 60" x 60" tbl., 62" X, 80" Y, 29-41" Z, 12 HP, 24000 RPM, 12 SMTC 
Onsrud #F122-E15H2, 60" x 120", (2)60" x60" Tbls, 2-Head, 15HP, 24K RPM, Fanuc, 17 

Onsrud #F122-E24, CNC router, 60" x120"tbl, 15 HP, 24k RPM, 82"X,186" Y,41"Z, 2017 

Onsrud #F148CH, CNC machining center, 5-Axis, 84" x 144" tbl., 91" X, 150" Y, 53" Z, 15 HP, 24000... 
Onsrud #F165X, CNC machining center, 5-Axis, 21" x 13' workpiece, 165" X, 54" Y, 29" Z, 17 HP, 24000... 
Onsrud #F291X, CNC machining center, 5-Axis, 21" x 24' workpiece, 291" X, 54" Y, 29" Z, 17 HP, 24000... 
Onsrud #F401X, CNC machining center, 5-Axis, 21" x 33' workpiece, 401" X, 54" Y, 29" Z, 17 HP, 24000... 
Onsrud #Tech-Series-145T12, moving gantry CNC router,3-Axis,5' x 12'worktable,2015 

SabreRout #6016, CNC router,dual heads,236" x63" working area,Control Tex CNC,'12,#32555 
Thermwood #C67, CNC router,movng table style machine, QCORE ctrl,5' x 5'table,24000 RPM,2013 
Thermwood #C40-472, CNC router, 4'x8' tbl., Thermwood 9100, 2005 

Thermwood #CS45, 3-Axis router,5'x10'moving gantry w/a machined aluminum tbl,2006 

Thermwood #M45-55, CNC router,5 x 5 dual spindle, Thermwood Qcore super controller CNC,2018 
Weeke #Optimat-BHP200, CNC router,145.6" x 61" x 14.5",vacuum table,drill unit,8 station tool ... 

CR Onsrud #169G24C Wide Pro Series, CNC router,Fanuc Oi-MF,probing,24000 RPM,12 station tool changer 


CNC PUNCH / PLASMA CUTTERS - (12 listings on our website) 

40 Ton, Whitney #657, hyd CNC punch, 130 amp plasma, 2012 

40 Ton, Whitney #3400RTC, 5'x10', 9 tool, punch/plasma combo, dust collector, 2005 

40 Ton, Whitney #3400RTC-60, Hypertherm Plasma, Fanuc control punch plasma 

40 Ton, Whitney #3400RTC-60-680-850 Combination, punch plasma machine, 1998 

40 Ton, Whitney #3400XP, 1/2" thick, 60" x40" trvis, Hypertherm HPR260, Siemens, 2013 
40 Ton, Whitney #3400XP, Punch / Plasma Combination Machine,Siemens 840Di Ctrl,2010 
22 Ton, Trumpf #Trumatic-2010R, 50"x50"tbl., 10 ATC, prog. punch head rotation, 2002 


Coil Handling Equipment 


COIL CRADLES AND STRAIGHTENERS - (87 listings on our website!) 

2500 Ib. CWP, coil cradle & straightener, 48" OD, 6" x .078", 7-roll, V/S, loop switch 

6000 Ib. Regal #CSF-DOM4-RET, coil cradle & straightener, 24"W x .125" stock, 60"OD 

10000 Ib. Egan #X30-615-1000, Cradle Straightener, 18" Wide 

10000 Ib. Feed-Lease #FLCC-3072-P10, 30" х. 080"-.170" cap.,72"OD,7 straight rolls 

10000 Ib. Mecon #1000CCS24, coil cradle / straightener comb., 24"W x .187", 60" OD, 7 roll, exit ... 
10000 Ib. Mecon #100CCS-24, cradle & straightner, 24"W x .25", entry & exit pinch rolls, (7) 4' roll ... 
10000 Ib. Mecon #100CCS24, cradle straightener,24" wide,.220" thickness,60" OD,1992 

10000 Ib. PRE #P100CCS18-A-S, 18" x .250" stock, 60" OD, 7-roll straightener, entry & exit pinch rolls ... 
10000 Ib. Regal #3577-CC/CSF-30-62, coil cradle & straigthener,30" width,62" OD,1985 

12000 Ib. Feed Lease #FLCC-1860, coil cradle & straightener, 18" W х .210" stock, 60"OD, entry & exit ... 
15000 Ib. Egan #X30-624-1500, coil cradle & straigthener,24" width,62" OD,.250" thickness 

Automatic Feed cradle & straightener, #76366 

10000 Ib. Dallas #DCCS-10000-12 / DPS-3.5-5-12 / HB-PEEL-THD-DEB, 12" x .250" coil cradle & ... 
10000 Ib. PRE #P100CCS18-A-S, 18" x .250" coil cradle & straightener, 60"W 


10000 Ib. CWP £4.5RM-24 / SMX-24, coil feed 
" < à < gd Л line, 24" W,72" OD,15.5"-20.5"ID, 3-leaf ... 
Coil Feed Lines ' : y Mfr: Сир 


Model:4.5RM-24 
Seller: Nidec Press 
i š 2 Macomb, MI 
Search Coil Feed Lines on SurplusRecord.com Tel: 586-777-7440 


to view all 166 listings. Price: Call for Price 


COIL FEED LINES - (766 listings on our website!) 

10000 Ib. CWP, 24" x .067"Servo feeder, reel, straightener, .125"capacity at 12"wide 

15000 Ib. Coe Press, coil feed line, 36"W x .106" stock, 60" OD, 20"-24"ID, 6" rolls, 3-leaf mandrel ... 
15000 Ib. Perfecto #RD107218, 18" x .5" stock, 72" OD,20"-24"ID, 21 roll, hyd expansion, holddown arms 
20000 Ib. CHS #DR-200x48, 48"W x .170" servo feedline, pull thru straightener, (7) 4" dia. rolls, 3... 
20000 Ib. Coe #CPCS-20024, servo feed line, 24" W,72" OD, 7-roll, loading ramp, 2 pinch rolls 

20000 Ib. Coe #CPR-PO-200-36, press feed line, 36" W x .09" stock, hyd mandrel expansion, (7) 3" dia... 
20000 Ib. Dallas Servo feedline, coil car & uncoiler,flattener,servo feeder,24" width,.125" thick 

20000 Ib. Dallas / CWP Servo coil feedline, coil car & uncoiler,flattener,servo ... 

20000 Ib. Mecon £200CC-IR-RT/200BTJ48/6PR48/400FSP48IXHD, 48" width,.160" thickness, 1998 

20000 Ib. Minster #MEF7-50S / MSH-50-7 / MR20-50S, hvy duty coil feed line, 50"W x .187" stock ... 
50000 Ib. Automatic Feed Со. #504872, coil feed lines, 48" x .125" stock, 72" OD, 60 SPM, 7 rolls ... 
Automatic Feed Co., 3" dia. work rolls x 80" face,Entry Pinch Rolls,150 fpm 


EDGING LINES - (16 listings on our website!) 

1"-25" x .062"-.500" ASP for bar, plate or coil-to-bar 

6" x .135" Gauer 49H10, coil to coil edging line with mandrel uncoiler 

6" x .125" PM Machinery, coil to coil edging line,2500 Ib. cap.,mandrel uncoiler,recoiler 


AIR FEEDERS - (68 listings on our website!) 
18" x .125" Coe, air feed, #19399 
36" x .156" Press Line £PL-5, 36"stroke, 5-roll straightener, cabinet, 24" x.250" 


SERVO FEEDERS - (182 listings on our website!) 

8" x .130" Minster #MEF2-8S, servo roll feed, 2.5" dia. rolls, cascade loop 

12" x .081" COE, servo feeder 

12" x .094" Littell #225, servo feed,5 roll stock straightener,manual top roll ajdust.,2005,#29197 

12" x .156" CHS #DRF-312, floor stand ctrir, air operated pilot release, rev.jog, 2003 

12" x .156" CWP #SMX-12, 5000 Ib. Coiltek pallet style coil reel, ServoMax II,1996 

12" x .250" Cooper Weymouth Peterson #4R18/12HDD/SMX-IV, Servo coil feed line,heavy duty cap.,6000 ... 
12" Mecon, servo feeder, 5 roll pull thru straightener, pendant jog ctrl 
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CA 
MI 
MI 
IL 
MI 
AZ 
FL 
TX 
IL 
IL 
TX 
TX 
TX 
TX 
IL 
NY 
IL 
IL 
NY 
IL 
MN 
MN 


MI 
sc 
WI 
TN 
IL 
FL 
IL 


OH 
MI 
TN 
MI 
MI 
MI 
MI 
OH 
OH 
MI 
OH 
OH 
MI 
MI 


714-441-1992 
586-465-9700 
586-465-9700 
847-537-7700 
248-426-5555 
520-836-9727 
813-444-4555 
479-651-3683 
847-276-2761 
847-796-6687 
479-651-3683 
479-651-3683 
479-651-3683 
479-651-3683 
847-537-7700 
631-249-5566 
847-537-7700 
312-226-4150 
800-394-1128 
847-537-7700 
763-745-1166 
763-745-1166 


866-367-7297 
803-548-8000 
414-486-9700 
615-383-8703 
847-803-8700 
813-444-4555 
312-226-4150 


419-866-6894 
248-268-1603 
615-369-7788 
248-613-7770 
248-709-6723 
586-777-7440 
586-563-5000 
419-866-6894 
800-622-4463 
586-777-7440 
800-622-4463 
800-622-4463 
248-268-1603 
248-268-1603 


DEALER 

ACT Machinery 
Seminole Machinery 
Seminole Machinery 
CNC Exchange 
Tramar Industries 
Peterson Machinery 
Southern Fab Machy 
Pioneer Machine 
Liberty Machinery 
Silverlight CNC 
Pioneer Machine 
Pioneer Machine 
Pioneer Machine 
Pioneer Machine 
CNC Exchange 
Prestige Equipment 
CNC Exchange 
Mchy Marketing Intl 
Plastimach Corp. 
CNC Exchange 
Machinesused.com 
Machinesused.com 


DEALER 
Westbrook Engrg 
Champion Machinery 
Machine Tool Tech 
Pearl Equipment Co 
Johnston Machinery 
Southern Fab Machy 
Mchy Marketing Intl 


DEALER 

D & D Industries 
UPM, LLC 

Alma Machinery - TN 
Planet Machinery Co 
Rygate, LLC 

Nidec Press 

S & G Press & Machy 
D & D Industries 
Yoder Machinery 
Nidec Press 

Yoder Machinery 
Yoder Machinery 
UPM, LLC 

UPM, LLC 


SRID 
469044 
427636 
427635 
475987 
456216 
445876 
475678 
393029 
480251 
471533 
393027 
393032 
393033 
393034 
456170 
394278 
468914 
463735 
280359 
450492 
476474 
467174 


SRID 
427192 
130855 
080239 
382907 
271096 
434705 
467204 


SR ID 
368734 
427439 
365439 
087610 
467168 
385403 
463547 
439983 
476876 
406145 
476877 
428115 
383979 
416566 


15000 Ib. Coe, servo feedline, 30"W, 7-roll 3" 
dia., exit & entry pinch rolls, 1995 


Mfr: Сое Press Equipment 


MI 
MI 
OH 
MI 
OH 
MI 
MI 
MI 
MI 
MI 
MI 
MI 


OH 
OH 
MI 


OH 
OH 


MI 
AZ 
IL 
MI 
WI 
MI 
ON 


248-613-7770 
586-777-7440 
419-866-6894 
248-709-6723 
419-866-6894 
586-777-7440 
313-963-6576 
313-963-6576 
586-563-5000 
586-777-7440 
313-839-9300 
248-693-1400 


419-843-6051 
216-692-3800 
248-626-0200 


800-622-4463 
248-613-7770 


586-777-7440 
520-836-9727 
847-640-8600 
313-839-9300 
262-548-6080 
586-563-5000 
905-803-9999 


Model: 

Seller: Rygate, LLC 
Clarkston, MI 

Tel: 248-709-6723 

SR ID: 364901 

Price: Call for Price 


DEALER 

Planet Machinery Co 
Nidec Press 

D & D Industries 
Rygate, LLC 

D & D Industries 
Nidec Press 

Master Machinery 
Master Machinery 

S & G Press & Machy 
Nidec Press 
Presses for Indust 
Met-Pro Machinery 


DEALER 
American Steel 
Mid America 
Midwest Machinery 


DEALER 
Yoder Machinery 
Planet Machinery Co 


DEALER 

Nidec Press 
Peterson Machinery 
Kempler Industries 
Presses for Indust 
WI Metalworking 

S & G Press & Machy 
Westway Machinery 


SRID 
150191 
471306 
431220 
412718 
437088 
474880 
461415 
461416 
424224 
478820 
469344 
323080 


SR ID 
928881 
303220 
430510 


SR ID 
471355 
320806 


SRID 
372111 
140434 
455369 
315901 
178790 
475539 
476421 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! December 2023 


SERVO FEEDERS - (182 listings on our website) DEALER SR ID 
12" Mecon, servo feeder, 5-roll pull thru straightener, pendant jog, cascade rolls, air pilot release ON 905-803-9999 Westway Machinery 477258 
18" x .060" Littell #SF-18, Servo feeder, serial #93053, 220 V., 1997 TX 972-842-2207 Long Machine Tool 930823 
18" x .125" Dallas #DRF-418RH, servo feedline, 6000 Ib. 18" W, 9-roll dia., entry cascade rolls, 2000 MI 248-709-6723 Rygate, LLC 363313 
18" x .187" CWP #SMX18H, Servo Feed TN 615-369-7788 Alma Machinery - TN 432076 
18" Barrie Welding + Machine, servo feeder, pendant jog ctrl, air pilot release, pull thru ... ON 905-803-9999 Westway Machinery 476423 
18" Coe Servo Feed, #CPRFSM-218, 18"max. stock width, #1378 CT 860-628-9090 Stamptech Inc 291315 
18" Rapid-Air, servo feeder, #62320 OH 800-622-4463 Yoder Machinery 471354 
20" x .090" Minster #MEF4-20, servo feed roll, 4" roll dia., pilot release, remote pendant ctrl, fwd ... MI 586-777-7440 Nidec Press 448496 
24" x .093" CWP #SMXSE24, .156"capacity at 12"wide, 2012 MI 248-613-7770 Planet Machinery Co 146167 
26" x .140" Minster #MR6-26S/MS30-26-7/MEF-526, 6000 Ib., reconditioned MI 586-563-5000 S & G Press & Machy 379350 
30" x .340" Mecon #600F301, cabinet mounted servo feed,updated Siemens controls in 2021 MI 586-563-5000 S & G Press & Machy 472308 
30" COE #CPTR-30, servo feeder, S/N 12302-2 AZ 520-836-9727 Peterson Machinery 284897 
20" Minster #MEF5-20, Servo Feeder, 2-rolls, 5" dia feed rolls, new MI 313-963-6576 Master Machinery 364490 
36" x .125" Coe Press #CPRF-536, servo roll feed press, 5" roll dia., pilot release, cascade loop MI 586-777-7440 Nidec Press 461433 
36" x 3/16" Coe, coil servo feed line, 20000 Ib. MI 616-868-1111 Vander Ziel Machy 414524 
39" x .177" Sonoruka 11000 Lb. Servo Feed Line, 2002 TN 615-383-8703 Pearl Equipment Co 420494 
40" x .05" Littell, Servo, up to 96"feed, 12" x .125"capacity, 1973 IL 773-247-4343 Altman Machinery Co 278677 
48" x .156" CHS Automation #DRFS6-48 & DR200-48, Servo coil feed line,20000 Ib.,2004 MI 586-563-5000 S & G Press & Machy 414446 
48" x 3/16" Coe, coil servo feed line, 20000 Ib., retrofit 2021 MI 616-868-1111 Vander Ziel Machy 414523 
60" x .085" CHS Automation #DRFS, servo feed, pull thru straightener, 5-roll, cabinet mounted MI 248-709-6723 Rygate, LLC 412713 
Coe #ServoMaster, servo feeder, pendant OH 419-866-6894 D & D Industries 469631 
PRECISION ROLLER LEVELERS - (62 listings on our website!) DEALER SR ID 
4.5" x .393" Leveler / Straightener, 9 Over 10, V/S, 3/4 HP motor, 220/440 V. AL 256-828-3429 Die-Matic Tool & 239345 
4.7" x .050" Bruderer #12120B, precision leveler,19 rolls @ .39"dia.,10-100 FPM,#28744 IL 847-640-8600 Kempler Industries 239192 
52" x .032" Stamco, light gauge level line, 1250 FPM, #63429 PA 412-826-4950 TDI Group LLC 781327 
60" Paxson, 6-Hi precision leveler,19 work rolls,1.625" work roll dia.,driven entry pinch rolls MI 248-626-0200 Midwest Machinery 463495 
72" x .060" Herr Voss #RH84/1.156-19/1634HI, 19-rolls, 84" roll W, 1.15" roll dia. AR 479-785-2554 Diamond Jack Machy 206496 
72" x .075" Alcos #150-6HI-72, 6-Hi leveler,19 work rolls,9 flights of backups MI 734-727-0600 Galaxie Corporation 219509 
75" x .375" Mesta, leveler, 17 rolls, 4" diameter x 80" face work rolls OH 419-841-3586 D & H Machinery Inc 439976 
84" x .250"-.020" Aetna Standard, 3.5" x 17-roll corrective OH 419-843-6051 American Steel 923581 
84" x .250"-.020" Machine Concepts, 5-high, 250 HP, quick change system OH 419-843-6051 American Steel 182610 
COIL REELS AND STRAIGHTENERS (COMBINATION) - (58 listings on our website!) DEALER SR ID 
4000 Ib. Dallas #81923, reel & straightener comb., 18"W x .093" stock, 60" OD, 16"-21"ID, (7) 2.25" ... MI 586-777-7440 Nidec Press 469041 
10000 Ib. CWP, 24" x .067" capacity, 14"-22"ID, 72" OD MI 248-613-7770 Planet Machinery Co 146166 
20000 Ib. Littell #S200-36/638, reel & straightener, 36"W x .125" stock, 60" OD,20" -24"ID, 3 leaf ... MI 586-777-7440 Nidec Press 460511 
FLAT AND SHAPE STRAIGHTENERS FOR COIL HANDLING - (179 listings on our website!) DEALER SR ID 
4.72" x .040" Bruderer, 19 roll precision straightener, 19.7-43.9 FPM, #1302 CT 860-628-9090 Stamptech Inc 253340 
6" x .060" x 6" Combination Straightener/Feeder, A/C & brake CA 626-444-0311 Sterling Machy Exc 473304 
6" x .100" Durant #MSC27, straightener, 7-rolls, 1.25" dia., 100 FPM, dance arm loop ctrl, 2012 OH 419-841-3586 D & H Machinery Inc 467858 
6" CWP #CWP-6A, 7-roll coil strip straightener, forward & reverse jog, entry guide rolls OH 419-269-2000 Yoder Brothers 427292 
8" x .018" Littell #308-7PDS, coil stock straightener, 7-roll, 1.75" dia., 8.25" roll Igth, 10-60 ... OH 419-269-2000 Yoder Brothers 429637 
8" x .018" Littell #308-9PDS, straightener, 9-rolls, 3.5" x 9" entry pinch rolls, V/S drive OH 419-269-2000 Yoder Brothers 429721 
12" x .090" Littell #212-17PD, рууга coil straightener, (17) 2" dia. rolls, forward & reverse jog ... MI 586-777-7440 Nidec Press 463062 
12" x .100" CWP #12A, pwrd coil straightener, 7-rolls, 2" dia., entry & exit pinch rolls, loop ctrl MI 586-777-7440 Nidec Press 384393 
12" x .135" Dallas #DPS-2.25-7-12-LH, straightener,7 rolls,2.25"roll dia.,20-80 FPM MI 313-963-6576 Master Machinery 461418 
18" x .060" Littell #218-17PD, 17 rolls,2"dia rolls,12" x.125", backup rolls,1977 MI 616-949-5910 Turner Industries 205791 
20" x .105" Rowe £B20, straightener, 7 rolls, entry & exit pinch rolls w/ air lift OH 419-866-6894 D & D Industries 469643 
20" x .105" Rowe, straightener, (7) 2" dia. rolls, entry & exit pinch rolls OH 419-866-6894 D & D Industries 397247 
20" x .190" Rowe #C5, 7-rolls,4" dia. entry/exit pinch rolls,adj roller guides,spare head only MI 616-949-5910 Turner Industries 071012 
24" x .093" Littell 2424-5PD, straighener, 63" passline, loop ctrl arm, 1978 OH 419-841-3586 D & H Machinery Inc 413688 
24" x .210" Pro-Eco #FSG-5-5-25, (5) 5" dia. roll, pinch rolls, peeler, 1981 PA 724-942-3382 HCI Machines 122000 
25" x .065" Durant #MD-25, coil straightener, (7) 2" dia. rolls, А/С & brake, 2 HP, А/С & brake CA 626-444-0311 Sterling Machy Exc 459124 
30" x .040" PA Industries #SSS-317, straightener,7 rolls,2.4" roll dia.,entry & exit pinch rolls,2000 OH 800-622-4463 Yoder Machinery 476937 
30" x .062" Littell 2432D-7PD, pwrd straightener, 7-rolls, exit & entry pinch rolls MI 248-709-6723 Rygate, LLC 389040 
30" x .5" Hammerle 450/750, 19-Roll Straightener, 50mm Roll Diameter SK 306-721-9292 Ralph Mckay Indust. 274017 
48" x .030" Stirlich, 7-rolls, pwrd entry pinch rolls, (2) pneumatic cylinders, 2000 PA 724-942-3382 HCI Machines 147846 
48" x .070" Littell #452-16PDS, precision pwrd coil straightener, 4.25" dia., entry & exit pinch ... MI 586-777-7440 Nidec Press 389036 
SHEET AND STRIP STRAIGHTENERS - (719 listings on our website!) DEALER SR ID 
8" x .062" Littell #308-5PD, stock straightener,5-rolls,10-30 FPM,s/n 76974-68,#75703 OH 800-622-4463 Yoder Machinery 431158 
8" x .070" Rapid-Air #SS8, 9 rolls,0-825 IPM vari-speed,1-1/4" diameter rolls,1 HP,1982 MI 616-949-5910 Turner Industries 327592 
8" x .187" Littell #408H-5PD, straightener, 5 rolls, V/S, hold down arm, entry & exit pinch rolls ... OH 419-866-6894 D & D Industries 397248 
10" x .110" Rowe, Straightener, 12 gauge, S/N 10047 AZ 520-836-9727 Peterson Machinery 291153 
10" x .139" Press Room Equipment ZPR-MD-10-I-2, 7 rolls,2" diameter,22-66 FPM MI 616-949-5910 Turner Industries 337990 
12" x .050" Rapid-Air #SC12, 9 rolls,0-825 IPM variable speed,loop control,115 V.,2001 MI 616-949-5910 Turner Industries 144513 
12" x .060" Littell #312-9PD, 9 rolls,0-120 FPM,vari-speed,2.25" roll diameter,3 HP MI 616-949-5910 Turner Industries 202293 
12" x .07" PA Industries #MSS129V, 9-rolls,1.5"dia.,0-975 IPM vari,R to L,1994,#10542 MI 616-949-5910 Turner Industries 119965 
12" x .078" Cooper Weymouth Peterson, 7-roll,10-50 FPM vari speed,1-1/2" roll dia.,1976 MI 616-949-5910 Turner Industries 210073 
12" x .093" Perfecto #17-12-7, coil straightener,1-3/4" roll dia.,40" pass line, 29127 IL 847-640-8600 Kempler Industries 414665 
12" x .125" Coe #CPPS-PO-300-12, 7-rolls,3" diameter rolls,3 HP,30-100 FPM,vari-speed MI 616-949-5910 Turner Industries 373757 
12" x .125" Coe #CPPS-PO-300-12, 7-rolls,3" diameter rolls,3 HP,30-100 FPM,vari-speed MI 616-949-5910 Turner Industries 373758 
12" x .125" P/A Industries 4SS127-S, 7 rolls,2.36" dia.,0-900 IPM vari-speed,Cascade rolls,2 HP,left ... MI 616-949-5910 Turner Industries 465327 
12" x .125" P/A Industries 4SS127-S, 7 rolls,2.36" dia.,0-900 IPM vari-speed,Cascade rolls,2 HP,left ... MI 616-949-5910 Turner Industries 465329 
12" x .135" Regal #230-SS-12, straightener, 13" roll Igth OH 419-866-6894 D & D Industries 348837 
14" x .187" Herr-Voss #VKFH 18/2.687-9/1 4HI RH, 9-rolls,4 back ups,10"x.250 rating,(2)5 HP drives ... MI 616-949-5910 Turner Industries 418353 
14" x .187" Herr-Voss #VKFH-18/2.687-9/1 4HI RH, 9-rolls, 4 back ups, 10" x .250" rating, (2) 5 НР... MI 616-949-5910 Turner Industries 418409 
18" x .016"-.050" Perfecto #17-18-9, straightener,9-roll,entry & exit pinch rolls, 267431 OH 800-622-4463 Yoder Machinery 431194 
18" x .060" Littell #218-17PD, 17 rolls,2"dia rolls,12" x.125",backup rolls,1977 MI 616-949-5910 Turner Industries 205792 
18" x .125" Cooper Weymouth Peterson #B10, powered straightener,7 rolls,2.75" roll dia. MI — 586-563-5000 S & G Press & Machy 475540 
18" x .210" ASL #4-11, motorized stock straightener,7-rolls gear driven,entry/exit pinch MI 616-949-5910 Turner Industries 018368 
18.25" x 2.5" Michigan Roll Former #CO-300S-4P, 30 ton, 110 SPM, die set, air cylinder OH 419-872-2364 Universal Tube 404543 
20" x .010"-.100" PA Industries #17064-6164725, sheet metal straightener MN 800-770-5638 SOMINN Machy Sales 446474 
20" x .010"-.100" PA Industries #SSS197, sheet metal straightener MN 800-770-5638 SOMINN Machy Sales 446471 
20" x .110" Rowe £B-20, 7-roll,2-3/4" roll dia.,22-100 FPM variable speed,loop control MI 616-949-5910 Turner Industries 209842 
20" х .190" Rowe £C5, 7-rolls,4" dia,entry/exit pinch roll,adj roller guides,spare head only MI 616-949-5910 Turner Industries 071011 
30" x .150" Rowe #SFDC3-30, powered 7-roll straightener,loop control,serial #24963 MI 586-563-5000 S & G Press & Machy 383267 
36" x .050" Dallas Industries #82553, pwrd coil straightener, 7-rolls, cascade loop MI 586-777-7440 Nidec Press 372106 
48" x .075" Herr Voss #VIL 60/1.500-19/7 4HI, high precision coil leveler straightener, (19) 1.5" dia ... CA 626-444-0311 Sterling Machy Exc 459113 
Beckwood, sheet metal straightener, 40" x 60" bed, 18" opening MN 800-770-5638 SOMINN Machy Sales 446472 
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December 2023 


20000 Ib. Сое Press Equipment #CPR-20072, 
mtrzd coil reel w/coil ... 


A 
S el 


E 


Uncoilers, Including 
Coil Reels, Centering 


Mfr: Coe Press Equipment 
Model:CPR-20072 

Seller: S & G Press & Machy 
Shelby Township, MI 

586-563-5000 

SR ID: 424222 

Price: Call for Price 


Search Uncoilers on SurplusRecord.com to view a Tel: 


all 737 listings. 


UNCOILERS AND CENTERING COIL REELS - (737 listings on our website!) 

200 Ib. P/A Industries #200D, motorized,4" wide,48" OD,guide plates,loop control,1/15 HP 110... 

200 Ib. P/A Industries #SRA-200D, motorized,4" wide,5" -18" ID,48" OD,0-28 RPM,loop ... 

600 Ib. Durant #DSC-1 MSC21, uncoiler, 36" OD,10"-20"ID, 12.5" mandrel, 90 FPM, loop switch, manual ... 
600 Ib. P/A Industries #DSRA600D, 8" wide,8" -18"ID,48" OD,0-28 RPM vari-speed,forward/reverse,loop ... 
600 Ib. PA Industries #SRA-600, coil reel w/ adj shafts, 10" W,8"-18"ID, Gordon RC4000 ctrl, (2) 24" ... 
600 Ib. PA Industries #SRA-600, coil reel w/ paper interleaf, 10" W,8"-18"ID, 28 RPM, 110 V., 1-phase ... 
1000 Ib. Wieland, horiz coil reel, 12" W,30" OD,3"-12"ID, emergency stop, #8816 

2500 Ib. American £60, uncoiler,motorized,24" wide,54" OD, 14" -21"ID,25-75 FPM,#29198 

2500 Ib. Littell 425-12, motorized,14-1/2" -19-1/2" ID,12" width,54" OD,back plate,keepers,adj. electric ... 
2500 Ib. Rapid Air #RA2506, motorized uncoiler, 8" mandrel, 72" OD,18"-24"ID, dancer arm 

3300 Ib. Orii / Amada, double end,12"wide,16.6-20.5" ID,48" OD,adjustable brakes,hold downs ... 

3500 Ib. Norwalk #CR3542, 42"turntable, serial #422985 

4000 Ib. ASL £60, uncoiler, 20" W,60" OD,15.5"-20.5"ID, keepers, manual expansion, manual drag brake 
4000 Ib. American Steel Line #60, motorized,24" wide,14" -21"ID,60" OD,loop control, keepers,1977,#11176 
4000 Ib. Coe #CPR-DEP04018, dbl end coil reel, 18" W, 60" OD, 3-leaf mandrel 

4000 Ib. Littell #40-18, non-motorized coil reel, 18" wide,15"-20"ID,60" OD,#29143 

4000 Ib. Littell #40-18, 20" mandrel 50" OD, 16"-22" ID, manual expansion, electric drag brake, 4 arm . 
6000 Ib. Coe #CPR-6024, motorized coil reel uncoiler, 24" W, 3-leaf mandrel, fwd / rev jog, loop ctrl 


YEOMAN AS 


MACHINERY CORPORATION 
E-mail: yeomanmachinery@gmail.com 


Voice: 574.295.6161 

Text: 574.536.3400 
6000 Ib. Dallas 4DDPR-6000x24, double end uncoiler, 24" mandrel length, 60" OD, 16"-21"ID 
6000 Ib. Dallas, coil reel, 12" W,60" OD,16"-21"ID, pneumatic hold down arm, manual expansion 


6000 Ib. Dimeco #2380, 36" mandrel,14.5"-17.7" expansion uncoiler & coil car, lift, 2000 

8000 Ib. FMC #UCS-4HC-250, coil reel & coil car,12" width,hydraulic expansion,3 keepers 

10000 Ib. CHS #R100-36-DR, motorized coil reel uncoiler, 36" W,72" OD,17.5"-22.5"ID, 3-leaf mandrel, 6 ... 
10000 Ib. Feed Lease #DAR-10M-24, uncoiler, 24" width, 60" OD 

10000 Ib. Feed Lease #FLPR-10M-30, motorized coil reel & load car, 30"W 

10000 Ib. Littell 490-30, non-motorized pull off coil reel, 72" OD,20"-24"ID, 4-leaf mandrel, 8 keeper ... 
10000 Ib. Double uncoiler, used 

15000 Ib. Herr, uncoiler, 27" mandrel face W, hyd expansion, 38" passline 

20000 Ib. Nova, uncoiler, 48" face mandrel, 72" OD, 16"-20"ID, 47" passline, pwrd holddown roll 

20000 Ib. Paxson, uncoiler with coil car, 60" 

20000 Ib. Stamco uncoiler & recoiler pkg, 60" width,72" OD, 16" -20" ID, air clutch,1999 

20000 Ib. Stamco uncoiler, 52" 

25000 Ib. Wean, ucoiler, 48" W,16"-20"ID, hyd expansion, 4 segment mandrel 

40000 Ib. Automatic Feed #406072, double end uncoiler, 60"W, 20"-24"ID, hyd expansion, sliding base 
50000 Ib. Braner, uncoiler, 60" W, 20"-24"ID, hyd expansion, water cooled brake, powered holddown roll 
Dallas Industries, 18" x .125" Powered Straightener, 16" -21" ID, 18" wide x .125" max.,2-1/4" ... 


Look to Us for All Your 


12000 Ib. Model MU12000V, 60" OD PACMAN coil 
upender, built in USA, brand new 


Mfr: 
Model:MU12000V 
Seller: Coilquip 


B I => Woodstock, GA 
Search Upenders on SurplusRecord.com to view У Tel: 770-516-0499 
all 45 listings. 3 


Upenders/ 
Downenders 


SR ID: 242192 
Price: Call for Price 


UPENDERS AND DOWNENDERS - (45 listings on our website!) 

6000 Ib. Coilquip ZMU6000V, coil upender, 48"capacity, brand new 

6000 Ib. Model HU6000, hydraulic upender material tipper,72"W x 120"L flat surface,5 HP 
6000 Ib. Model HU6000F, hydraulic upender material tipper, 72" x 120" deck 

10000 Ib. PM Machinery, hydraulic upender,single hydraulic cylinder,control panel 
12000 Ib. Model HU12000V 72, 72" OD coil upender, built in USA, brand new 

12000 Ib. Model HU12000V, 60"OD coil upender, built in USA, brand new 

15000 Ib. Caldwell #CR-88-7.5-48, coil upender / downender, 60" OD, power tilt 

20000 Ib. Coilquip #MU20000V80, coil upender, 80" capacity, brand new 

20000 Ib. MU20000V, 60" OD PACMAN coil upender, built in USA, brand new 

33000 Ib. MetalPress Machinery #MDR-15 - Die, Mold,coil heavy load upender,65"x59" table 


12" Nikon #V-12, type A2 stage w/2" x 
1"trvis,20X,50X lens,Nikon 2-Axis readout,1990 


Mfr: Nikon 

Model:V-12 

Seller: Piedmont Machinery 
NC 

704-334-4609 

SR ID: 420479 

Price: Call for Price 


Comparators, 
Optical 


Search Optical Comparators on E Tel: 


SurplusRecord.com to view all 100 listings. 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


30000 Ib. Sesco #55-536, coil reel & car, 
36"W,72"OD,24"ID, 3-arm hyd expansion ... 


MI 
MI 
OH 
MI 
CA 
CA 
CA 
IL 
MI 
OH 
MI 
NJ 
OH 
MI 
MI 
IL 
e 


MI 
MI 
TN 
OH 
MI 
MN 
MI 
MI 
OH 
OH 
OH 
OH 
MI 
MI 
OH 
OH 
OH 
TN 


616-949-5910 
616-949-5910 
419-866-6894 
616-949-5910 
626-444-0311 
626-444-0311 
626-444-0311 
847-640-8600 
616-949-5910 
419-866-6894 
616-949-5910 
888-439-3626 
419-841-3586 
616-949-5910 
248-709-6723 
847-640-8600 
419-866-6894 
586-777-7440 


Coil Handling Requirements! 


313-963-6576 
248-268-1603 
423-383-3197 
800-622-4463 
586-777-7440 
800-770-5638 
586-777-7440 
248-709-6723 
440-582-3400 
419-841-3586 
419-841-3586 
800-622-4463 
734-727-0600 
248-626-0200 
419-841-3586 
419-841-3586 
419-841-3586 
615-383-8703 


Mfr: Sesco 

Model:55-536 

Seller: Universal Tube 
Perrysburg, OH 

Tel: 419-872-2364 

SR ID: 439798 

Price: Call for Price 


DEALER SR ID 
Turner Industries 466807 
Turner Industries 465330 
D & D Industries 437080 
Turner Industries 466556 
Sterling Machy Exc 427647 
Sterling Machy Exc 427648 
Sterling Machy Exc 427646 
Kempler Industries 473280 
Turner Industries 476615 
D & D Industries 437082 
Turner Industries 464821 
Wenco Machinery 474532 
D & H Machinery Inc 427346 
Turner Industries 476616 
Rygate, LLC 371776 
Kempler Industries 412720 
D & D Industries 437079 
Nidec Press 457720 


Metal Fabrication & Machine Tools 


Proud Member of: 
MDNA * AMEA 


Master Machinery 461417 
UPM, LLC 400043 
Lyon Metal Roofing 064573 
Yoder Machinery 476882 
Nidec Press 448488 
SOMINN Machy Sales 446476 
Nidec Press 457721 
Rygate, LLC 389044 
Kent Corporation 120019 
D & H Machinery Inc 476297 
D & H Machinery Inc 437077 
Yoder Machinery 476890 
Galaxie Corporation 294385 
Midwest Machinery 439457 
D & H Machinery Inc 480361 
D & H Machinery Inc 424832 
D & H Machinery Inc 480362 
Pearl Equipment Co 481072 


20000 Ib. CHS #PSU-200, auto coil upender / 
downender, 72" OD, 2022 


GA 
GA 
GA 
MI 

GA 
GA 
MI 

GA 
GA 
ON 


770-516-0499 
770-516-0499 
770-516-0499 
248-626-0200 
770-516-0499 
770-516-0499 
586-777-7440 
770-516-0499 
770-516-0499 
519-729-2648 


Mfr: Chs 
Model:PSU-200 
Seller: Nidec Press 
Macomb, MI 
Tel: 586-777-7440 
SR ID: 352040 
Price: Call for Price 


DEALER SR ID 
Coilquip 363606 
Coilquip 365416 
Coilquip 242196 
Midwest Machinery 432073 
Coilquip 070534 
Coilquip 814538 
Nidec Press 457731 
Coilquip 070533 
Coilquip 926777 
Metalpress 423078 


15" Vermont #VP-15, precision comparator, 
2-Axis readout, 10x lens, 115 V. 


Mfr: Vermont 

Model:VP-15 

Seller: Die-Matic Tool & 
Meridianville, AL 

Tel: 256-828-3429 

SR ID: 239341 

Price: Call for Price 
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SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! December 2023 


OPTICAL COMPARATORS - (100 listings on our website!) DEALER SR ID 
12" Nikon #V-12, optical comparator, bench top, vert. beam, surface illumination OH 800-745-6008 C W Wood Machinery 446033 
14" J & L Metrology #TEC-14, QC Comp. Digital Readout, surface illumination, 1997 NC 704-334-4609 Piedmont Machinery 473654 
14" Micro-Vu #H-14, optical comparator,floor model,surface illum,QC DRO,10X,1990 NC 704-334-4609 Piedmont Machinery 447029 
14" Nikon comparator, #75646 OH 800-622-4463 Yoder Machinery 455944 
14" OGP #XL-14C, optical comparator AZ 800-289-3519 Midstate Machinery 441274 
PIEDMONT Ge MACHINERY Specializing In Used & Reconditioned Optical Comparators 
* 12" NIKON MODEL V12; BENCH MODEL; 6.3' Dia. Stage; 2" x 17 Tvls.; 10X, 20X, 50X Lens; Surf. Illum.; Nikon 2-Axis DRO; 1990 


* 14” MICRO-VU MODEL H14; Floor Model; 18" x 5° ТЫ; 8° x 4' Tvis; 10X; Surf. Шит, 016 Metrology 2-Axis Readout; 1990 


* 30" SCHERR-TUMICO 22-2500; 8" х 35° Table.; 12" x 9" Power Travel; Power Chart Ring; 10X; OCH DRO; 1979 
Tel: 704-334-4609 


PIEDMUNT 


( www.piedmont-machinery.com * Email: sales@piedmont-machinery.com ) F 


of Charlotte, Inc. 
24" Starrett #HF600, optical comparator,24-3/4"x9"table,Quadra Chek 200 DRO,2009 PA 717-846-2600 Hildebrand Machy 
24" Starrett #HF600, Quadra-Chek 2000 DRO w/prog. geo funct., 2002 NJ 973-497-7600 Machinery Values 
30" OGP #QL-30, 15"X,9" Y,3"Z, 350 Ibs load capacity, 21"throat clearance, S44873 IL 847-427-3333 Perfection Machy 
Scherr-Tumico #20-4600, comparator, serial #W975101 IL 847-918-9797 Victory Machinery 
Construction and Mining Equipment 
BACKHOE LOADERS - (421 listings on our website!) DEALER 
Hidromek #HMK-62T, mini crawler backhoe loader w/high flow hyd system,new,2023 KY 847-571-0523 Blackout Equipment 
John Deere #410J, backhoe, 4 cylinder, diesel fuel, 4 wheel drive, enclosed cab, AC & heat, 2011 MI 517-781-5018 Bates Tractor & 
GRINDING MILLS - BALL, PEBBLE, SAG, MINING - (708 listings on our website!) DEALER 
4' x 3' Marcy skid mntd ball mill,40 HP,bull gear w/guard,pinion gear assembly,refurbished WA 360-734-1046 D'Angelo Int'l 
8.6' x 13.5' Outotec Ball Mills, 335 kW, 450 HP Motors (2) CA 530-534-7965 AM King Industries 
10.5' x 18.4' Outotec Ball Mills, 750 kW, 1000 HP (2) CA 530-534-7965 AM King Industries 
12'6" x 24' Metso Minerals, ball mills, 2000 HP, 1491 kW (2) CA 530-534-7965 AM King Industries 
12.1' x 4.9' Outotec, sag mill, 260 kw, 350 HP, unused CA 530-534-7965 А M King Industries 
CRUSHERS - (62 listings on our website!) DEALER 
18" x 60" McLanahan, 3-roll crusher,mounted on portable 2-axle chassis,Feed Hopper WA 360-734-1046 D'Angelo Int'l 
60" x 89" Allis-Chalmers Gyratory Crusher CA 530-534-7965 А M King Industries 
60" x 113" Sandvik #CG850, Gyratory Crusher, 800 KW Motor CA 530-534-7965 А M King Industries 
62" x 75" Svedala-Metso #MK-II Superior Gyratory Crusher CA 530-534-7965 А M King Industries 
MND Mineral Sizing Circuit, including (2) MMD 500crs Skid Mounted Primary Sizers CA 530-534-7965 А M King Industries 


Automatic conveyor system for totes, more than 
650 meters, 2 lifts, a lot of ... 


Mfr: 

Model:BFT 

Seller: Industrieplanungen 
Europe 

Search Roller Type Conveyors on Tel: 49 172 2929576 


Р (SE SR ID: 448261 
SurplusRecord.com to view all 74 listings. Price: $450,000 


Roller Type 
Conveyors 


60" wide x 6' long, Hytrol, chain drive roller 
conveyor, 1.9"live, 1 HP, 228'total ... 


Mfr: Hytrol 
Model: 


ax: 704-375-3874 


341756 
417461 
469697 
440134 


SR ID 
465484 
471321 


SR ID 
446102 
457965 
457963 
466776 
458175 


SRID 
455373 
299289 
299292 
299293 
436574 


Seller: General Machy LLC 


Detroit, MI 


Tel: 313-925-9041 


SR ID: 472884 


Price: Call for Price 


Cooling Towers & Chillers 


CHILLERS - (268 listings on our website!) 


A Ton, Haskris #R050, Air-cooled, 55°F Min, 2-Zone, 1 GPM/Zone, 2010 IL 847-276-2761 
1 Ton, Edwards #CF-0200-A, liquid chiller, 250-400 psi, R-12 refrigerant, 7475 BTUH OH 216-334-2003 
2 Ton, #ACWC-024-Q, 208/230 V., 1 phase, 1 yr parts 5 yr. compressor warranty,new TX 281-227-8400 
3.25 Ton, Conair #A1-3.25, portable air cooled chiller, 208 V., 3 phase OH 800-525-8665 
5 Ton, Advantage #MGD-5A, air cooled chiller,5 HP compressor,R-410A refrigerant,2023 MA 508-792-4305 
5 Ton, Cold Shot Chillers #ACWC-060-Q, 208/230 V.,1 ph,1 yr parts 5 yr compressor,new TX 281-227-8400 


5 Ton, Cold Shot Chillers #ACWC-060-Q, 460 V., 3 phase,1 yr parts 5 yr compressor,new 281-227-8400 


NEW AND USED 


* Portable and Stationary Chillers 
* Most Units Ship in 2 - 4 Weeks 
* Custom and Private Label Designs 


SHOT CHILLERS 


Manufactured in the 


~ d * 1 Year Parts Warranty 


* 5 Year Compressor Warranty 


CALL OR EMAIL FOR PRICING . FOB Houston, TX 


800-473-9178 * Tel: 281-227-8400 
Email: sales@waterchillers.com • www.waterchillers.com 


5 Ton, Cold Shot Chillers, 208/230 V., 3 phase, 1 years parts 5 year compressor, new TX 281-227-8400 
7.5 Ton, Cold Shot Chillers #ACWC-090-Q, 460 V.,3 ph,1 yr parts 5 yr compressor,new TX 281-227-8400 
7.5 Ton, Cold Shot Chillers #ACWC-090-Q-DM, 208/230 V.,3 ph,dual refrig circuit,1 yr parts 5 уг... TX 281-227-8400 
10 Ton ,Advantage #MGD-10A, air cooled chiller,10 HP compressor,R-410A refrigerant,2023 MA 508-792-4305 
10 Ton, Cold Shot Chillers #ACWC-120-Q, 208/230 V.,3 ph,1 yr parts 5 yr compressor,new TX 281-227-8400 
13 Ton, Thermal Care #NOA13, portable chiller, 2 HP, 2007 1А 515-249-8428 
28.9 Ton, Conair #A2-30, portable chiller,30 HP,70 GPM,49.8 psi,480 V.,3 phase,2001 MN 612-940-8945 
30 Ton, Process Cooling Systems #PCSNQR30, chiller,air cooled,dual 15 HP compressors,2020 MI 313-925-9041 
50 Ton, Air-Cooled Water Chiller, 208-230 or 460 V.,3 ph,new / 14-16 week delivery TX 281-227-8400 
80 Ton, Trane #RTAA, air cooled,R22,refurbished/test ran,warranty VA 757-247-3000 


GENERAL EQUIPMENT 


DEALER 

Liberty Machinery 
Soberay & Sons Ltd 
Cold Shot Chillers 
Т & S Tool & Supply 
Absolute Machy 
Cold Shot Chillers 
Cold Shot Chillers 


COLD SHOT CHILLERS” 


All Major Credit Cards Accepted 


— шй»; des uw 


© 


Cold Shot Chillers 
Cold Shot Chillers 
Cold Shot Chillers 
Absolute Machy 
Cold Shot Chillers 
Forge Manufacturing 
Fram Fram LLC 
General Machy LLC 
Cold Shot Chillers 
Power Mechanical 


SR ID 
480250 
464381 
302414 
473566 
476337 
302415 
302417 


302416 
302418 
302419 
476336 
302420 
374590 
462042 
472885 
437652 
900134 
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CHILLERS - (268 listings on our website!) DEALER SR ID 
120 Ton, McQuay #PEH050-BBBA, 208 V, R-134A, water cooled, refurbished/test ran VA 757-247-3000 Power Mechanical 889253 
125 Ton, Trane, air cooled chiller, 480 V. MA 978-365-9675 Morris Mechanical 824866 
126 Ton, Carrier 430HXC126RZ-630AA, 460 V.,R-134A,water cooled,refurbished/test ran VA 757-247-3000 Power Mechanical 889251 
140 Ton, York #YCAS140, air cooled, R22, refurbished/test ran, warranty VA 757-247-3000 Power Mechanical 889246 
440 Ton, York #YCAS0440C46ZGADPT, air cooled, R22, refurbished/test ran, warranty VA 757-247-3000 Power Mechanical 889248 
650 Ton, Trane ZCVHF, water cooled centrifugal chillers, 2008 (2) MA 978-365-9675 Morris Mechanical 884533 
COOLING TOWERS - (42 listings on our website!) DEALER SR ID 
11 Ton, Amcot #STH15, cooling tower, in stock IN 800-391-0109 Current Midwest 617972 
15 Ton, Amcot #STH20, cooling tower, in stock IN 800-391-0109 Current Midwest 617973 
23 Ton, Amcot #ST30, cooling tower, excellent condition (4) IN 800-391-0109 Current Midwest 617974 
31 Ton, Amcot #ST40, cooling tower, excellent condition (4) IN 800-391-0109 Current Midwest 617975 
39 Ton, Amcot #ST50, cooling tower, excellent condition (4) IN — 800-391-0109 Current Midwest 617976 
53 Ton, Amcot #ST70, cooling tower, in stock IN — 800-391-0109 Current Midwest 617977 
62 Ton, Amcot #ST80, cooling tower, excellent condition (4) IN 800-391-0109 Current Midwest 617978 
142.5 Ton, Evapco #CPA-20-95-DF 2, air handling unit,187,000 BTUH,25000 cfm,S/S,AL MN 763-269-2832 Bullock Breakers 321860 
790 Ton, Marley #NC830T, Stainless basins (2) MA 978-365-9675 Morris Mechanical 891309 
800 Ton, BAC, stainless hot and cold water basins , excellent conditon (4) IN — 800-391-0109 Current Midwest 603302 
985 Ton, BAC £3985C, Stainless hot & cold water basin, excellent condition (4) IN ` 800-391-0109 Current Midwest 079621 
Amarillo #4110, 33 HP @ 1750 RPM,6.5:1 ratio,right angle gearbox,new surplus MD 410-749-1400 Demco Inc. 237986 
EVAPC AT (Advanced Technology) #AT19-79, Cooling Tower System, 2007 WI 920-361-5208 AIS, LLC 372941 
SPX Marley #NC83031GG, cooling tower, 347 GPM, 20 HP, 2008 WA 360-864-2800 Machinery Scene 447028 
Young #HC266V20, horizup flow radiator cooling tower,68"fan dia,77" x 70",S/N 2794412 AZ 520-836-9727 Peterson Machinery 153204 


Cranes & Hoists Equipment 


JIB CRANES - (62 listings on our website!) DEALER SR ID 


Л25 Ton (250 Lb.), Gorbel jib crane w/CM electric chain hoist, 16 FPM,115 V.,excellent TX 713-939-9788 Houston Crane Inc. 106508 
.25 Ton, BPM, 16' x 16' TX 979-263-5989 AAA Cranes 810058 
.25-5 Ton, Jib Cranes, wall & base mounts TX 281-485-0795 Adv. Crane & Hoist 821441 
-25-5 Ton, Cantilever Type Jib Cranes,please let us know the cap & span you need quoted TX 713-939-9788 Houston Crane Inc. 083535 
.25-7.5 Ton, Floor mounted jib cranes,please let us know the cap & span you need TX 713-939-9788 Houston Crane Inc. 084818 
.5 Ton, Gorbel articulating jib crane w/electric chain at hoist, ready to ship (2 available) TX 713-939-9788 Houston Crane Inc. 181082 
.5 Ton, Cantilever Jib Crane, 20'boom TX 281-485-0795 Adv. Crane & Hoist 821445 
1 Ton, Abell-Howe £16X10, Floor Mount jib Crane, 10' height, 16' span IA — 515-233-6330 Smith Machinery Co 435395 
1 Ton, Cantilever, beam mounted jib crane, 17' arm, Dayton electric chain hoist WI 262-548-6080 WI Metalworking 242299 
1 Ton, Gorbel, 360°jib crane & hoist,pendant ctrl,151" arm length,9'column height,#77238 OH 800-622-4463 Yoder Machinery 468706 
1 Ton, Free standing jib, 10'reach, 10'under, new surplus TX 281-405-9048 ProservCrane Group 210047 
1 Ton, Base mount jib crane, 10' x 12'boom TX 281-485-0795 Adv. Crane & Hoist 033749 
1 Ton, Base Mount Jib Crane, 12' x 14'boom ud 281-485-0795 Adv. Crane & Hoist 821442 
1 Ton, Cantilever Jib Crane, 20'boom 281-485-0795 Adv. Crane & Hoist 821446 


Complete Line of NEW Crane Parts, Hoists & Components IN STOCK 


Baldor e Cutler-Hammer e Dings e Duct-O-Bar ° Electrolift ө Electromotive e Hubbel e Insul-8 e Radio Controls 
Reuland e Saf-T-Bar/Howell e Sew Eurodrive e Sprecher & Schuh e Square D e Stepless Controls e Street 
Stahl e R&M e Budgit e Detroit e Stearns e Telemecanique • VFD Drives e Shawbox e Yale 


For Questions Contact: 


benm@proservcrane.com | 800.835.2223 MProserv ` 
proservcrane.com | parts.proservcrane.com Group 
2 Ton, Abell-Howe, floor mounted jib, 14'boom, 10'under, new, 2023 TX 281-405-9048 ProservCrane Group 430900 
2 Ton, Abell-Howe, freestanding jib crane with 2 ton electric chain hoist,124" reach,118" height MN 763-710-5160 Source Machy Sales 458901 
2 Ton, Bushman, floor mounted jib crane, power rotation, #66736 OH 800-622-4463 Yoder Machinery 476079 
2 Ton, Spanco, Floor Mounted Jib Crane, 15' Span, 12' Hub, Taken apart and stored TX 713-939-9788 Houston Crane Inc. 417428 
2 Ton, Base Mounted Jib Crane, 18'Span, 20'under boom TX 281-485-0795 Adv. Crane & Hoist 966625 
3 Ton, Base mount jib crane, 15'Span x 12'Hub TX 713-939-9788 Houston Crane Inc. 162434 
3 Ton, HS Jib Crane, With 3 Ton Yale Hoist, 13' Span, 135" slide CA 562-692-8095 GTH Used Machinery 467405 
5 Ton, Abel Howe, Free Standing Jib Crane,15'0" Span,22'0" Hub,disassembled & stored TX 713-939-9788 Houston Crane Inc. 416645 
Demag, 1100 Ib. capacity 236" wall mount jib crane system w/pneumatic vacuum lifter, Harrington hoist GA 770-621-0495 Equipment Hub 462888 
1 Ton, Abell-howe £16, Floor Mount jib Crane, 16' span 1А 515-233-6330 Smith Machinery Со 435396 
1 Ton, Gaffey #16x8, Floor Mount Jib Crane, 16' x 8' dimensions IA 515-233-6330 Smith Machinery Co 435397 
1 Ton, Gorbel #SS-99015, 181"jib, 169"boom, no hoist, S44723 IL 847-427-3333 Perfection Machy 469699 
1 Ton, Gaffey #18X12, Floor Mount Jib Crane,Dayton 1 ton elec chain hoist,19'Long jib 1А 515-233-6330 Smith Machinery Со 471193 
SE 2 5 Ton, Houston Crane, 44' Span, top running, 10 Ton, Ace, 41'11" Span, 45' lift, class D, 
Cranes, Overhead- :^ i single ginger, 30'lift, 460 V., like new pendant, VFD All Motions, 2011, #2219 
H ] š Mfr: Houston Crane — ey Mfr: Ace 
Bridge 1 | >> Model: ко: 
Seller: Houston Crane Inc. De Seller: Highland Machy 
Houston, TX " Ca Benton Harbor, MI 
Search Overhead Cranes on SurplusRecord.com Tel: 713-939-0788 - Tel: 269-926-9600 
i е SR ID: 030276 А SR ID: 222647 

to view all 277 listings. Price: Call for Price Price: Call for Price 
OVERHEAD-BRIDGE CRANES - (277 listings on our website!) DEALER SR ID 
.5 Ton, Cleveland Tramrail, bridge crane, 20' W, power cable hoist & Saturn drives CT 860-484-4449 Global Machine 441551 
1 Ton, Cleveland Tramrail, bridge crane, 23' W, power cable hoist & Saturn drives CT 860-484-4449 Global Machine 441550 
2 Ton, Gorbel, 20'bridge Igth,56'6" runway,Call or Email Houston Crane for specifications TX 713-939-9788 Houston Crane Inc. 416649 
2 Ton, Han-Tek Crane System, 26'4" span,Space-Master 2 ton under hung hoist,20'lift,uprights & ... NY 631-249-5566 Prestige Equipment 466706 
2 Ton, Houston Crane, 40'0" Span,R&M hoist,top running sgl girder,460/3/60 (4) Avail TX 713-939-9788 Houston Crane Inc. 095986 
2 Ton, Yale Hoist, 34'0" Span, top riding, single girder TX 979-263-5989 AAA Cranes 792121 
2 Ton, Yale Hoist, 46'0" Span, top riding, single girder TX 979-263-5989 AAA Cranes 792122 
2 Ton, Proserv underhung crane, 19'7-1/2" span, 460 V. TX 281-405-9048 ProservCrane Group 340339 
2 Ton, R & M, 15'7" Span, 20'lift, radio control, VFD bridge/trolley, 2012 [#2449] MI 269-926-9600 Highland Machy 465254 
2 Ton, В & M, 21'3" Span,20'lift,radio control, VFD bridge/trolley,80'L freestanding structure,2010 ... MI 269-926-9600 Highland Machy 465255 
2 Ton, R & M, 47'-49'Span,20'lift, radio, VFD bridge/trolley,bottom running bridge,2012 Qty 9 Avail MI 269-926-9600 Highland Machy 465251 
2 Ton, R & M, 59'11"Span,20'lift,radio, VFD bridge/trolley,bottom running bridge,2017 Qty 3 Avail MI 269-926-9600 Highland Machy 465252 
3 Ton, AAA Crane, 25-60'span, single grider, new components TX 979-263-5989 AAA Cranes 428841 
3 Ton, Houston Crane, 44' Span,top running, single girder, 30' lift, 460 V., like new TX 713-939-9788 Houston Crane Inc. 832560 
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OVERHEAD-BRIDGE CRANES - (277 listings on our website) 


YOUR SINGLE SOURCE PROVIDER FOR OVERHEAD CRANES 


December 2023 


DEALER 


Overhead Cranes * Parts * Service * Inspections * Training 


w "Becker. 


Gov ERHEAD LIFTING SOLUTIONS 


Tel: 724-983-1000 + Fax: 724-983-1818 
2600 Kirila Blvd., Hermitage, PA 16148 


3 Ton, Yale, 20' span, underrunning, AC power, pendant controlled, 40' runway 


4 Ton, Proserv Crane w/(2) 2 ton hoists & trolleys,48'0" span,top running single girder,on ground @ ... 


5 Ton, AAA Crane, 25-60'span, single grider, new components 
5 Ton, Abell-Howe, 35' Span w/new hoist & trolley,30'lift,2 speed all directions 
5 Ton, Corvalis Crane and Hoist bridge crane, 40'span 


5 Ton, Gaffey with Shaw Box Hoist, 30'0" Span (2 Available) on ground at Houston Crane, Inc. 


5 Ton, Houston Crane, 50' Span w/underhung elec wire rope hoist,30'lift,460 V.,like new 
5 Ton, P & H, 32'0" Span, top riding, single girder 
5 Ton, Proserv Cranes, 35'0" Span (4 Available) on ground at Houston Crane, Inc. 


5 Ton, Proserv, 42'6" Span, top running sgl girder (4 Available) on ground at Houston Crane, Inc. 


5 Ton, TRDG crane, 60' Span, catwalk, no hoist, as-is 

6 Ton, AAA Crane, 25-60'span, single grider, new components 

6 Ton, Proserv, 48'span,top running,single girder wi/(2) 3 ton hoists & trolleys,460 V. 
7.5 Ton, R & M TRDG, 38' & 35' Span, AC, 2008, (2) available 

10 Ton, AAA Crane, 25-60'span, single grider, new components 

10 Ton, Abell-Howe overhead bridge crane, 37' Span, shaft drive 

10 Ton, Abell-Howe, 35' & 50'Span w/new hoist & trolley,30'lift,2 spd all directions 

10 Ton, Aceco, 100' Span, AC power, 2010 (3) available 

10 Ton, Demag top running overhead bridge crane,37'Span,twin end dr,wireless remote 
10 Ton, Demag, 51' Span, top running double girder, on ground at Houston Crane, Inc. 
10 Ton, Demag, 60' Span, TRDG crane, no hoists, as is 

10 Ton, Houston Crane, 40'5"Span, top running single girder, 30'lift, 460 V., like new 

10 Ton, Houston Crane, 50' Span, choice of hoist, also available 20 ton 

10 Ton, P & H, 46' Span, 20' lift, AC, was set up for radio control 

10 Ton, PHD, 44'3" Span,top running single girder w/Street Hoist on ground @ Houston Crane 
10 Ton, Shaw-Box, 54'3" Span, 30'lift, 230/460 V. (2) 

10 Ton, Whiting, 60'Span, 35'lift, top running, double girder 

10 Ton, 40'-50' Span, TRSG,30' lift, low headroom,100 FPM VFD,bridge girder,new (2) 

15 Ton, Florida Handling Systems overhead crane,almost new condition,barely used 

15 Ton, Houston Crane, 50' Span, top running, single girder, 460 V. 


Let's Work Together... 


[HOUSTON] 


HOUSTON CRANE, INC. 


15 Ton, Kone Cranes, 55'span,double grider,16 FPM hoist,80 FPM trolley,32'lift 

15 Ton, R & M, 25'0" Span, double girder 

15 Ton, R & M, 47'8-1/2" Span, double girder 

15/5 Ton, V.Browning, 79'9" Span, radio/pendant,230 VDC,upgraded control,2009 
15/5 Ton, Whiting Tiger, 56'9" Span, top running, double girder 

15 Ton, Yale TRDG, 25' Span, AC, 2006 

20 Ton, Conco, 46'6"Span,16'lift height, approx. 500'of rail also available, S44770 
20 Ton, Demag, 106'Span w/pwr rotating hoist, call Houston Crane, Inc for more details 
20 Ton, General Crane / Shaw-Box, 35' Span, 25'lift, 460 V.(2) 

20 Ton, Pro-Action, 81'span,Demag under running hoist,wireless remote 

25 Ton, Demag, 44'3" Span, new Thac hoists 

25 Ton, В & M, overhead crane, 34'span, 19'9-3/8" lift height, 2 speed hoist, #14926 
25 Ton, Stahl top running double girder, 48' Span,pendant ctrl,480 V.,2006 (2) 

30 Ton, Houston Crane, 50'span,top running,dbl girder,w/Yale hoist EEW30X30TE10/3.33S2 
30 Ton, Houston Crane, 60' Span, top running double girder, 30'lift, 460/3/60 V. 
30/10 Ton, P & H, 65' span, 30'lift, 76" over rail clearance needed, AC crane 

35 Ton, American AC VF 77'6" Span, class C, radio controlled, like new, 1990 

40/15 Ton, Kranco, 60' Span, TRDG crane, w/ 40 & 15 ton hoists, as-is 

40 Ton, Virginia Crane, 122' Span, AC Power, class E, 2000 (2) available 

40 Ton, Zenar, 130'span,class 0,480 V.AC,S/N 1997,51'6" lift,8'over rail height,1997 
40 Ton, Crane, 30' Span, top running, double girder, 11'6" gage bridge only 

43 Ton, Shaw-Box, overhead bridge crane, #67887 

45/15 Ton, Virginia, 130'span,class C,480 V.AC,S/N VC98-938,47'lift,8'6" over rail,'98 
45 Ton, Whiting crane, 67'-4"span, indoor class D 

50/25 Ton, Meco-Matic, 48'6" Span, 40'0" lift, Class D, 460 V. 

50/25 Ton, Meco-Matic crane, 48'8" Span, double girder, 460 V. 

50 Ton, OMI with R&M Hoist, Call or email for more specifications. (2) Available 


WANTED: USED BRIDGE & OVERHEAD CRANES 


Lee HIGHLAND MACHINERY & CRANE BUYS AND REMOVES BRIDGE CRANES NATIONWIDE! 


CRANE, INC. : f 
^ ' e We Will Remove or Install Your Cranes & Hoists 
e We Have Over 200 Hoists and Cranes In Stock 


Turnkey Installations * Runway Designs 
LARGE INVENTORY of New and Used Motors 
Brakes * Lower Blocks * Hooks and Wheels 


VISIT OUR WEBSITE at: www.gwbcrane.com 


724-458-6162 
713-939-9788 
979-263-5989 
713-939-9788 
208-851-8568 
713-939-9788 
713-939-9788 
979-263-5989 
713-939-9788 
713-939-9788 
817-685-0710 
979-263-5989 
713-939-9788 
724-983-1000 
979-263-5989 
616-200-4308 
713-939-9788 
724-458-6162 
616-200-4308 
713-939-9788 
817-685-0710 
713-939-9788 
713-939-9788 
865-573-7768 
713-939-9788 
281-485-0795 
865-573-7768 
979-263-5989 
812-422-6033 
713-939-9788 


979-263-5989 
979-263-5989 
979-263-5989 
724-983-1000 
865-573-7768 
724-983-1000 
847-427-3333 
713-939-9788 
281-485-0795 
819-346-2369 
979-263-5989 
616-868-1111 
724-983-1000 
713-939-9788 
713-939-9788 
419-612-5665 
419-843-6051 
817-685-0710 
724-458-6162 
419-612-5665 
865-573-7768 
800-622-4463 
419-612-5665 
219-393-5571 
979-263-5989 
979-263-5989 
713-939-9788 


1 = 100 TONS o UP TO 120° SPAN o SINGLE OR DOUBLEGIRDER o CRANE ONLY OR FULL SYSTEM 


HIGHLAND 


chinery&Crane 
1170 Cornerstone SC * Benton Harbor, MI 49022 


50/10 Ton, Crane, 83' Span, cab, radio, 230 VDC 

50 Ton, Cranes, 114'6" Span,30'Lift,60 Hz.,480 VAC,rotating hook,Class E,vintage'00(3) 
75/25 Ton, Virginia Crane, 122'Span, AC Power, Class D, 2000 (2) available 

90/45 Ton, PHD Crane Systems, 82'span, AC power class H4, 2011 

100 Ton, Shaw-Box, 62' Span Bridge Crane, 25 ton aux.hoist, AC variable speed 
120/45 Ton, Virginia, 130'span,class C,480 V.AC,S/N VC98-937,46'lift,12'over rail,'98 


GENERAL EQUIPMENT 


PA 
PA 
PA 
PA 
WA 
OH 


Tel: 269-926-9600 | 


www.highlandmachinery.com p 
E-mail: sales@highlandmachinery.com | 


412-963-1111 
412-963-1111 
724-458-6162 
724-458-6162 
509-750-1297 
419-612-5665 


Pennsylvania Equip 
Houston Crane Inc. 
AAA Cranes 
Houston Crane Inc. 
Liberty Machine 
Houston Crane Inc. 
Houston Crane Inc. 
AAA Cranes 
Houston Crane Inc. 
Houston Crane Inc. 
CCE Inc 

AAA Cranes 
Houston Crane Inc. 
G W Becker Inc 
AAA Cranes 
Affordable Machy 
Houston Crane Inc. 
Pennsylvania Equip 
Affordable Machy 
Houston Crane Inc. 
CCE Inc 

Houston Crane Inc. 
Houston Crane Inc. 
Volunteer Equipment 
Houston Crane Inc. 
Adv. Crane & Hoist 
Volunteer Equipment 
AAA Cranes 
Vander Parts Co 
Houston Crane Inc. 


WANTED: CRANESy HOISTSI& RUNWAYS 


WE BUY AND SELL OVERHEAD BRIDGE CRANES 
° Capacities: 1 to 100 Ton, Spans up to 100* 
e Parts for All Brands, Quick Shipping 
Tel: 713-939-9788 e info @houstoncraneinc.com 


AAA Cranes 

AAA Cranes 

AAA Cranes 

G W Becker Inc 
Volunteer Equipment 
G W Becker Inc 
Perfection Machy 
Houston Crane Inc. 
Adv. Crane & Hoist 
Machinery Inc 

AAA Cranes 
Vander Ziel Machy 
G W Becker Inc 
Houston Crane Inc. 
Houston Crane Inc. 
Surplus Asset 
American Steel 
CCE Inc 
Pennsylvania Equip 
Surplus Asset 
Volunteer Equipment 
Yoder Machinery 
Surplus Asset 
Electro Corp 

AAA Cranes 

AAA Cranes 
Houston Crane Inc. 


Ma, 


Casey Equip./Cranes 


Casey Equip./Cranes 
Pennsylvania Equip 
Pennsylvania Equip 
G Washington Machy 
Surplus Asset 


SRID 


087323 
387087 
428842 
116999 
443785 
431570 
916884 
795678 
431571 
431572 
891992 
428843 
387089 
972742 
428844 
072044 
116998 
113561 
077863 
845360 
891991 
095634 
838185 
105570 
389317 
821448 
819888 
109419 
805492 
891621 


428846 
820164 
813882 
091061 
491305 
972743 
469700 
067764 
821449 
261612 
799158 
200968 
131993 
387088 
939503 
020985 
197004 
891993 
290396 
087762 
620498 
455990 
087763 
069605 
804462 
806695 
464981 


722338 


924992 
320784 
453470 
954832 
087761 


45 


December 2023 


OVERHEAD-BRIDGE CRANES - (277 listings on our website!) 
150 Ton, Edered, 40' Span Crane,10 ton aux.hoist,nuclear power plant specs.,unused 
RM type GEK106PT1BOF06MA104-5400E, end truck drives, 2023 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


WA 509-750-1297 
TX 281-405-9048 


DEALER 
G Washington Machy 
ProservCrane Group 


BUYING SURPLUS CRANES AND MACHINERY 


40+ Years of Satisfied Customers 
OVER 100 Cranes in Our Inventory * Engineering Service , Installations 


pennsylvaniaequipment 


P.O. Box 61 * Grove City, PA 16127 


CHAIN HOISTS, MONORAIL AND TROLLEY CRANES - (352 listings on our website!) 
.25 Ton, Ассо & Demag, 500 Lbs, Electric Chain Hoist In Stock at Houston Crane, Inc. 

.25 Ton, Budgit, 500 Ibs.,electric chain hoist,call or Email Houston Crane, Inc. for specifications 
.5 Ton, Dayton #4ZW56, air chain hoist, S/N 051112, 2005 

-5 Ton, Dayton, 1000 Ib., single phase electric hoist, #75163 

1 Ton, Black Bear Electric Chain Hoist, NEW in Stock at Houston Crane, Inc. 

1 Ton, Budgit, Electric Chain Hoist, Call or Email Houston Crane, Inc. for specifications. 

1 Ton, CM Lodestar #L, electric chain hoist, 11'chain length, 16 FPM, 1 HP, safety hook 

1 Ton, Harrington ZNERO10L, electric chain hoist with 1 ton push trolley,14 FPM 

1 Ton, Harrington, Electric Chain Hoist, In Stock at Houston Crane, Inc. 

2 Ton, Budgit Electric Chain Hoist, Call or Email Houston Crane, Inc. for specifications. 

2 Ton, Budgit Electric Chain Hoist, Volts 460/230 Phase 3, (10 in Stock) 

2 Ton, Coffing, chain hoist, hand operated pendant ctrl 

2 Ton, Coffing, chain hoist 

2 Ton, Coffing electric chain hoists, call or email Houston Crane, Inc. for details 

2 Ton, Demag #DC-ProFC10-2000-2/1-H5-V6, transfer/captive chain hoist sys,2-step vari,remote,2016 (2) 
2 Ton, Harrington #ES020L-ES3B-181, electric chain hoist w/MS020 motorized trolley,13 FPM 

1&2 Ton, Harrington Electric Chain Hoists, Call Houston Crane, Inc. for more details. 

2 Ton, Cranes 62' top ride 2 ton hoists 

2.5 Ton, Harrington, electric chain hoist,70'lift pendant ctrl,23 FPM,3 HP,#77007 

3 Ton, Acco work rated, runs on S-beam, 6"trolley ga. opens to 7.5" 


RANERGOMBONENTADER 


| 4 LARGE "IN STOCK" INVENTORY 


with LOW PRICES 
HOISTS e ENDTRUCKS e CONTROL PANELS 


Call: 979-263-5989 


3 Ton, Budgit, Electric Chain Hoist, Call or Email Houston Crane, Inc. for specifications. 

3 Ton, Yale / Shaw-Box, wire rope hoist, 20' & 33'lift, 2 speed hoist & trolley 

5 Ton, CM PowerStar #7030, Chain Hoist, 16 FPM, 5 HP, 460 V 

5 Ton, Coffing, Electric Chain Hoist, several in stock, contact Houston Crane, Inc. 

5 Ton, Detroit, underhung powered hoist, 30' lift ht, 15 FRPM lift, 50 FPM trolley, remote pendant 
5 Ton, P & H #20GETR-4PS-6604-0, crane trolley hoist, 64/04 FPM, Siemens motor, 2007 

5 Ton, Yale #CEW5X89RT22S2, air hoist with underhung motor driven trolley,22 FPM hoist 
5 Ton, Yale / Shaw-Box, wire rope hoist & trolley, 33'lift, 2 speed hoist & trolley 

5 Ton, Hoist trolley motor specs are in the pictures 

6 Ton, Coffing, chain hoist 

7.5 Ton, Hoist (details are in the pictures) 

8 Ton, Coffing #D14255701, chain hoist 

10 Ton, Kone Monorail, has never been installed, 29'lift, 230/460 V. 

10 Ton, Shaw-Box #442693-18, trolley/pendant wired controller, single hook 

10 Ton, Yale / Shaw-Box, wire rope hoist & trolley, 2 speed hoist & trolley 

15 Ton, P & H, hoist, 6' 6" gauge, heavy lift, 460 V. 

25 Ton, Stahl, 33'lift,class D,VFD trolley,2-speed hoist,132" gauge,460/3/60,2009 [#2422] 

60 Ton, Crosby #TA, straight shank, 12" Igth, 3.75" dia., alloy hook, 2005 

60 Ton, Crosby #TA, straight shank, 12" Igth, 3.75" dia., alloy hook, 2005 

Gardner Denver, hoist, 275 Ib., 8' lift 


60" x .375" Automatic Feed cut-to-length line w/ 
edge deburr, 40000 Ib.,24"ID,72" OD 


Cut-to-length Lines (Жу BEHAE Mtr: 


Automatic Feed 
Model: 
ч Seller: Galaxie Corporation 
My ý Wayne, MI 
Search Cut to Length on SurplusRecord.com to s - Tel: 734-727-0600 


view all 94 listings. - Price: Call for Price 


CUT-TO-LENGTH LINES - (94 listings on our website!) 

60" x .125" RBI CTL w/Voss leveler, 40000 Ib., installed 

60" x .25" to .020" Thick Cut-to-Length, or press feed line, 40000 Ib. 

65" Hunter cleaning line, 800 FPM, 72'max.dia coil, uncoiler, rcoiler, 2007 

72" x .075" Braner CTL shear 

72" x .075" Rowe/Herr-Voss Loop Feed CTL line x 40000 Ibs w/ 6-Hi Herr-Voss (Non Mar) leveler 
72" x .135" Braner, top driven with air clutch, used in a multi-blanking line, 2004 

72" x .200" Voss, cut to Igth line,50000 1b,50-150 FPM,20"-28"ID,72" OD,252" stack Igth. 
72" x 1/2" Delta / Alcos CTL, 80000 Ib., 20"ID, 72" OD, 50000 psi, complete line, 2003 

72" (2000mm) x 6mm Atecnin / Fagor Flying Shear CTL line, 50000 Ib.,rebuilt 2012 

84" x 1/2" CTL line shear, dbl crank design,sgl rake,air clutch & brake,spare blades 

96" x .375" Herr Voss, CTL, 40000 Ib., 80" OD,20"-30"ID, 100 FPM, 1992 

96" х .500" Delta, 60000 Ib.,backed-up flattener,5" dia. corrective leveler,40'stacker 

96" x .625" - .136" thick, 60' Stacker, 800002, 3 ph.,60 hz.,460V., AC to 500 VDC 

Bigwood CTL, 300-2000mm strip width,3-12.5mm thickness,R to L,1985,revamped 2008 
CMM CTL, 500-2000mm width, 8-25mm thickness,60000 Ib.coil weight,1800mm OD,L to R 


46 GENERAL EQUIPMENT 


TX 713-939-9788 
TX 713-939-9788 
ІА 515-233-6330 
OH 800-622-4463 
TX 713-939-9788 
TX 713-939-9788 
MN 952-933-6755 
GA 770-621-0495 
TX 713-939-9788 
TX 713-939-9788 
TX 713-939-9788 
OH 419-841-3586 
OH 419-841-3586 
TX 713-939-9788 
OH 419-243-2277 
GA 770-621-0495 
TX 713-939-9788 
WI 920-361-5208 
OH 800-622-4463 
TX 281-485-0795 


TX 713-939-9788 
TX 281-405-9048 
WV 304-273-0795 
TX 713-939-9788 
OH 419-269-2000 
PA 717-846-2600 
TX 713-939-9788 
TX 281-405-9048 
IN — 812-422-6033 
OH 419-841-3586 
IN — 812-422-6033 
OH 419-841-3586 
TX 281-485-0795 
MI — 808-341-9306 
TX 281-405-9048 
TX 281-485-0795 
MI — 269-926-9600 
OH 440-232-6660 
OH 440-232-6660 
OH 419-841-3586 


Modifications • Complete Cranes = Trolleys/Hoists * Jib & Gantry Cranes 


DEALER 
Houston Crane Inc. 
Houston Crane Inc. 
Smith Machinery Co 
Yoder Machinery 
Houston Crane Inc. 
Houston Crane Inc. 
Naab Sales Corp 
Equipment Hub 
Houston Crane Inc. 
Houston Crane Inc. 
Houston Crane Inc. 
D & H Machinery Inc 
D & H Machinery Inc 
Houston Crane Inc. 
Bass Machinery LLC 
Equipment Hub 
Houston Crane Inc. 
AIS, LLC 

Yoder Machinery 
Adv. Crane & Hoist 


Houston Crane Inc. 
ProservCrane Group 
JM Industrial LLC 
Houston Crane Inc. 
Yoder Brothers 
Hildebrand Machy 
Houston Crane Inc. 
ProservCrane Group 
Vander Parts Co 

D & H Machinery Inc 
Vander Parts Co 

D & H Machinery Inc 
Adv. Crane & Hoist 
L & J Modular 
ProservCrane Group 
Adv. Crane & Hoist 
Highland Machy 

T R Wigglesworth 

T R Wigglesworth 

D & H Machinery Inc 


SRID 
954833 
381933 


SRID 
416438 
416615 
431085 
469303 
416439 
416616 
455776 
446790 
416614 
416617 
432591 
413680 
413681 
413710 
426069 
446788 
416613 
475581 
476082 
033249 


" AAACRANEZACH@YAHOO.COM 


416618 
430902 
448061 
415409 
444398 
439923 
445973 
430901 
838683 
413683 
838684 
413682 
033009 
474548 
430903 
209465 
460027 
444394 
444395 
413684 


72" x .142" Herr Voss, CTL, 50000 Ib., leveler, 


peeler, pinch roll 


OH 419-824-9848 
OH 419-843-6051 
NY 516-819-6951 
AZ 248-225-8979 
MI 219-405-1144 
AZ 248-225-8979 
MI — 866-367-7297 
MI 734-727-0600 
MI 734-727-0600 
MI 734-727-0600 
OH 419-841-3586 
GA 770-886-6827 
OH 419-843-6051 
MI — 248-626-0200 
MI — 248-626-0200 


Mfr: Herr Voss 
Model: 


Seller: D & H Machinery Inc 


Toledo, OH 
Tel: 419-841-3586 
SR ID: 480367 
Price: Call for Price 


DEALER 

AMM Industries, LLC 
American Steel 

U S Indust Auctions 
Ray Jacobs Machy 
Pro Mach 

Ray Jacobs Machy 
Westbrook Engrg 
Galaxie Corporation 
Galaxie Corporation 
Galaxie Corporation 
D & H Machinery Inc 
CJE Machine 
American Steel 
Midwest Machinery 
Midwest Machinery 


SRID 
953696 
339226 
086978 
465261 
335359 
439444 
299758 
431457 
084641 
151507 
458667 
003296 
339225 
424179 
445869 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


CUT-TO-LENGTH LINES - (94 listings on our website!) 
Forstner #KA6-1250MFA-100CR-MC, Siemens Si-matic CNC ctrl,7 roller,5 knives,2008 


Adige #HP100, 144" Igth, 3" dia, 2 motor, push 


— 6, || button, 1987 
Deburring Machines A ge Mfr: Adige 

P d - Model:HP100 
Seller: Universal Tube 
F Perrysburg, OH 
Tel: 419-872-2364 
SR ID: 273678 
Price: Call for Price 


Search Deburring Machines on 
SurplusRecord.com to view all 140 listings. 


a 
Stock 
#3015 


WI 


414-486-9700 


December 2023 


DEALER 
Machine Tool Tech 


SR ID 
382887 


Burrmaster #1, brush deburring machine, 3" 


tube dia., 120" tube Igth, 2.4" bar dia. ... 


Mfr: Burrmaster 
Model? 


Seller: Universal Tube 
Perrysburg, OH 


Tel: 419-872-2364 
SR ID: 254627 
Price: Call for Price 


DEBURRING MACHINES - (740 listings on our website!) 

Almco #VB-1615, deburring machine, Tube type, vibratory tumbler, casting, cint pump 
Burr-Abrador Deburring Machine, 72" 

Burrmaster #1, brush deburring machine, 3" tube dia., 72" tube Igth, 2.4" bar dia., electrical panel ... 
Burrmaster, brush deburring machine, 24" brush Igth, 10"/12" OD, 6"-120" tube Igth, 3/8"-3" tube dia. 
Cleveland #1001, deburrer, 120 V., 10 Amps, .25 HP, (2) grinding heads 2012 

Earth-Chain Spinner #HD750CL, Magnetic Deburring,23" x 21"Tank,6.6 - 17.6 Lb. Batch cap 

Falls 4101, edge sheet metal deburrer, 1/4" cap., 1/4 HP, cabinet, geared motor, work support bar 
Falls 4121, deburring machine, 115 V., 1-phase 

Falls 4121 Edge D-Bur-R, deburring machine, 1/4" x 4' cap., 2010 

Foxall #424FS, automated casting finishing cell,24" x15" cap,6 ATC,robot,2015,#32189 

Gauer #5H40, edge deburrer, 11 ga. x 40" cap., feed tray 

Grinding Master #MCSB-900, deburring/finishing machine,dry belt grinding,36"W belt 

Kent Burrmaster #BM2-STR-120LH, dbl end tube deburrer, 10' Igth, 2007 

Lissmac #SBM-1500XL-G2$2, edge rounding and deburring machine, 2014 

Lissmac #SBM-M-1500, edge rounding & deburring machine,dbl sided brushing,59" work width 
Lissmac #SBM-M1500 B2-60, deburring & oxide removal, 2019 

Lissmac #SBM-XS-300, Deburring Machine with Dust Collector, 2015 

Lissmac #SBM-XS-300-G1E1-ALU-MIX, deburring & finishing machine,dust collector,2017,#32719 
Lissmac 4SMW-123, CNC Wet Deburring Machine, Low Hours, Siemens Control, 2022 

NS Maquinas #DM1100C, crossbelt deburring & edge rounding,43" x 2"working cap,new 

Richwood #CV-600, finish-deburring-polishing, 1 cu.ft., 4 barrel, 3 HP, 4656-229 

Steelmaster #SPW 209RT, Wet Process Deburring Machine 

Surftran #C-250, 6-Pos Index ТЫ,7" dia chamber,6.75" ht,Gas Syst, AB PLC & HDMI, '01 

Sweco #LS18S33, separator shaker deburring screener 

Timesavers #2200-Series, 37" wide, dry drum style deburring machine 

Timesaver #2211-05-9, deburring machine, 52" belt W, 12"x12" abrasive brush, wet dust collector, 2017 
Timesavers £HZ-160, finish-deburring-polishing, 5.5 cu.ft., 4 barrel, 10 HP, #656-228 

BMT #2MB-200, multi-barrel slide hone finishing mill, flywheel tumbler deburring machine 

NDI #D58-1, deburring machine 


DIE HANDLING EQUIPMENT - (22 listings on our website!) 

2500 Ib. МТС #E-4436, die handler,power elevation,31" x26" working area,very nice 
18000 Ib. Allegheny #DS-180-96-48, rotating die handler separator, 96" x48" platen, 2005 
50000 Ib. Elwell-Parker #E31-N810-50, elec,59"x74" platform,front loader w/push pulls 
Hansford Davis #1021, die handler, 30"x64" lower platen, 30" x 62"upper platen (2) 


DRAW BENCHES - (70 listings on our website) 

40000 Ib. (18,144 Kg) Bigwood, single chain draw bench, #12459 
120000 Ib. Farmer Norton, for bar or tube, 5:1 Safety Factor 
400000 Ib. Dual chain with push pointer, loading/unloading racks 


Drills 


Drill Presses, Heavy E table rotate,110 V.,1 phase,#15645 
Duty, Single Spindle, m Mfr: Ellis 


ñ Model:9400 


Vertical | 
Search Drill Press on SurplusRecord.com to | 4 Tel: 616-868-1111 


Alto, MI 


SR ID: 365452 


view all 198 listings. Price: $4,495 


SINGLE SPINDLE DRILL PRESSES - (198 listings on our website!) 

5/8" BusyBee #B180, drill press,1/2 HP,1725 RPM,12 speed, MT#2 spindle,1986 

3/4" Clausing #23085-3/2234, Bench W 3 Presses And Drill Press Foot Pedal,S/N B10587/109811 
6" Dehoff #6060-RT-BTA, hvy duty drill, 60" side trvl., 60-2190 RPM, 100 HP, 2015 

8" Mastercraft drill press, 3/8" keyed chuck, 110 VAC 

14-1/2" Jet #JMD-15, drill press, R-8 Taper 115/230V, new 

15" Clausing #1771, pedestal drill press, 18" x12"table,7-1/2"throat,3" column,3/4 HP 

15" Industrial Machinery #1516F, drill press, 210-3670 RPM, 10"x10" tbl. 

16" Jet #JDP-17MF, drill press, 18" x 15.5"table, with Procurnier #3 tapping attachment 

18" Ellis #9400, drill press, 15-7/8"x17-7/8" T-slotted table,power down feed,1 ph,110 V.,#15832N 
20" Clausing #2276, drill press, (24) spdl speeds, 150-2000 RPM, 18" x 16" tbl., 230 V., 3-phase 
20" Clausing #2286, 3 head, V/S bank gang drill press, 80" x24" hvy duty cast tbl., 3 drill chks 
20" Clausing #2286, 2000 RPM variable,.75/1.5 HP,40" x24"table,MT #3,variable speed frequency ... 
20" Clausing #2287, drill press, 6 heads, 6.5" spdl trvl., 300-200 RPM, #3MT, Bijur spray lube 
20" Ellis 49400, V/S drill press,18-1/8" drills to center,3" quill dia,4" column dia,new 

20" Ellis #9400, drill press, V/S,0-1200 RPM,18-1/8" drills to center,3/4" tapping,3"quill,new 

20" Jet #JDP-20VS-1, drill press, 2HP, 115/230V, new 

20" Jet #JDPE-20EVS-PDF, drill press, 2 HP, VIS, new 

20" Powermatic #1200, variable speed single spindle drill press 

20" WILTON. 1999. 24x18" table. 2hp. 220/440v. 300-2000 variable rpm. 3MT. Vise & Jacobs chuck. EXC! ... 
21" Wilton #2234AC, single spindle drill,10-7/16"throat,2 HP,forward/reversing,#3MT 

22" Solberga #SE725 Round Column, single spindle drill,4-1/2" stroke,14" x14"table,2 HP 

24" Cincinnati #24, single spindle drill,box column,12-1/2"throat,coolant,#4MT,5 HP 

28" Cincinnati Bickford #28" Box Column, single spindle drill,14-1/2"throat,4" spindle dia.,5 HP 


GENERAL EQUIPMENT 


18" Ellis #9400, infinitely vari-speed,360°drill 


Seller: Vander Ziel Machy 


IL 
OH 
OH 
OH 
sc 
IL 
CA 
MI 
IL 
NY 
CA 
WA 
CA 
WA 
MN 
CA 
WA 
NY 
IL 
MN 
CT 
WA 
IL 
PA 
WI 
IL 
CT 
CA 
AZ 


PA 
OH 
MI 

CT 


CT 
OH 
OH 


24" Avey #2-ВМА-6, single spindle,power 
feed,tap,150-1800 rpm,#3MT,2 HP,#4591 


ON 
WI 
CA 
ON 
IA 
KY 
OH 
OH 
MI 
KY 
CA 
MI 
FL 
MN 
MN 
IA 
IA 
IL 
IL 
OH 
OH 
OH 
OH 


847-290-0167 
419-536-4445 
419-872-2364 
419-872-2364 
803-548-8000 
847-276-2761 
626-444-0311 
616-836-7501 
847-673-0556 
631-249-5566 
626-444-0311 
425-513-8263 
310-909-2020 
425-513-8263 
800-770-5638 
818-514-1254 
425-513-8263 
631-249-5566 
816-330-2138 
800-770-5638 
860-589-2900 
425-513-8263 
847-276-2761 
724-748-6500 
414-486-9700 
312-226-4150 
860-589-2900 
626-444-0311 
800-289-3519 


215-332-3200 
419-536-4445 
269-948-3377 
860-628-9090 


203-484-0400 
419-843-6051 
419-843-6051 


647-384-9663 
216-478-6657 
818-514-1254 
416-366-2326 
515-233-6330 
502-419-9170 
419-866-6894 
419-536-4445 
616-868-1111 
502-219-7311 
714-441-1992 
616-949-5910 
800-638-8888 
800-770-5638 
800-770-5638 
515-233-6330 
515-233-6330 
847-299-2461 
815-874-4771 
800-622-4463 
800-622-4463 
800-622-4463 
800-622-4463 


DEALER 

Myers Technology Co 
G-2000 Inc 

Universal Tube 
Universal Tube 
Champion Machinery 
Liberty Machinery 
Sterling Machy Exc 
Holland Equipment 
Adams Machinery Co 
Prestige Equipment 
Sterling Machy Exc 
Sanson Machy Group 
Machnet 

Sanson Machy Group 
SOMINN Machy Sales 
Machinery Resources 
Sanson Machy Group 
Prestige Equipment 
Revelation Machy 
SOMINN Machy Sales 
Gavlick Machinery 
Sanson Machy Group 
Liberty Machinery 
Tenney Equipment 
Machine Tool Tech 
Mchy Marketing Intl 
Gavlick Machinery 
Sterling Machy Exc 
Midstate Machinery 


DEALER 

N A Machy Sales 
G-2000 Inc 

Dan Dimond Equip 
Stamptech Inc 


DEALER 

Machy International 
American Steel 
American Steel 


Mfr: Avey 
Model:-2-BMA-6 


Seller: Turner Industries 
Grand Rapids, MI 


Tel: 616-949-5910 
SR ID: 278704 
Price: Call for Price 


DEALER 

Brighton Machy 

HGR Indust Surplus 
Machinery Resources 
Platinum Asset 

Smith Machinery Co 
Machinery Bargains 
D & D Industries 
G-2000 Inc 

Vander Ziel Machy 
Machinery Central 
ACT Machinery 
Turner Industries 
Generation Machine 
SOMINN Machy Sales 
SOMINN Machy Sales 
Smith Machinery Co 
Smith Machinery Co 
Iverson & Co Inc 
WINN-DIXI Machine 
Yoder Machinery 
Yoder Machinery 
Yoder Machinery 
Yoder Machinery 


SR ID 
446629 
434757 
254624 
316363 
431186 
428865 
427649 
412625 
429610 
348436 
427650 
397685 
413611 
415408 
448547 
399081 
415407 
426922 
476271 
424831 
942008 
415404 
431059 
437484 
376599 
471985 
942009 
473291 
471209 


SR ID 
205736 
450598 
248307 
471333 


SR ID 
348431 
167581 
289153 


SR ID 
397150 
477335 
455192 
446294 
423054 
429598 
368771 
473073 
434968 
464838 
464753 
468362 
439738 
436961 
455733 
423052 
423053 
345118 
338391 
476892 
476893 
476895 
476923 


47 


December 2023 


SINGLE SPINDLE DRILL PRESSES - (198 listings on our website!) 

28" Ibarmia #B-35 geared head, 1.5"capacity,95-1500 RPM,2 HP,power feed,tapping,coolant,2006,#11139 
AB Arboga #E825, single spindle drill, S/N 106477, 200 Volt, 3 Phase 

Alzmetall #AB4, drill press, 6.69" str, 13.386" thrt 

Bickford #Super-SVC, drill press 

Enco Mill/Drill 

Fosdick Fosmatic #54, drill, DRO 

Jet #16-12, drill press, 12 speed, serial #3608 

Yuasa #AUX-500, Drill Press, Kurt vise, S/n: 72793 


1.65" x 60" Tibo #E40-1-1500, CNC deep hole 
drilling machine,Simatic HMI ctrls,'16 


Drills, Gun & Deep Hole 024 ` š Mfr: 


Tibo 
Model:E40-1-1500 
Seller: Blumberg Machinery 
" e ex? Bannockburn, IL 
Search Gun Drill on SurplusRecord.com to view ; Tel: 847-580-6800 


DENS SR ID: 304879 
all 92 listings. Price: Call for Price 


GUN AND DEEP HOLE DRILLING MACHINES - (92 listings on our website!) 

1/2" x 18" MEGA-Matic #M7429, Gundrill Machine W/ Coolant System 

1/2" x 50" Unisig #R-2A-1000, gun barrel cell,includes twin spdl gundrill & ream machine & sgl spdl ... 
1/2" x 60" Precihole #BRVN-12/1-800, sgl. spdl., rifling machine, Mitsubishi / Siemens touch screen ... 
1/2" x 60" Precihole ZPRVN12, twin spdl reaming machine w/ automation, Mitsubishi / Siemens Touch ... 
3/4" x 15" Eldorado #M75-1031, gun drill,18" x 26"table,6" stroke,30" throat, 1/2 HP,1988 

3/4" x 15" Eldorado #M75-1032, 3HP, 1445-11740 RPM, 26"L x 20"W Fixture Area, 2003 

3/4" x 15" Eldorado #M75-1061, 2 - spdl, (2) 8"6-Jaw chk, 12" x 24" ТЫ, F-18 Mega clint 

3/4" x 30" Eldorado / Mega #M-75-1041, precision deep hole gun drill, 1985 

3/4" x 30" Eldorado #M75-30, 1445-11740 RPM, 26"L x 22"W Fixture Area, 1999 

3/4" x 30" Eldorado #M75-1041, Precision deep hole gun drill,22" x 22" work table,1985 

3/4" x 30" Eldorado Mega #M75-1041, precision deep hole gun drill,22" x22"table,2000 

3/4" x 30" Eldorado #M75-1041, 2 HP, 26" x 22" Table, 1445-11, 740 RPM, 1998 

3/4" Eldorado #KM75-48, CNC 3-axis gun drill,1 spdl.,.039"-.75" cap.,48" stroke,new 

3/4" Eldorado #M75-15T, gun drill,2 spdl,.039"-.75" cap,15"str,counter-rotation,new 

3/4" Eldorado #M75-30T, gun drill machine,2 spdl.,.039"-.75" drill cap.,30" stroke,new 

3/4" Eldorado #M75-48T, gun drill,2 spdl.,.039"-.75"cap,48" str,counter-rotation,new 

3/4" Eldorado Mega #M75-1001, twin spindle gun drill,3/4" diameter with 15"stroke,3 HP,1989 

3/4" Eldorade Mega #M75-1061, twin spindle gun drill,3 HP,high pressure coolant,1989 

3/4" Eldorade Mega #M75-1071, twin spindle gun drill,3 HP,high pressure coolant,2000 

1" x 2.75" Technidrill System #3A-.500-4-12-18, CNC gun drill, 4 spdl., 12"Х,12"Ү,18"2, Heidenhain ... 
1" x 15" Eldorado #M75-1031, gun drill, 1 spindle, 1979 

1" x 30" Eldorado #M75, dual spindle,F-18 high pressure coolant,new Eldorado digital ctrl installed ... 
1" x 40" Miroku #MEG-1000, CNC knee type gun drill, V/S,Fanuc 18M,1993 

1" x 48" Eldorado, twin spindle gun drill w/adjustable knee,20" x18" table,Newall DRO 

1" DeHoff #1060T, gundrilling machine, 2 spdl., 1"drill capacity, 60" stroke, new 

1.25" x 36" Drillmation #Bormation, gun drill,18" x48" table,1 spindle,12.5 HP,2260 RPM,DRO 

1-1/4" x 48" Phillips, ball screw,counterclockwise,hi pressure coolant,19.9 IPM,automatic cycle,15 ... 
1-1/4" x 48" Phillips, gun drilling machine, w/counter rotation, 758-7700 RPM, 1983 

1-1/2" x 72" Tarus, rotary table,box ways,MBX-92 ctrl,retro mid 1990's 

2" DeHoff #2072TC, 5-Axis gundrilling machine,1 spdl. + aux.spdl,2"cap,72"str,new 

2" Tarus #TPTCGD511S, 3500 RPM,108" X,60" Y,84"Z,60" x108"table,15 HP,2015 retrofit,#32443 

2.5" x 100" UCM, deep hole drill,.75"-2.5" drilling dia.,120" stroke,2" -16" OD,40 HP,#32554 

2.63" x 43.2" Shin ZIL-STGB-1000-BTA, gun drill, 98" X,39" Y, 2500 RPM 

26" Phillips gun drill, 1 spindle, safety guarding, coolant system, chip box 

DeHoff #518T, .5"drill cap.,18" stroke,1000-8000 RPM,3HP,parts load/unld, AB PLC,#32334 

DeHoff #G548-R2, gun barrel reaming machine,2 spindle, 17-50 caliber,26" barrel length,new 

DeHoff #G560-B1, gun barrel button rifling,1 spdl.,17-50 caliber,48" barrel Igth,new 

Eldorado Megamatic #M6439, gun drill w/ tooling, 1 spindle, 58"x17"T-slot table 

Okuma / Precihole, automated barrel cell w/ deep hole gun drill, 2021 

Unisig #B600-6M, deep hole drill, 23.6" sw,25.5" chk,6.5" hole, A2-15, Siemens 84000 SL, 2013 

McCoy #RP-7018-01, deep hole drill, Farr Canada WinCatt, dual internal grippers, 10' head/tlstk ... 


2.5'-9" Yodogawa #Flex-o-drill Dynamic, Radial 
Arm Drill Press 


Drills, Radial ` Mfr: 


Yodogawa 
Model:FLEX-O-DRILL DYNAMIC 
Seller: Smith Machinery Co 


ak Ames, IA 
Search Radial Drills on SurplusRecord.com to AEN Tel: 515-233-6330 


view all 301 listings. Price: Call for Price 


RADIAL DRILLS - (301 listings on our website!) 

2.7'-10" South Bend / Foradia #GF500-800, radial drill, £AMT, 9" stroke, 40-1750 RPM 

3'-8" Victor #837, radial drill,23.4" x17.7" box table,49-5/8" x25-3/16" x6-9/32" base,#4MT 

3'-9" Enco 7128-4010, radial drill, 2 HP, 220 V., 3-phase, coolant pump 

4'-9" Ikeda #RMS-9, radial arm drill on riser stand,plain box table,power elevation,1979 

4'-11" Carlton £14, radial arm drill, 4' arm, 11" dia. of column, 80 - 2000 RPM, 8'L x 3'W x 8'H 

4'-11" Carlton £14, radial arm drill press, 12" spdl trvl., 2.5" dia. spdl., dual base, pwr column ... 

4'-11" Carlton #1A, 80-2000 RPM,MT £4,10 HP,box table,power clamping,coolant,5 HP,1960,#11124 
4'-11" Carlton £14, radial drill,power elevation & clamp,coolant,7.5 HP,rebuilt 2001 

4'-11" Cincinnati Bickford, 16-1800 RPM,#5MT,pwr elev,pwr clamp on column 

4'-12" Johansson #10400, radial drill,power head travel & arm clamping,10 HP,Z5MT 

4'-13" Cincinnati Bickford #3E, radial drill 

4'-13" Ikeda #RM-1175, radial arm drill,pwr elevation & clamping, 18" x26.5"box table,1994 

4'-13" Ikeda #RM-1175, 30-1500 RPM,power clamping,power elevation,7.5 HP,#5MT,box ... 

4'-13" Ikeda #RM-1375, 1500 RPM, (12) speeds, box table, 1981 

4'-13" Ooya #RE2-1300A, radial arm drill, 32-1985 RPM, 10" spdl trvl., #5МТ 

4'-13-3/8" OOYA Model RE2-1300A. 1980. 7.5 hp. 220/440 v. Box table. Power clamp. 5MT. 7300 Ibs. FOB. 
4'-14" Ikeda #RM-1975, Radial Arm Drill Press, T-slot base, box table, S/n: 79399 

4'-14" Soraluce #TR2-1600, radial drill, hyd clamp, power down feed, power clamp on column & head ... 


48 GENERAL EQUIPMENT 


MI 

MN 
KY 
AZ 
TX 
NV 
OH 
IA 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


616-949-5910 
800-770-5638 
502-219-7311 
520-836-9727 
216-478-6657 
775-722-2236 
440-498-8484 
515-233-6330 


DEALER 

Turner Industries 
SOMINN Machy Sales 
Machinery Central 
Peterson Machinery 
HGR Indust Surplus 
Breitmeyer 

FL Sales Inc 

Smith Machinery Co 


SR ID 
448575 
383729 
460754 
332081 
480049 
470522 
387248 
435419 


4" x 48" Phillips / Technidrill #BTA Ejector Type 
Deep Hole Drilling Machine, 1981 


CA 
WI 
CA 
CA 
TN 
IL 
IL 
IL 
IL 
IL 
GA 
IL 
MO 
MO 
MO 
MO 
CA 
CA 
CA 
sc 
CA 
MA 
IL 
MI 
MO 
IL 
IL 
IL 
MI 
MO 
NY 
NY 
NH 
MI 
NY 
MO 
MO 
OH 
CA 
IL 
IL 


714-612-1480 
262-692-9363 
310-909-2020 
310-909-2020 
615-383-8703 
847-276-2761 
847-276-2761 
847-673-0556 
847-276-2761 
847-673-0556 
770-621-0495 
847-276-2761 
660-886-9929 
660-886-9929 
660-886-9929 
660-886-9929 
818-465-6700 
818-465-6700 
818-465-6700 
803-548-8000 
818-465-6700 
617-567-7210 
847-673-0556 
248-926-0088 
660-886-9929 
847-537-7700 
847-525-0099 
847-673-0556 
248-879-1989 
660-886-9929 
631-249-5566 
631-249-5566 
603-225-0958 
586-755-5353 
631-249-5566 
660-886-9929 
660-886-9929 
419-536-4445 
310-909-2020 
312-226-4150 
312-226-4150 


Mfr: Phillips 
Model:BTA 


Seller: Adams Machinery Co 


Lake Bluff, IL 
Tel: 847-673-0556 
SR ID: 371401 
Price: Call for Price 


DEALER 

TNT Industrial 
Midwest Precision 
Machnet 

Machnet 

Pearl Equipment Co 
Liberty Machinery 
Liberty Machinery 
Adams Machinery Co 
Liberty Machinery 
Adams Machinery Co 
Equipment Hub 
Liberty Machinery 
Kays Engineering 
Kays Engineering 
Kays Engineering 
Kays Engineering 
Machinery Network 
Machinery Network 
Machinery Network 
Champion Machinery 
Machinery Network 
Wigglesworth Machy 
Adams Machinery Co 
Equipment Trading 
Kays Engineering 
CNC Exchange 

Raco Machinery Inc 
Adams Machinery Co 
Sterling Machy Vent 
Kays Engineering 
Prestige Equipment 
Prestige Equipment 
Machine Craft Co. 
Gibbs Machinery Co 
Prestige Equipment 
Kays Engineering 
Kays Engineering 
G-2000 Inc 

Machnet 

Mchy Marketing Intl 
Mchy Marketing Intl 


SRID 
460959 
443253 
413622 
413621 
456520 
418724 
429906 
415296 
427765 
373273 
453474 
478642 
123735 
125199 
123734 
125202 
448553 
448208 
448207 
454747 
448556 
476153 
385510 
266790 
124117 
468918 
441309 
453380 
526013 
124118 
377675 
394274 
879817 
476282 
363577 
124290 
123733 
450589 
391123 
471986 
480335 


4'-9" Carlton, radial arm drill press, 460 V., 3 
phase, serial #0A-1210, #15823 


713-694-1790 
818-465-6700 
479-785-2554 
502-419-9170 
805-525-2171 
419-269-2000 
616-949-5910 
800-622-4463 
801-531-9500 
800-622-4463 
775-722-2236 
630-844-9288 
616-949-5910 
612-325-7060 
502-219-7311 
815-874-4771 
515-233-6330 
626-444-0311 


Mfr: Carlton 
Model: 


Seller: Vander Ziel Machy 


Alto, MI 
Tel: 616-868-1111 
SR ID: 345074 
Price: $4,500 


DEALER 

KEC Inc 

Machinery Network 
Diamond Jack Machy 
Machinery Bargains 
Turners Machinery 
Yoder Brothers 
Turner Industries 
Yoder Machinery 
Machy Consultants 
Yoder Machinery 
Breitmeyer 

Belmont Machinery 
Turner Industries 
Strand Indust Machy 
Machinery Central 
WINN-DIXI Machine 
Smith Machinery Co 
Sterling Machy Exc 


SRID 
391921 
437475 
319970 
424578 
382697 
427213 
427634 
476871 
338025 
476950 
470524 
419808 
425499 
431377 
480478 
419939 
435403 
435532 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


RADIAL DRILLS - (301 listings on our website!) 

4' Mas #V032, radial arm drill with box table 

4.1'-13-3/4" Koa Ming #KMR-1250DH, 30-1500 RPM,#5,hyd clamp head arm column,s/n 1814,'85 
5'-11" Cincinnati Bickford #Super-Service, universal box table, 5 HP, 1960 

5'-12.61" Clausing #CLC-1600, radial arm drill, 56-1450 RPM, #5MT, 2010 

5.25'-15" Kao Ming #KMR-1600DH, radial drill, 30-1580 RPM, #5MT, auto lube, power column & down feed 
5.8'-18" MAS £VR5S, radial arm drill, 28-2500 RPM, #32434 

6'-14-1/2" SUMMIT. 1973. 10hp, 220/440v. Power clamp. 30x24" box table. Jacobs chuck. 2" capacity їп... 
6'-15" Carlton £3A, radial arm drill, Z5MT,box tbl,power elevation/clamping,15 HP,1973 

6'-15" G & L Bickford Chipmaster £962, tapping,power arm elevation,Z5MT,10 HP 

6.6'-17" Lagun #RL2000H, radial arm drill,power clamping & elevation,coolant,7.5 HP,2008 
7'-17" American, full universal radial drill, excellent condition 

7'-19" Carlton #4A, radial drill, Z6MT,power elevation/clamping,rapid traverse,15 HP 

8'-19" Carlton radial drill, with lever shift, flange mount,floor plate,#12145J 

10'-22" Carlton #5A, radial drill,power elevation/clamping/traverse,40 HP,#77205 

10'-26" Carlton, radial drill base only, #66705 

Rockwell #15-120, radial drill press, 6"str,30"thrt, 175-8200 RPM 

Donau #Z5040B, radial drill, sliding ram type, #16733 

Jet #700DS, radial drill, equipment and tools, 1981 

Knuth Rapid #KSR-40-2, radial drill, sliding ram type, #16631 

Rong Fu, radial alarm drill 

Titanium 4Z3050X16/1, radial drill, 50mm capacity, serial 420140828, 2014 

Yunnan #Z-3125-A, Radial Drill, 700mm, 2000 

Ikeda #RM-1575, radial arm drill press 


Mitsubishi #VX10, sinker EDM,16 pocket 3R tool 
changer,13.8" X,9.84" Y,12.2"Z,1998 


Mfr: Mitsubishi 
Model:VX10 

Seller: SR Industries 
Tel: 518-828-5001 

SR ID: 464797 

Price: $5,000 


Electrical Discharge - 
Machines (EDM), Ram 
Type (Sinkers), CNC 


_ 120) 
: ES 
I 
Search Die Sinker on SurplusRecord.com to 
view all 81 listings. 


RAM (DIE SINKER) EDM - (81 listings on our website!) 

Charmilles #Roboform-50, sinker EDM,128 amps,24 place ATC,high inertia C-Axis,1999 

Mitsubishi ZEA8SM, 11.8" X,9.8" Y,9.8" Z,C-Axis,4 rack ATC,80-fp80s,2018 

Mitsubishi ZEA12S, 15.7" x11.8"x11.8"travels,27.5" x19.6"table,C-Axis, Mitsubishi M700 ctrl,glass ... 
Mitsubishi #EX22, 19.7" x15.7" x13.8" travels,29.52" x21.65" tbl,Fuzzy Logic C11 ctrl,16/32 pos ... 
Mitsubishi #EX8, CNC ram type EDM, 11.8" X,9.8" Y,9.8"Z, 25.9" x17.7" x9.8" internal tank 

Makino #ENDC6, EDM sinker, 25.6" X,17.7" Y,13.8"Z, 21.7" x31.5"tbl., 2019 


Electrical Discharge Machines (EDM), Wire, CNC 


WIRE EDM MACHINE - (732 listings on our website!) 

Agie Charmilles ZCut-200D, rotary wire EDM, 13.77" X,8.66" Y,8.66"Z, 2016 

AMS #AW6X, CNC wire EDM, submerged, linear drive, AMS Tech CNC ctrl, 2016 

Charmilles #Robocut-330F, wire EDM,Faunc ctrl,15.75"X,11.81" Y,15.75"Z,auto threading,2000 
Chmer #A322S, СМС wire EDM, 14"X,10" Y,9"Z, 25 Amps, auto wire threading, 2009 

Fanuc Robocut #Alpha-0iC, 26" x 17" x 10"H Part Cap, 12.6"X, 8.7" Y, 7"Z, Taper, '05 

Fanuc #Alpha-1iE-12, CNC wire EDM, 23.6"X,15.7" Y,12.1"Z, auto wire threader 

Japax #LDM-S, EDM 

Makino #DUO43, CNC Wire EDM,17.7"X,11.8" Y,12.6" ZMGW-S6 CNC Ctrl,Color CRT,2011 
Makino #DUO64, wire EDM, MGW-S6 CNC ctrl, 25.6"Х,15.75"Ү,16.5"2, submerged, 2008 
Makino #SP43, CNC EDM,17.72" X, 11.81" Y, 12.59"Z, 2008 

Makino #U6-H.E.A.T, CNC Wire EDM, 2016, 25.6"X,17.7" Y,16.5"Z, Hyper i CNC ctrl, 2016 
Mitsubishi #FA-20P, 13.8" x19.7"x11.8"trvl,Mitsubishi 64 Bit HS ctrl, AWT,submerged,AE3-HS,'03,#0858 


J” TM 


“Everything їп ЕРМ 


y 


au 
Toll Free: 888-289-3367 ° 630-466-5588 
www.edmnetwork.com • sales@edmnetwork.com 
Mitsubishi #MD+Pro-ll, 12.6" X,9.8" Y,8.7"ZCNC ctrl,submerged,AWT,Power Master 4,3-sided ... 
Mitsubishi #MV-1200R, wire EDM, 15.7"X,11.8"Y,8.7"Z, auto wire threading, 2018 
Mitsubishi #MV-2400R, wire EDM, 23.6"X,15.7" Y,12.2"Z, 2017 


EDM Network Inc. 


С++мей AND AS. 


Fastening Equipment 


BAR TURNERS/PEELERS - (7 listings on our website!) 
Farmer Norton, 1" to 5" w/Feed System & Tables Turner/Peeler 


COLD HEADERS - (89 listings on our website!) 

1/8" National #25, high speed DSSD cold header, 450 PPM, no PKO, 1977 

3/16" x 1-3/4" Waterbury-Farrel #1, 2 die 4 blow header,30 ton,125 PPM,stripping punch block 
1/4" National #45HS-LS, high speed long stroke cold header, no PKO, solid block, 1966 

5/16" x 2-1/8" Asahi Okuma #AT-855, 2-die 2 blow cold header, 1988 

1/2" x 5" National #810LS warm DSSD header w/heater/cooler,5/8" CO dia,6.5" CO Igth,rblt 
1/4" Roy, DSSD, vari-drive 

9/16" x 5.90" National £89, 2-die 3-punch cold header,50 HP,100 PPM,punch kick-off 

2.95" Carlo Salvi #246TR, 2 die 4 blow cold header, 250 PPM, 1997 

Hyo Dong ZHNP-533, former, 5 station, 100 ppm, 90 KW 


ROD HEADERS - (6 listings on our website!) 


5/16" Amba Rack Feed Rod Header RH-8 ( 5/16" diameter machine ) 
5/16" x 20" AMBA £RH-8, mechanical rod header, 1987 


GENERAL EQUIPMENT 


416-366-2326 
803-359-7000 
413-244-9335 
800-638-8888 
626-444-0311 
631-249-5566 
815-874-4771 
630-844-9288 
513-771-1952 
615-383-8703 
713-694-1790 
717-846-2600 
616-868-1111 
800-622-4463 
800-622-4463 
615-383-8703 
616-868-1111 
248-268-1603 
616-868-1111 
573-334-3828 
+52-155-1451-7028 
216-478-6657 
262-965-3655 


December 2023 


DEALER SR ID 
Platinum Asset 446298 
Machinery Solutions 412885 
Stanley Machinery 745157 
Generation Machine 440917 
Sterling Machy Exc 427651 
Prestige Equipment 376600 
WINN-DIXI Machine 337257 
Belmont Machinery 181459 
Mohawk Machinery 352018 
Pearl Equipment Co 378203 
KEC Inc 391932 
Hildebrand Machy 174523 
Vander Ziel Machy 434967 
Yoder Machinery 469052 
Yoder Machinery 469053 
Pearl Equipment Co 415541 
Vander Ziel Machy 474899 
UPM, LLC 391328 
Vander Ziel Machy 474898 
SE Missouri Machine 327650 
Hilco Global Mexico 448923 
HGR Indust Surplus 480054 
Alternative Machine 455950 


Agie Charmille #Form-550S, EDM sinker, C-Axis, 
2008 


IL 
IL 
NY 


OH 


PA 
cT 
PA 
ON 
NY 
MA 
NJ 

CT 
NJ 


OH 
ON 


847-265-1075 
631-586-5252 
630-443-7865 
630-443-7865 
262-965-3655 
800-289-3519 


313-839-9300 
704-821-7370 
847-265-1075 
803-548-8000 
847-276-2761 
262-965-3655 
216-478-6657 
816-330-2138 
818-465-6700 
888-589-6721 
516-922-7977 
630-443-7865 


630-443-7865 
847-796-6687 
516-922-7977 


419-843-6051 


215-355-6641 
203-367-6777 
215-355-6641 
905-482-2659 
516-825-7040 
413-244-9335 
973-358-7208 
203-367-6777 
973-358-7208 


216-771-6473 
905-482-2659 


Mfr: Agie 

Model:FORM-550S 

Seller: Mchy Marketing Intl 
Chicago, IL 

Tel: 312-226-4150 

SR ID: 475461 

Price: Call for Price 


DEALER SR ID 
Ditter Industries 475486 
Pride Machinery 481560 
Hitech Machy Sales 473852 
Hitech Machy Sales 473851 
Alternative Machine 455952 
Midstate Machinery 471210 
DEALER SR ID 
Presses for Indust 463061 
Charleston Annex 460026 
Ditter Industries 463862 
Champion Machinery 469607 
Liberty Machinery 471925 
Alternative Machine 455953 
HGR Indust Surplus 480040 
Revelation Machy 477147 
Machinery Network 462935 
Wheeler Machinery 459915 
Prime Machinery Inc 402952 


Hitech Machy Sales 415559 


МЕМ ar REFURBISHED EDMS 


All EDMS Include On-site Training and WT - Starting at $39,500.99 


EDMS From Most EDM Builders 

DON'T BUY USED! Buy a FULLY REFURBISHED EDM from EDM Network, Inc. 
Over 30 Years Supplying Quality EDMs, Spare Parts, and Consumables. 

Buy Your Consumables Here - Now Selling Online 


Hitech Machy Sales 458223 
Silverlight CNC 467258 
Prime Machinery Inc 395331 
DEALER SR ID 
American Steel 167580 
DEALER SR ID 
FH Machinery Inc 374011 
Hariton Machy Co 462210 
FH Machinery Inc 322683 
Walden Machinery 365249 
TrueForge Global 069035 
Stanley Machinery 261821 
National Machinery 478747 
Hariton Machy Co 462209 
National Machinery 475535 
DEALER SR ID 
IFE Machinery 413273 
Walden Machinery 364027 
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December 2023 SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


FLOOR SCRUBBERS AND SWEEPERS - (63 listings on our website!) DEALER SR ID 
Adfinity #20R Ecoflex walk behind floor scrubber,20" disc,(2) 12V. wet batteries,10.5 gal. approx. OH 419-536-4445 G-2000 Inc 479917 
Minuteman #PowerBoss-SW/6XV, 53" floor sweeper, 1584 hrs, propane, side brush, 2005 OH 216-761-7011 McKean Machy Sales 428980 
Nobles #AS5300T, floor scrubber, serial #AS5300T00008097FR IL 847-918-9797 Victory Machinery 440144 
Tennant #6600, rider power sweeper, 61.5" sgl side brush, 76" dual side brush, propane pwrd CA 626-444-0311 Sterling Machy Exc 402983 
Tennant #M17, floor sweeper/scrubber, 36"sweeping path, 40"scrubbing path IL 800-793-3790 Factory Cleaning 307521 
Tennant #M20, sweeper scrubber, reconditioned SC 800-440-6723 SE Equipment 178382 
Tennant #M30, LP rider sweeper scrubber, reconditioned SC 800-440-6723 SE Equipment 178383 
Tennant £T16, rider floor scrubber/sweeper, battery powered IL 800-793-3790 Factory Cleaning 197759 
Tennant £T20, LP rider scrubber, reconditioned SC 800-440-6723 SE Equipment 178384 
Onyx #Kawasaki-Onyx, 27" propane floor buffer, new CA 916-870-8061 Slater Honey Farms 447988 


Forging Machinery and Equipment 


POWER HAMMERS AND FORGING HAMMERS - (16 listings on our website!) DEALER SRID 


1500 Ib. Chambersburg #Ceco-Drop, gravity drop air hammer (2) AR 501-835-5494 Mauldin Machine Inc 448517 
10000 Ib. Chambersburg drop Hammer, 52"ram stroke, 30"btwn guides MI 248-379-0820 Reid Machinery Inc 444649 
10000 Ib. Chambersburg, steam/air power hammer, 5 ton, 51" ram stroke, 5' inlet AR 501-835-5494 Mauldin Machine Inc 915719 
12000 Ib. Chambersburg hammer, #669 & #670 MI 517-244-9919 RD Erbe & Assoc 260791 
25000 Ib. Erie hammer, #601HA MI 517-244-9919 R D Erbe & Assoc 260788 
Ajax #8 Ceco die forger, max blow energy 8600 ft/Ib., many spares, 1992 AR 501-835-5494 Mauldin Machine Inc 877640 
Eumuco Electro, oil hydraulic,type HOG 25A,1500kg ram weight,60-90 SPM,1966,#428 MI 313-642-1100 Hoffman Machinery 401998 
Chambersburg #8 Die Forger & Minster #7 Super Stock Open Back Inclinable Press MI 248-379-0820 Reid Machinery Inc 476902 
Lasco KGK, 16000 kgm,freefall,cap.of cont.blow/min 60-70,new anvil'06,new columns'13 AZ 248-225-8979 Ray Jacobs Machy 981404 
Presses. Fo rging Р 1300 Топ, National #Махіргеѕ їогде press, 2500 Топ, Ајах, mechanical forging press, 
Ge d D 10"stroke,25" SH,35"x41" die seat,80 SPM 14"stroke, 60" x 47"bed area, 50 SPM 
Hyd raulic and ИЕП Mfr: National Š Mtr: Ajax 
i Model:MAXIPRE = odel: 
Mechanical Seller: TrueForge Global Seller: Reid Machinery Inc 
5 Rockville Centre, МҮ MI 
Search Forging Presses on SurplusRecord.com e Tel: 516-825-7040 Tel: 248-379-0820 
i йен SR ID: 166784 SR ID: 436752 
to view all 102 listings. Price: Call for Price Price: Call for Price 
HYDRAULIC AND MECHANICAL FORGING PRESSES - (702 listings on our website!) DEALER SR ID 
60 Ton, Bliss #C-OBI, 4"stroke, 6"SH, 32" x 21"bed MI 248-379-0820 Reid Machinery Inc 463063 
60 Ton, Bliss #C-OBI, 6" stroke, 16" SH, 6" slide adjust., 32" x 20"bed MI 248-379-0820 Reid Machinery Inc 463064 
150 Топ, HPM, hydraulic press, 42"stroke, 62" DL, 20"SH, 30" x 30"bed MI 248-379-0820 Reid Machinery Inc 463065 
200 Ton, Bliss #S2, press, 12"stroke, 31.5"SH, 7.5" slide adjust MI 248-379-0820 Reid Machinery Inc 463066 
200 Ton, Craig & Donald press, 10"stroke, 48"SH, 5"slide adjust., 40 SPM MI 248-379-0820 Reid Machinery Inc 463068 
200 Ton, Danly Press, OBI, 8"stroke, 28"SH, 4.5"slide adjust, 40-70 SPM MI 248-379-0820 Reid Machinery Inc 463117 
200 Ton, HPM, hydraulic press, 56"stroke, 56" DL MI 248-379-0820 Reid Machinery Inc 463067 
220 Ton, Aida #CF1-220, 11.81"str,19.68" SH,1.18"adj., 25-40 SPM, 2014 MI 313-839-9300 Presses for Indust 277804 
350 Ton, Bliss #SE2-84-36, mechanical press, 16"stroke, 36"SH, 12"slide adjust, 22 SPM MI 248-379-0820 Reid Machinery Inc 463118 
700 Ton, National #700, 8" str,22" SH, 90 SPM, 14.5" windows, A/C & brake OH 419-866-6894 D & D Industries 259189 
800 Metric Ton, Weingarten #PSS225, screw press,30 SPM, 1970,1984,#557,558 (2) MI 313-642-1100 Hoffman Machinery 544444 
1000 Ton, Erie #10E, forging press,with counterbalance,PLC control w/photo eye,1953 IA 712-303-7550 Prescription 403846 
1000 Ton, National #E-12 Maxi-Press, 45 SPM,12"stroke,26" SH,good cond.,1967 MI 313-642-1100 Hoffman Machinery 367923 
1000 Ton, National, mechanical forging press,10" stroke,23-1/2"-24"SH,85 SPM,1952 AR 501-835-5494 Mauldin Machine Inc 244977 
1100 Metric Ton, National £265, screw press, 265 mm screw dia., 1984, #556 MI 313-642-1100 Hoffman Machinery 544443 
1300 Ton, Ajax forging presses, 10" str.,31" ram face, 75 HP, 1986, 1987, 1996 (3) MI 616-200-4308 Affordable Machy 063438 
1500 Ton, Clearing 4-Column hyd.open die, push-up,fully rebuilt w/new hydraulics NY 516-825-7040 TrueForge Global 724631 
1500 Ton, Gamei S.A. #PHG-1200/1500, 15" screw dia.,22" max stroke,57.4" max DL,43.3" x43.3" BA,exc AZ 248-225-8979 Ray Jacobs Machy 404397 
1500 Ton, Precision forging press with Mitsubishi 1600 ton ring mill MI 248-680-1000 Gibbs Industries 338037 
1600 Ton, Komatsu forging press, 2550mm x 1120mm bed, 800mm stroke MI 734-727-0605 Toledo Press Ind. 393581 
1600 Ton, Kurimoto #C2F-16, mech,10.2"str.,60 SPM,28" die ht,50"LR x 35FB x 7.5"thick bolster,late ... AZ 248-225-8979 Ray Jacobs Machy 381326 
1600 Ton, Sumitomo forging press, 1300mm x 1200mm bed, 300mm stroke MI 734-727-0605 Toledo Press Ind. 393584 
2000 Ton, Ajax, forge press, #688, #706 MI 517-244-9919 R D Erbe & Assoc 383940 
2000 Ton, Baldwin Southwark hyd forge 4-post press, 60"stroke,120" DL,52" x50" bed MI 586-779-1788 Paramount Indust 109932 
2000 Ton, Hasenclever, hyd.screw prs.,type HSPR450/1000/600,1970,ser.#68M1709 MI 313-642-1100 Hoffman Machinery 467223 
2500 Ton, Ajax Forging Press, 14"stroke, 39" SH, 50 SPM, 150 НР, 1968 AR 501-835-5494 Mauldin Machine Inc 203415 
2500 Ton, Sumitomo forging press, 1500mm x 1400mm bed, 360mm stroke MI 734-727-0605 Toledo Press Ind. 393582 
3500 Ton, HBE Korean, 4 columns push down open die,79" str.,118" DL,79x157" die area,'09 AZ 248-225-8979 Ray Jacobs Machy 150611 
4000 Ton, National #MAXI (new style) mech.forging press, 15" str,39" SH,61" x63" bed,1980's NY 516-825-7040 TrueForge Global 080457 
4000 Ton, National, forge press, #707 MI 517-244-9919 R D Erbe & Assoc 383941 
4000 Ton, National, mechanical,15" stroke,30" shut height,46 SPM,in the USA AZ 248-225-8979 Ray Jacobs Machy 476425 
4000 Ton, National, forging line with 2000 ton Ajax forging press & 1000 KW AIH induction heater AZ 248-225-8979 Ray Jacobs Machy 476426 
4500 Ton, Sumitomo forging press, 2300mm x 2100mm bed, 500mm stroke MI 734-727-0605 Toledo Press Ind. 393583 
7000 Ton, Weingarten #PZS630, screw press,6400 metric ton,24.8" screw dia,29.5"str,'71 MI 586-779-1788 Paramount Indust 052117 
UPSET FORGING MACHINES (UPSETTERS) - (43 listings on our website!) DEALER SR ID 
5" National Double Toggle #5FM DT, 1100 tons, 7" grip, 20" str.,33SPM,11.5"gather,1970's NY 516-825-7040 TrueForge Global 300156 
6" National, 4" National, 7" National, 7" Ajax upsetters AZ 248-225-8979 Ray Jacobs Machy 274753 
7" Ajax Axle forging line w/Newelco 600 KW ind heater,bar feeder,Fanuc robot NY 516-825-7040 TrueForge Global 071590 
7-1/2" National #7-1/2, heavy duty upsetter with tong feed, 22" stroke, 25 SPM AR 501-835-5494 Mauldin Machine Inc 448804 
7-1/2" National #7.5ATF-FM, auto tong,1800/900 forge/grip ton,22" str,9" grip open NY 516-825-7040 TrueForge Global 982791 
10" National #10, heavy duty upset forging machine,double toggle,30" stroke,300 HP AR 501-835-5494 Mauldin Machine Inc 236889 
1800 Ton, National #7-1/2, upsetter press, 7-1/2"bar dia., 11-1/2" stock gather, 25 SPM MI 248-379-0820 Reid Machinery Inc 462733 
1800 Ton, National 7.5"Heavy Duty Upsetter (Spare Parts) MI 248-379-0820 Reid Machinery Inc 462734 
Eumuco #SMZ160, 1600 metric tons, serial #79694, 280mm, 25 SPM, good condition, 1958 MI 813-642-1100 Hoffman Machinery 401992 


Furnaces and Ovens 


ATMOSPHERE GAS GENERATORS AND ACCESSORIES - (34 listings on our website!) DEALER SR ID 


500 cu.ft/hr., C.I. Hayes ammonia dissociator, 1750°F,480 V.,3 phase,60 cycle,79 amps MI 734-331-3939 Heat Treat Equip 337012 
750 cu.ft./hr., Ipsen, endothermic, electric, water cooled IL 708-925-7632 R & G Services Inc 967445 
1500 cu.ft/hr., Lindberg #92-1500-A3, Endothermic Gas Generator, Natural gas, 526,000 BTU, max temp ... MI 734-331-3939 Heat Treat Equip 333673 
3000 cu.ft/hr., AFC, Endothermic gas generator,gas fired,1950°F,air cooled (2) OH 248-343-1421 Furnace,Oven & Bath 277377 
3000 cu.ft/hr., Gasbarre, Endothermic Gas Generator, Electric, 1950°F, air cooled MI 248-343-1421 Furnace,Oven & Bath 277378 
4000 cu.ft/hr., JL Becker, Exothermic Gas Generator, 667,000 BTU/HR, Max Temp 2200°F, 480 V. ... MI 734-331-3939 Heat Treat Equip 333675 
4500 cu.ft/hr., Lindberg, endothermic, gas, new SBS & Endoinjector IL 708-925-7632 R & G Services Inc 948532 


50 GENERAL EQUIPMENT 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


ATMOSPHERE GAS GENERATORS AND ACCESSORIES - (34 listings on our website!) 


FURNACE BROKERS INTERNATIONAL 


P.O. Box 854, Tolland, CT 06084 


DEALER SR ID 


860-875-3712 * Fax: 860-875-1393 


www.FCEBR.com 


PARTIAL LISTING OF AVAILABLE FURNACE EQUIPAENT 


BELT FURNACES CABINET OVENS (CONT) 
12W 144L DH СІ. Hayes 2100 F 24 24 24 Series 
12 360 5 Sinterite 2500 F 24 24 2 FB Series (New) 
25 126 2 BTU 2000 F 24 36 24 Grieve Inert Atmos 
BOX FURNACES 25 20 20 Blue M Atmos 
241 EH “Johnston, Gas 2350 F 25 25 25 Despatch Atmos 

20 18 20 Blue M 1300 F 26 21 15 Grieve MT-550 
24 24 24 FB Series (New y! 00 F 36 36 36 
24 24 24 FB reell inert tmosphere 1200 F 36 36 36 FB Series 
25 20 2 Blue M Atmos 1100 F 36 36 48 FB Series 
2a; YA Despatch Atmos 1000 F 38 20 25 ` Blue M Inert Atmos 
26 21 3 Paragon 2350 F 42 24 24 Young & Bertke 
36 36 36 FB Series (New 1000 F 48 24 36 FB Series (New 
36 36 36 FB Series (New. 00 F 48 24 48 FB Series (New 
36 36 36 FB (New) Inert Atmosphere 1200 Е 48 36 48 FB Series (New 
36 36 48 FB Series (New) 1200 Е 48 48 48 FB Series (New 
36 48 24 Surface Vacuum Draw 1350 F 48 48 48 FB (New) Inert Atmoshere 
36 72 20 Upton 2000 F 48 48 48 ЕВ5епе$ New) 
38 20 25 Blue M Inert Atmos 1100 F 48 48 T2 FB SE New 
48 4 48 ЕВ Series (New 00 F 48 06 56 FB Serie: 
48 4 48 FB Series (New 200 F 12 12 48 ЕВ Senes (New) 
48 48 48 FB (New) Inert Átmoshere ` 1200 F CAR POTION FURNACES 
12 72 48 FB Series (New 1200 F 101 7H Beavermatic 

2 72 12 FB Series (New 1200 F gw 6 4 Sa wd Ti үр 
108 72 48 Sauder Tip UP 2100 F CONTINUOUS OVENS, В 
BURN OFF OVENS 48 216 24 FBS 
ЗМ 2L 3H Pollution Control DROP BOTTOM, quick "QUENCH 
3 3 3 Pollution Control SW 3L 3H 
4 4 5 Pollution Control 48° if "n F6 pum (New) 
4 4 d Pollution Control GENERATORS 
4 4 6 Guspro ENDO, EXO AND AMMONIA DISSOCIATORS 
4 4 6 Pollution Control PIT FURNACE 
5 у 7 Pollution Control 48'Dia. 60"Dee Despatch 
5 11 6 Pollution Control VACUUM FURNACE 
CABINET ONENG DW  15L 6H Lindberg 

18W 181 18'H ЕВ Series 650 F 36 48 24 urface 
20 18 Blue M 1300 F 48'Dia pa NOV Seco Warwick 
20 20 20 Grieve HA-650 650 F WALK IN OVENS 
24 20 20 FR Series (New), Atmos 650 F 48 4 FB Series (New 
24 24 24 500 F 4 48 5 FB Ѕепеѕ (New 
24 24 24 ЕВ Series (New 650 Е 48 96 12 Gehnrich 
24 24 24 FB Series (New 800 F 48 48 120 ЕВ Series (New) 


5000 cu.ft/hr., Surface, Endothermic gas generator, 1950°F max temp, air cooled 

5600 cu.ft/hr., Rogers Engineering, Endothermic Gas, air cooled, gas fired, 1950°F 

6000 cu.ft/hr., Gas Atmospheres-Modern Equipment, gas fired,Exothermic,1950°F,water cooled 
Parker Hannifin Midigas 2 Nitrogen Gas Generator, new 


BATCH TYPE FURNACES - (67 listings on our website!) 

24"W x 24"D x 24"H Grieve #AA-550, batch oven, 550°F, 230 V., 1-phase 

24"W x 36"D x 18"H Wisconsin #SDB-436-12G, batch temper,gas fired furnace,1250°F 
26"W x 26"L x 26"H Precision Quincy 26-650, 650 Deg F, Stainless, Chart Recorder, 2000 
30"W x 48"L x 30"H Surface Combustion RTB ProElectric RTB atmos box furnace,1750°F 
36"W x 36"L x 72"H Detroit Industrial, gas fired 4 compartment batch oven,550°F,new 
36"W x 60"D x 24"H Can Eng, high temperature batch furnace,1850°F,60 KW,460 V. 

48"W x 48"D x 48"H Grieve #HB-1250, Natural gas fired batch temper їигпасе,1100°Е 
48"W x 48"L x 48"H L & L, Electric, 1200°F, 1996 

48"W x 72"D x 72"H Wisconsin #SWT-4066-G7, gas fired batch oven,700°F,1996 

52"W x 76"D x 72"H Grieve #B2-750, electric batch oven,750°F,40 KW,400,000 BTU/hr 
60"W x 72"H x 72"L Grieve #WRC-566-500, Walk-In Oven,Electric Batch Oven,500°F,40 KW,s/n: 80213A0504 
72"W x 72"D x 72"H Jensen, gas fired batch oven,500°F,NG € 1500 CFH,2000 

84"W x 102"L x 90"H AIS Finishing Systems, Convection Powder Coating Batch Oven 
96"W x 288" D x 96"H Wisconsin #EWN-820-8G, gas fired batch oven, Natural gas,650°F 
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96 2 FB Series (New 500 F 
48 144 72 FB Series (New 500 F 

12 T2 Pre. Quincy 650 F 

96 80 OSI 500 F 
T2 48 T2 FB Series (New) 500 F 
12 12 12 ЕВ 500 F 
12 12 12 ЕВ. ; 650 F 
12 12 172 FBSEeres 800 F 
12 12 12 FB Series (New) 1250 F 
12 T2 T2 Steelman 500 F 
T2 96 T2 FB Series OF 
12 144 72 FB Series 500 Е 
81 163 95 Industrial 500 Е 

72 84 NewEngland 500 F 
84 84 84 FB Series 650 F 
96 96 96 FB Series 500 F 

144 96 FB Series 500 F 
96 192 96 FB Series 500 F 
96 240 96 FB Series 500 F 
120 288 109 FB Series (New) 500 F 
MISCELLANEOUS 


Roll Quench, Gleason 140 

Induction Harden, Quench Draw bu Parts 4' - 26 dia. 

Air Compressor, Quincy 50 HP 

Air Compressor, Ingersoll nd y 

рас Sole SE Топ! 7000 CFM M» 
z 


Ai e P High, Surface Combustion Top Load “a,, 


LIQUIDATION OF A NEW ENGLAND 
HEAT TREAT COMPANY: Car Bottom, Box, Pit, Vacuum, 

Air Compressor, Greenerd, Hydraulic Press, Cut Off Saw, Welders, Plasma 
Cutter, A Frame Gantry, Shrink Wrap Machine, Pressure Washer, Hardinge 
Lathe, Drill Press, Vanan Leak Detector, Magnaflux, Tumblast, Table Blast, 
30 & 7.5 Kw Generators, Induction, Hardness Testers, Fork Lifts, Vaporizer, 
Pallet Jacks, Etc. CALL FOR LISTINGS 


a ny oe, 
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th 
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Ovens See our Ad under Oven Sectionover 150 
used cabinet, walkin & continuous ovens in stock 
i ! 


New Standard & Custom Walk In Ovens 


219-588-5656 HTS Inc. 282767 
248-343-1421 Furnace,Oven & Bath 374312 
248-343-1421 Furnace,Oven & Bath 380031 
865-705-0416 Bridges Elk Valley 435127 

DEALER SR ID 
323-770-0634 LR Environmental 399007 
734-331-3939 Heat Treat Equip 296441 
847-276-2761 Liberty Machinery 400123 
248-343-1421 Furnace,Oven & Bath 206806 
248-343-1421 Furnace,Oven & Bath 430520 
734-331-3939 Heat Treat Equip 337010 
734-331-3939 Heat Treat Equip 337011 
440-519-3800 W H Kay Co, The 167010 
847-673-0556 Adams Machinery Co 345421 
734-331-3939 Heat Treat Equip 379250 
734-331-3939 Heat Treat Equip 333681 
734-331-3939 Heat Treat Equip 317545 
920-361-5208 AIS, LLC 365741 
734-331-3939 Heat Treat Equip 296698 


The W. H. Kay Company since 1936 


The “Elder Statesman” of Used Ovens & Heat Treating Furnaces 
Over 150 in Stock - Ready for Inspection & Delivery 


WE BUY / SELL / TRADE FURNACES: 


Walk-In Ovens * Box * Pit Type * Belt * Atmosphere Generators 


Box Type Draw * Internal Quench 


Vacuum 


Combustion Air Blowers 


FOR SPECIFICATIONS AND PRICING VISIT OUR WEB SITE: www.whkay.com 


THE Ш.Н. 


Heat Treating Furnaces and Industrial Ovens 


BOX TYPE FURNACES - (45 listings on our website!) 

12"W x 12"H x 17"D Cress #С122012К, 1000°F/1250°F, Elec,5kW,Chart,Watlow 945 Ctrl,'91 
12"W x 12"H x 17"D Cress #C122012DWH/PM4, 1900°F/2000°F, Electric, 3.5kW, 2014 (3) 
12" x 12" x 18" Lucifer #5АМ-К18, furnace,2050°F,Honeywell ctrl system,foot ctrl 

18"W x 18"H x 18"D Pereny box kiln, 2700°F, Glo-Bar heated 

18"W x 18"H x 36"D Lindberg Glo-Bar, 2500°F, 68 KW, atmosphere 

21"W x 16"H x 36"L Electra Dual Chamber 2100°F/1200°F Atmosphere Retort Furnace 
24"W x 18"H x 36"D Lindberg #243618-20A, electric, 2000°F, atmosphere 

24"W x 18"H x 36"D Lindberg #GR-243618-24T, electric 480/3/60, 120 KW, 2400°F, Stokes 212-MB 
30"W x 20"H x 48"L Surface Combustion HFC-36-54, box temper furnace,gas fired,1250°F 
30"W x 30" H x 48"L Surface Combustion RTB ProElectric RTB atmos box furnace,1750°F 


GENERAL EQUIPMENT 


company E-mail: sales@whkay.com * 440-519-3800 * Fax: 440-519-1455 
W. H. Kay Company * 30925 Aurora Road * Cleveland, OH 44139 


DEALER SRID 
847-276-2761 Liberty Machinery 373257 
847-276-2761 Liberty Machinery 373258 
817-222-9848 Investment Recovery 290122 
708-925-7632 R & G Services Inc 112865 
708-925-7632 R & G Services Inc 112866 
860-528-9315 Hi-Heat Co 394691 
708-925-7632 R & G Services Inc 112867 
708-925-7632 R & G Services Inc 383671 
248-343-1421 Furnace,Oven & Bath 433638 
248-343-1421 Furnace,Oven & Bath 206807 
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December 2023 


BOX TYPE FURNACES - (45 listings on our website) 

36"W x 24"H x 48"D Lindberg #11-RO-364824-20, 2000°F, 68 KW, atmosphere 

36"W x 36"H x 72"L Surface Combustion BatchMaster, 600-1800°F,fiber lined,direct fired 

36"W x 36"H x 72"L Surface Combustion HFC 42-78-36, box temper furnace,gas fired,1400°F 

36"W x 36"H x 72"L Surface Combustion CHW 42-78-36 Forc-Aire, box temper furnace,electric,1250°F 
36"W x 48"H x 36"D Grieve, top load, electric, 2000°F, 70 KW 

48"W x 36"H x 48"L Grieve #Modified-AG-1250, box furnace,electric,1250°F,sgl door,1997 

59"W x 47"H x 43"D Nabertherm #N2000/60HA-DB200-4, 1112°F, Electric, 2018 


BURN OFF AND PAINT STRIPPING OVENS - (18 listings on our website!) 
1.6'W x 9'H Blasdel Electric Infrared Oven Booster Design 

60"W x 72"H x 136"L Pollution Control IGG 330, double door burn off oven 
Pollution Control Products #PRC-150, burn off oven, Natural gas, 2017 


CAR BOTTOM FURNACES - (14 listings on our website!) 

7'W x 10'L x 7'H BeaverMatic #7x7x10-GCBF, car bottom furnace, 1500°F, 60k loading Ib. capacity ... 
7'W x 10'L x 7'H Beavermatic, 1500°F, gas fired, 2013 

9'W x 13'D x 7'H, Gas Fired, 2200°F 

10'W x 22'L x 6'H, Sauder, gas fired car bottom furnace,1000-1800°F,ceramic fiber lined 


BATCH TYPE DRAW FURNACES - (22 listings on our website!) 

12"W x 18"H x 16"D Lindberg Tool Room Cyclone box draw, 1250°F, electric (2) 
24"W x 18"H x 36"D Lindberg, box draw, 1400°F, electric, roof fan 

30"W x 20"H x 48"L Surface Combustion, 1250°F, Gas Fired, Fiber Lined 

36"W x 36"H x 48"L Grieve #AG-1250, electric, 460 V., 1250°F 

36"W x 36"H x 48"L Surface Combustion Uni-Draw , gas, 1400°F, Fiber Lined 
36"W x 45"H x 42"D JL Becker, 1200 deg, 480/3/60, N2 atmosphere 

42"W x 30"H x 96"D Eclipse box draw, 1250°F, gas fired, roller rail 


xk 


1 Ton, Electric Arc Furnace, tilting, 1000 KVA, 


Furnaces, Electric 13800-215 V., complete turnkey 


Arc 


EM Mfr: 
I Model: 
° , Seller: FX Solutions 


MT 
Search Electric Arc Furnaces on Ч | Tel: _ 509-939-1590 


А ПЕРО SR ID: 474932 
SurplusRecord.com to view all 4 listings. Price: Call for Price 


VACUUM FURNACES - (30 listings on our website!) 
20"W x 60"D x 18"H, Advanced Vacuum Sys #SH12, Sinterhip, graphite, 1600°C vacuum 


IL 
MI 
MI 
MI 
IL 
MI 
IL 


WI 
sc 
TX 


LA 
LA 
OH 
MI 


IL 
IL 
OH 
CT 
MI 
IL 
IL 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


708-925-7632 
248-343-1421 
248-343-1421 
248-343-1421 
708-925-7632 
248-343-1421 
847-276-2761 


920-361-5208 
860-875-3712 
281-987-0700 


337-560-0689 
860-875-3712 
440-519-3800 
248-343-1421 


708-925-7632 
708-925-7632 
248-343-1421 
860-528-9315 
248-343-1421 
708-925-7632 
708-925-7632 


DEALER 

В & G Services Inc 
Furnace,Oven & Bath 
Furnace,Oven & Bath 
Furnace,Oven & Bath 
R & G Services Inc 
Furnace,Oven & Bath 
Liberty Machinery 


DEALER 

AIS, LLC 
Furnace Brokers 
Arrow Industrial 


DEALER 

B & B Oilfield 
Furnace Brokers 

W H Kay Co, The 
Furnace,Oven & Bath 


DEALER 

R & G Services Inc 

В & G Services Inc 
Furnace,Oven & Bath 
Hi-Heat Co 
Furnace,Oven & Bath 
В & G Services Inc 

R & G Services Inc 


SRID 
260459 
292416 
433637 
433639 
891706 
456186 
475410 


SRID 
365738 
450527 
441431 


SR ID 
326001 
429079 
412547 
456189 


SR ID 
112869 
891710 
383018 
464364 
429790 
260458 
967447 


Asea electric arc furnace, 18 MVA, 13.8 Pri., 333/ 
385 Sec. 


586-530-4785 


Mfr: Asea 
Model: 


Seller: TDI Group LLC 
Pittsburgh, PA 


Tel: 412-826-4950 
SR ID: 321587 
Price: Call for Price 


DEALER 
Solomon Machinery 


SR ID 
193057 


Looking for FURNACES or OVENS? 


Up to Date Inventory and Photos on Website!!! 


euRNACE® 


Visit our Website 


www.ssfurnace. com 


or Call Toll Free: 1-888- FOR-OVEN (US and Canada Only) 
SES Furnace Sales, Inc. 


P.O. Box 1234 * Pawcatuck, CT 06379 
Tel: 860-745-6116 * E-mail: sales@ssfurnace.com 


24" x 18" x 18" Napco #5861, vacuum oven with Busch pump,35-200°C,120 V.,1 phase 

36"W x 48"L x 24" H Surface Combustion, 1350°F 

36"W x 48"D x 36"H, Surface Combustion #1HIC36-48-36-80 VAC, horizontal vacuum furnace,2-bar,2400°F 
48" Dia. x 72"D, Abar Ipsen #6-Bar, horizontal vacuum furnace,2500°F,Honeywell UMC 800 ctrl 

AVS £HMF-12-12-36-1360, vacuum furnace, 3 ph. 440-480 V., 20 GPM, 70 KVA 

Seco, bottom load vacuum furnace, 1991 


INTEGRAL QUENCH FURNACES - (27 listings on our website!) 

36"W x 48"D x 30"H Holcroft IQ, Honeywell digital controls, Allen Bradley PLC, 1999 

36"W x 48"L x 36"H AFC, in/out integral quench furnace, Natural gas,1750°F,roof fan 

36"W x 48"D x 36"H Surface Combustion IQ furnace, Natural gas,2,380,000 BTU/hr,1800°F 

36"W x 48"L x 36"H Surface Combustion Super Allcase Integral Quench Furnace, Gas, 1800°F 

36"W x 72"L x 36"H Surface Combustion Super Allcase Integral Quench Furnace, Gas Fired, 1750°F 
36"W x 72"L x 36"H Surface Combustion Super Allcase Integral Quench Furnace, Pro Electric, 1750°F 


HEAT TREATING FURNACES - (18 listings on our website!) 

30"W x 30"H x 48"D Williams Industrial Service, gas fired temp furnace,1250°F,480 V. 

36-3/4" W x 38"H x 49-1/2"D L & L Special Furnace Co, 2350°F, 2005 

91" x 360" 15-Zone High Heat Treat Industrial oven, up to 1800°F, Completely Rebuilt 

120"W x 84"H x 68"D CEC drop bottom heat treat furnaces w/common traveling quench tank,'97 (2) 
EltroPulz Nitriding #P25, furnance, 1022°F, 230 V., 3-phase, 31.5" dia. x 40" cylinder, 2005 
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GA 
CT 
MI 
MI 
OH 
MA 


MI 
PA 
WI 
OH 
MI 


770-621-0495 
860-875-3712 
734-331-3939 
734-331-3939 
440-942-3003 
860-875-3712 


219-588-5656 
248-343-1421 
734-331-3939 
248-343-1421 
248-343-1421 
248-343-1421 


734-331-3939 
717-846-2600 
920-361-5208 
440-498-8484 
248-926-8400 


Equipment Hub 
Furnace Brokers 
Heat Treat Equip 
Heat Treat Equip 
Equipment Recovery 
Furnace Brokers 


DEALER 

HTS Inc. 
Furnace,Oven & Bath 
Heat Treat Equip 
Furnace,Oven & Bath 
Furnace,Oven & Bath 
Furnace,Oven & Bath 


DEALER 

Heat Treat Equip 
Hildebrand Machy 
AIS, LLC 

FL Sales Inc 

Lee Stevens Machy 


331189 
429417 
379249 
379248 
472964 
429073 


SR ID 
387424 
404426 
379251 
429795 
429792 
429793 


SRID 
306686 
265137 
365529 
431054 
375854 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! December 2023 


HEAT TREATING FURNACES - ( 78 listings on our website!) DEALER SR ID 
Infrared #ITIBO-26KVA-SF-02, Oven 26 KVA - Like New, 2008 AZ 520-836-9727 Peterson Machinery 277437 
Thermo Scientific Thermolyne #F30438CM-60 furnace, 01 ctrl,Eurotherm 2416 temp ctrl,975?C PA 717-846-2600 Hildebrand Machy 399700 
INDUCTION MELTING FURNACE - (52 listings on our website!) DEALER SR ID 
5 KW Radyne #14154, Induction heating unit, 440 volts, 1 phase, 60 cycle, S/N 631303E AZ 520-836-9727 Peterson Machinery 398989 
20 KW Vacuum Induction Melting Furnace Vacuum Ind. Inductotherm 20-96 VIP Power-Trak PA 724-748-6500 Tenney Equipment 417945 
20 KW Vacuum Industries #24261B, Series 4300, 20-96 VIP Power-Trak, vacuum induction melting MI 248-343-1421 Furnace,Oven & Bath 456190 
30 KW Тоссо #30H0093, Induction Heater, Cont. Duty, 230 or 460 3ph. @ 57 or 114 amps IN 219-588-5656 HTS Inc. 283080 
50 KW InductoHeat, induction hardener system, Radyne ctris, dual palm, scanning OH 216-761-7011 McKean Machy Sales 471673 
150 KW InductoHeat, induction hardener, panelmate control, dual palm, scanning OH 216-761-7011 McKean Machy Sales 471672 
200 KW Ajax #Magnathermic, Induction Melting System OH 216-433-7171 AM Industrial 429755 
350 KW Inductotherm #VIP-Power-Melt-350-6CR power supply,70 Hz,Melt Manager,2001 OH 440-519-1745 World Equip & Mach 304474 
350 KW Inductotherm, 1 metric ton aluminum induction furnace w/Melt Manager, 2006 OH 440-519-1745 World Equip & Mach 294369 
750 KW Pillar #MK7, induction power supply, 200 Hz, remote operators panel OH 440-519-1745 World Equip & Mach 113473 
1250 KW Inductotherm, Dual Trak power supply w/transformer, 300 Hz, 2006 OH 440-519-1745 World Equip & Mach 274488 
7000 KW Inductotherm £VIP-Power-Trak, medium frequency induction pwr supply,1998 OH 440-519-1745 World Equip & Mach 304475 
Inductotherm #VIP, furnace system,2 heating chambers,operator station,transformer,201 1 OH 216-433-7171 AM Industrial 433666 
BELT OVENS - (11 listings on our website!) DEALER SRID 
4" Furnace Fixers #MKP-4C, conveyor oven, serial #1579 IL 847-918-9797 Victory Machinery 374165 
18"W x 5"H x 120"L Despatch conveyor oven, 500°F MI — 248-343-1421 Furnace,Oven & Bath 135965 
18"W x 23"H x 144"L Jensen Industries, 550°F, solvent rated, gas fired MI 248-343-1421 Furnace,Oven & Bath 352369 
48" W x 24"H x 276" (23')L NEW FB Series, 500°F, gas fired CT 860-875-3712 Furnace Brokers 915991 
ә VER 11.8"W x 11.8"H x 11.8"D Yamato #DKN302, 72"W x 42" H x 78"D Grieve Inert Gas Oven, 
Ovens, Cabinet cabinet / lab oven, 500°F, 120 V., 8 Amps. 1250°F, digital controls 
T \ Mfr: Yamato P IE Г“ Mfr: Grieve 
ype Model:DKN302 | i Model: 
Seller: LR Environmental Seller: S & S Furnace Sales 
Search Cabinet Ovens on SurplusRecord.com to Tel: Боз Angeles, PA - : Tel: ОН, 45-6116 
i Let) SR ID: 448442 - SR ID: 391733 
view all 172 listings. Price: Call for Price Price: Call for Price 
CABINET TYPE OVENS - (172 listings on our website!) DEALER SR ID 
16"W x 16"H x 13"L Blue M #CFD-10E-7, bench top style cabinet oven,electric,1200°F MI 248-343-1421 Furnace,Oven & Bath 430543 
18"W x 20"H x 20"L Blue M #DC-206F, Stainless, Stat 1900 Digital Control IL 847-276-2761 Liberty Machinery 434211 
21"W x 38"H x 20"L Blue M #DCC-336F, inert gas clean room cabinet oven,electric,500°F MI 248-343-1421 Furnace,Oven & Bath 430526 
24"W x 24"H x 36"D Grieve #AF-500, 500°F, 18 KW, 460/3/60 IL 708-925-7632 R & G Services Inc 260453 
24"W x 24"H x 36"L Grieve #AF-500, 500°F, Electric, Tested & Ready to Ship MI 248-343-1421 Furnace,Oven & Bath 351257 
24"W x 24"H x 36"L Grieve #AF-500, 500°F CT 860-528-9315 Hi-Heat Co 405249 
24"W x 24"H x 36"L Grieve #AF-850, 850°F, excellent CT 860-528-9315 Hi-Heat Co 393523 
24"W x 24"H x 36"L Grieve #IB-550, Inert Atmosphere Cabinet Oven, 2014 CT 860-623-5700 Kaste Industrial 417923 
25"W x 20"Н x 20"L Blue M #HS-1202F Frictionair class 1,group D,cabinet oven,300°F,electric MI 248-343-1421 Furnace,Oven & Bath 430531 


WALK IN OVENS 


BELT, MONORAIL & CABINET OVENS IN STOCK, 
ALL SIZES WANTED...WALK IN OVENS, GAS OR ELECTRIC 


PARTIAL LISTING OF AVAILABLE WALK IN OVENS 
WIDTH LENGTH HEIGHT MANUFACTURER MAX TEMP. WIDTH LENGTH HEIGHT MANUFACTURER MAX TEMP. 
3'W 2'L 3'H Poll. Cont Burn off 6'W 12'L 6'H FB Series (New) 500 
Poll. Cont Burn off 20 Gehnrich 500 
Poll. Cont Burn off 6 NEW ENGLAND 500 
Steelman 650 7 FB Series (New) 500 
Guspro Burn off 13 Industrial 500 
FB Series (New) 500 8 FB Series (New) 500 
FB Series (New) 750 12 FB Series (New) 500 
OSI 500 16 FB Series (New) 500 
Poll. Cont. Burn off 20 FB Series (New) 500 
FB Series (New) 500 24 FB Series (New) 500 


Call Us With Your Needs 


FURNACE BROKERS INTERNATIONAL 


P.O. Box 854, Tolland, CT 06084 
Tel: 860-875-3712 • Fax: 860-875-1393 • www.FCEBR.com 
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25"W x 20"H x 20"L Blue М #IGF-7780F-4, inert gas cabinet oven,electric,1100°F MI 248-343-1421 Furnace,Oven & Bath 383175 
25"W x 20"H x 20"L Blue M #IGF-7780G-3, inert gas cabinet oven,1100°F,single door MI 248-343-1421 Furnace,Oven & Bath 430529 
25"W x 20"H x 20"L Blue M #STK-05-G-MP750, dual chamber cabinet oven,electric,662°F MI 248-343-1421 Furnace,Oven & Bath 430542 
25"W x 37" x 36" Despatch #VRF2-19-2E, Furnace, 1000 Degrees CA 714-612-1480 TNT Industrial 383754 
25"W x 38"H x 20"L Blue M ZMP-336C-1, cabinet oven,electric,650?F,single door MI 248-343-1421 Furnace,Oven & Bath 430540 
26"W x 50"H x 38"L Precision Quincy #54B-1000, 1000°,gas fired,hi-temp,s/n 12523,1998 SC 803-359-7000 Machinery Solutions 304847 
36"W x 36"H x 36"L JPW Design #st-333, 500°F,class A (solvent rated) 480 V. horizontal air-flow CT 860-528-9315 Hi-Heat Co 448685 
36"W x 36"H x 36"D New England, 650/850°F, 30 KW, 480/3/60 IL — 708-925-7632 R & G Services Inc 260454 
36"W x 36"H x 48"L Grieve #AG-1250, electric, 460 V., 1250?F CT 860-528-9315 Hi-Heat Co 464365 
36"W x 48"H x 24"L Blue M ZPOM-244FX, 400*F, Electric, Tested & Ready to Ship MI 248-343-1421 Furnace,Oven & Bath 363315 
36"W x 60"H x 36"D Despatch #PWC2-52-2E, Electric Oven, 500° CA 714-612-1480 TNT Industrial 460954 
38"W x 26"H x 20"L Grieve #HX-500, 500°F, Electric, Solvent Rated, Tested MI 248-348-1421 Furnace,Oven & Bath 338503 
38"W x 38"H x 26"D Precision Qunicy #32-850, 850°F, 21 KW, powered exhauster IL 708-925-7632 R & G Services Inc 260455 
43"W x 36"H x 24"L Blue M #DCC-1406B-MP550, inert gas clean room cabinet oven,662°F MI 248-343-1421 Furnace,Oven & Bath 430534 
48"W x 36"H x 24"L Blue M #DCW-1406-E-F4T, cabinet oven,electric,350°C/662°F,dbl doors MI 248-343-1421 Furnace,Oven & Bath 456184 
48"W x 36"H х 24"L Blue M ZDCW-1406-E-F4T, cabinet oven,electric,350?C/662?F,dbl doors MI 248-343-1421 Furnace,Oven & Bath 456185 
48"W x 36"H x 24"L Blue M #TPS, Stainless interior, 662°F, 480 V. CT 860-528-9315 Hi-Heat Co 476142 


GENERAL EQUIPMENT 53 


December 2023 


CABINET TYPE OVENS - (172 listings on our website!) 

48"W x 36"H x 24"L Blue M #TPS, Stainless interior, 662°F, 480 V. 

48"W x 36"H x 24"L Despatch #LAD2-24-3, 650°F, 480 V., 16 KW, Stainless interior 

48"W x 48"H x 24"L Blue M #DCSA-326-G-ST350, Class A, 600°F, 480 V., Stainless interior 

48"W x 11'9H x 8'L Wisconsin ZEWNA8-8, industrial oven, 4500 cfm, 5 HP, 60 KW or 400000 BTU 
60"W x 72"H x 41"L Recco, 2200°F, Natural Gas, 2001 

66"W x 42"H x 53"L Grieve #HC-500, cabinet oven,gas fired,double doors,double ended,500°F 
72"W x 42"H x 36"L Grieve #ID-1250, Atmosphere Box Temper, 1250°F, 460/3/60, 160 FLA/120 KW 
72"W x 54"H x 30"L Grieve Modified #SA-550, electric,solvent rated,class A,350/550°F 

36"W x 36"H x 36"L Grieve #AB-550, cabinet oven,electric,550°F,single door,2009 


CONTINUOUS TYPE OVENS - (11 listings on our website!) 

24"W x 12"H x 16'L Lewco belt oven, electric, 350°F 

48"W x 72"H x 60'L BKG, powder coating dry-off oven with IR booster, 300°F, 2017 
112"W x 154"H x 322"L Industrial Process 4-pass cure oven, 2011 

84'L Powder coating dry-off oven,24"W x 72"H part opening,gas fired,15'H oven panels 
280'L Powder coating cure oven,U-shaped,24" W x 72"H part opening,gas fired,14 FPM 


36"W x 60"H x 36"L Grieve #TA-500, walk-in 
oven,electric,S/S interior,500°F,double ... 


Mfr: Grieve 

Model: 

Seller: Furnace,Oven & Bath 
Clarkston, MI 

Search Walk In Ovens on SurplusRecord.com to Tel: 248-343-1421 


view all 65 listings. Price: Call for Price 


Ovens, Walk-in 
Type 


WALK-IN TYPE OVENS - (65 listings on our website) 

24" x 90" Combination oven, 24' x 30', gas, 6"panels 

36"W x 60"H x 48"L Blue M #DC606RIG, truck oven, electric, 600°F, single door 
36"W x 60"H x 48"L Blue M #DC606RIEX, truck oven, single door, electric, 600°F 
36"W x 60"H x 48"L Grieve Modified CAV-350, electric walk-in oven,350°F,double doors 

36"W x 72"H x 48"D TPS / Gruenberg, electric,300°F,digital controls,tested ready to ship 

4'W x 4'H x 6'L Grieve walk in oven, 500°F 

48"W x 55"H x 60"D Sahara Ind Oven #C10E04CS, elec walk-in oven,460V.,3-Ph,60Hz, 17 

48"W x 72" H х 48"L JPW, electric walk-in oven, 500°F, tested & ready to ship 

48"W x 72"H x 60"L Grieve #Modified-WTC-446-500, walk-in oven,gas fired,500°F,double doors 
48"W x 72"H x 96"L Wisconsin Oven, walk-in oven, Natural Gas, 500?F 

54"W x 72" H x 72"L Grieve #B2-500, 500°F, 230 V. electric, double door opening 

56"W x 60"H x 54"L OSI Oven Systems Inc., double doors on 1 end, electric, 600°F 

60"W x 72"H x 144"D Grieve #B3-650-G, 650°F, gas fired, 500,000 BTU 

60"W x 91"H x 156"L Wisconsin ZEWN-513.5-7.56, walk in oven, 500?F 

66"W x 72"H x 72"L Precision Quincy, 650*F, gas fired, class A 

72"W x 71"H x 72"L JPW Oven 

72"W x 72"H x 72"L JPW, gas fired recirculating walk-in oven complete w/Horizontal airflow,500°F 
72"/06" W x 72" /108"H x 72"/84" D, Gas fired walk-in oven, Natural gas, 800°F, 460 V., 3 phase 
72"W x 80"H x 72"L Grieve, horizontal air-flow,500°F,480 V. electric,like new,2015 
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SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


860-528-9315 
860-528-9315 
860-528-9315 
360-864-2800 
773-247-4343 
248-343-1421 
248-343-1421 
248-343-1421 
248-343-1421 


440-519-3800 
231-499-3864 
231-499-3864 
574-266-4434 
574-266-4434 


DEALER 

Hi-Heat Co 

Hi-Heat Co 

Hi-Heat Co 
Machinery Scene 
Altman Machinery Co 
Furnace,Oven & Bath 
Furnace,Oven & Bath 
Furnace,Oven & Bath 
Furnace,Oven & Bath 


DEALER 

W H Kay Co, The 
Preferred Coatings 
Preferred Coatings 
KoteQuip LLC 
KoteQuip LLC 


SR ID 
476143 
458629 
480078 
430012 
278649 
430538 
421006 
430544 
456187 


SR ID 
412413 
448870 
448869 
952888 
952889 


60"W x 84"H x 60"L Steelman, gas fired,class A 
oven,programmable ... 


574-266-4434 
248-343-1421 
248-343-1421 
248-343-1421 
860-745-6116 
708-925-7632 
734-331-3939 
713-382-9756 
248-343-1421 
248-798-8035 
860-528-9315 
248-343-1421 
708-925-7632 
708-925-7632 
860-528-9315 
216-478-6657 
248-343-1421 
734-331-3939 
860-528-9315 


Mfr: Steelman 

Model: 

Seller: Hi-Heat Co 
CT 

Tel: 860-528-9315 

SR ID: 426856 

Price: Call for Price 


DEALER 
KoteQuip LLC 
Furnace,Oven & Bath 
Furnace,Oven & Bath 
Furnace,Oven & Bath 
S & S Furnace Sales 
R & G Services Inc 
Heat Treat Equip 
Maxwell Oil Tools 
Furnace,Oven & Bath 
Brio Product Group 
Hi-Heat Co 
Furnace,Oven & Bath 
R & G Services Inc 

R & G Services Inc 
Hi-Heat Co 

HGR Indust Surplus 
Furnace,Oven & Bath 
Heat Treat Equip 
Hi-Heat Co 


SRID 
054397 
430523 
448003 
430524 
395819 
382203 
333683 
446667 
457687 
453744 
457870 
448005 
260450 
379902 
476144 
477282 
430522 
379247 
476638 


SPECIALIZING IN FURNACES & OVENS 


See Full Inventory at www.hi-heat.com 


ALL INVENTORY IS AVAILABLE TO BE SEEN ON OUR WEBSITE: 


www.HI-Heat.com and www.SurplusRecord.com 


H Hear Co. I NC. 


32 Glendale Rd. • South Windsor, CT 06074 


48"W x 72"H x 48"L Grieve B1-1200, gas fired,1200°F,solid state control,recorder,2012 


Gear Machinery 


CT 


Tel: 860-528-9315 e Fax: 860-528-0421 


E-mail: LAWGhi-heat.com 


860-528-9315 


BEVEL GEAR GENERATORS - HELICAL, HERRINGBONE, HYPOID AND SPIRAL GEARS - (38 listings on our website!) 


Gleason #22, hydraulic chucking, index plates, gears, 90 degree angle, #20758 
Gleason 724A, Coniflex,modified roll,rough/finish cam,stock divider,hyd chucking 
Gleason #24R, straight bevel gear generator,35.5" pitch dia.,1.5 DP,17 module,#16755 
Gleason £608, hypoid gear generator,20" gear pitch dia,3" face width,20-75 teeth, 19909 
Gleason £609, stock divider,chip conv,index plates,change gears,20" pitch dia,#16081 
Gleason #610, pendant ctrl,index plate/cam/change gears,20" pitch dia,'74,#16078 
Gleason £726 Revacycle, straight bevel gear generator,6" pitch dia.,auto lube,#7832 
Gleason, Change Gears for Models 26, 116, 14, 12 


Gear Hobbing pg 
Machinery (Hobbers), т ^ 
CNC DE e 
Search CNC Hobbers on SurplusRecord.com to i =) Tel: 827-673-0558 


view all 39 listings. Bu 514 500 


Barber-Colman #14-15, heavy duty full cycling 
hydraulic gear hobbing machine 


B ў Mfr: Barber-Colman 
d Model:14-15 
Seller: Adams Machinery Co 
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586-755-5353 
586-755-5353 
586-755-5353 
586-755-5353 
586-755-5353 
586-755-5353 
586-755-5353 
586-755-5353 


Hi-Heat Co 


DEALER 

Gibbs Machinery Co 
Gibbs Machinery Co 
Gibbs Machinery Co 
Gibbs Machinery Co 
Gibbs Machinery Co 
Gibbs Machinery Co 
Gibbs Machinery Co 
Gibbs Machinery Co 


476639 


SR ID 
020483 
110775 
039091 
039080 
916124 
829835 
039093 
791826 


Gleason #P90, gear hobber,Siemens Sinumerik 
840D SL,2019 


Mfr: Gleason 
Model:P-90 


Seller: Gibbs Machinery Co 


Warren, MI 
Tel: 586-755-5353 
SR ID: 256786 
Price: Call for Price 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! December 2023 


CNC GEAR HOBBING MACHINERY (HOBBERS) - (39 listings on our website!) DEALER SR ID 
Barber-Colman #14-15, heavy duty full cycling hydraulic gear hobbing machine OH 847-673-0556 Adams Machinery Co 475997 
Hofler #HF-1250-L, ID/OD CNC gear hobber,1250mm / 49.2" max dia., Siemens 840D ctrl,2017 MI 248-680-1000 Gibbs Industries 480550 
Lambert #124, CNC gear hobbing,gasher,thread mill,Fanuc 21i-MB,max module 2,.5-25mm pitch,40mm ... MI 248-680-1000 Gibbs Industries 450545 
Liebherr #LC3000, CNC gear hobber/gasher,equipped with internal & external head,2010 NC 704-609-0766 Piselli Enterprises 450419 
Liebherr #LC4000, ID/OD CNC gear hobber,4000mm max workpiece dia.,Siemens 840D,2009 MI 248-680-1000 Gibbs Industries 467444 
Star #MMSCNC, CNC hob sharpener, 10" x 12"capacity,hob arbor clamping fixture,coolant system MN 763-745-1166 Machinesused.com 480554 
GEAR HOBBING MACHINE FOR BEVEL, HELICAL, SPUR AND WORM - (720 listings on our website!) DEALER SR ID 
Barber-Colman 26-10, 6"dia. x 10"part length,triple thread commerical worm,round overarm NC 704-609-0766 Piselli Enterprises 466501 
Barber-Colman 26-10, C-frame style machine,6" dia. x 10" part length,V-ways, bayonet center,triple ... NC 704-609-0766 Piselli Enterprises 466502 
Barber-Colman 26-16, multicycle gear hobbing machine, 6" work dia, 3" hob dia, 1980 IL 847-673-0556 Adams Machinery Co 429877 
Barber-Colman #16-16, horizontal gear hobber,6-jaw chuck,3-jaw rear chuck,425 RPM,1974 MI 586-755-5353 Gibbs Machinery Co 424800 
Barber-Colman #16-16, horizontal gear hobber,single thread index,differental,425 RPM MI 586-755-5353 Gibbs Machinery Co 455761 
Barber-Colman #16-16, gear hobber w/differential,lots of tooling,excellent condition NC 704-609-0766 Piselli Enterprises 457660 
Gould & Eberhardt #24H, gear hobber,24" dia.,differential,gone thru,excellent condition NC 704-609-0766 Piselli Enterprises 460488 
Gould & Eberhardt #48H, vertical gear hobber,48" workpiece dia.,32" table dia.,8"hob dia. MI 586-755-5353 Gibbs Machinery Co 481316 
G & E Gear Hob TX 216-478-6657 HGR Indust Surplus 478839 
Michigan #MHGG, helical gear grinder,36" x24",40" swing dia,7-220 teeth,20"index plate IL — 847-673-0556 Adams Machinery Co 288292 
Mikron #79, precision gear hobber/cutter,lots of tooling,gears & attachments NC 704-609-0766 Piselli Enterprises 466504 
Mikron £102.01, fine pitch gear hobber,draw rod,hob,coolant,4.8" gear dia,12 DP,#22204 MI 586-755-5353 Gibbs Machinery Co 039113 


А Fellows #405, gear Fellows #10-2, gear shaper,5 DP,10"gear 
ba 11 shaper,.7" dia.,.5" riser,plumbed for dia.,tailstock w/center,work spdl elevation 
Gear Shapers d: tailstock,excellent condition ү: : Mfr: Fellows 
а; Mfr: Fellows oh ;| Model:10-2 
Model:-4GS SS Seller: Gibbs Machinery Co 
Seller: Piselli Enterprises Warren, MI 


Search Gear Shapers on SurplusRecord.com to i Statesville, NC : Tel: 586-755-5353 


i isti š Tel: 704-609-0766 SR ID: 419909 
view all 106 listings. SR ID: 440981 Price: Call for Price 
Price: Call for Price 


GEAR SHAPERS - (106 listings on our website) DEALER SR ID 
Fellows #6А,645А/615А, gear shaper,18" dia.,5" stroke,different sized risers & features NC 704-609-0766 Piselli Enterprises 457668 
Fellows #8AG, gear shaper,spu guide,8" pitch dia.,2-1/4" stroke,200-600 SPM,1968 MI — 586-755-5353 Gibbs Machinery Co 260721 
Fellows 420-4, gear shaper with 7" risers,20" pitch dia.,crowning cams,tooling (2) NC 704-609-0766 Piselli Enterprises 457670 
Fellows #362-13, gear shaper,spur guide,22" riser, Trabon lube,coolant pump,1975 MI — 586-755-5353 Gibbs Machinery Co 374019 
Fellows #50-8 Hydrostroke gear shaper, 7.25" stroke,spur guide,51.18" internal gear dia. MI — 586-755-5353 Gibbs Machinery Co 399685 
Fellows 461A, gear shaper,5.12" stroke,18" external & internal pitch dia.,5"face width MI — 586-755-5353 Gibbs Machinery Co 277772 
Fellows #645A, gear shaper,18" pitch dia.,5-5/8" hole in work spindle,3"face width MI — 586-755-5353 Gibbs Machinery Co 481317 
Gleason #P100S, gear shaper,spur guide,Siemens Sinumerik 840D SL Ctrl,2019 MI 586-755-5353 Gibbs Machinery Co 256781 
Maag £SH250/300S, gear shaper,steady rest w/top center,43" T-slotted tbl,pendant ctrl,'98 MI — 586-755-5353 Gibbs Machinery Co 374020 
Maag £SH450/500S, gear shaper,27.5" str,0.5"diametral pitch.206" max external gear dia MI 586-755-5353 Gibbs Machinery Co 397163 
Fellows 271254, gear shaper,7" pitch dia.,2" stroke,large spindle,work fixture,ext arm NC 704-609-0766 Piselli Enterprises 457662 
GEAR TESTERS - (41 listings on our website!) DEALER SR ID 
Fellows Red Liner #12M, involute tester,12"dia.cap.,chart recorder,s/n 32018 NC 704-609-0766 Piselli Enterprises 381650 
Fellows #20M, gear tester, 18"pitch dia., 28" centers MI — 586-755-5353 Gibbs Machinery Co 260718 
Gleason £13, gear tester,13" gear dia.,0-180°angle,4 speed handle,forward/reverse push button MI — 586-755-5353 Gibbs Machinery Co 470826 
Gleason #23, gear tester, 20" workpiece dia.,6-1/2" spdl bore,manual & auto cycle MI — 586-755-5353 Gibbs Machinery Co 260719 
Gleason #61, angular hypoid gear tester,univ type,Conventional ctrl,90" workpiece dia. MI 586-755-5353 Gibbs Machinery Co 295217 
Gleason #104, angular gear testing machine for straight & spiral bevel gear sets NC 704-609-0766 Piselli Enterprises 440983 
Gleason £519 Univ, 36"/12", No 60/39 tapers, .00005" (.00127mm) accuracy, 1967 IL 847-380-8300 Goldstein Gear 079281 
Klingelnberg #PFS-600, .59"/23.62" gear, 1" workpiece dia.,6.3" gear width,6.5" stroke MI — 586-755-5353 Gibbs Machinery Co 260720 
Е Cincinnati No. 107-4, hydraulic profile Cincinnati No. 2 Mdl. LO, centerless grinder, 
Grinders, my „АУ G.W.dresser,auto infeed or infeed handle infeed, SGC generation 1 comp system 
À ` d J Mfr: Cincinnati ә Mfr: Cincinnati 
Centerless P 2 E: Model: det Model:LO 
d ` Seller: Allways Precision d Seller: Centerless Grinder 
с. Š Plainfield, IL Roseville, MI 
Search Centerless Grinders on Tel: 815-577-1600 z à Tel: 586-774-4660 
i ien 1 SR ID: 405480 SR ID: 788424 

SurplusRecord.com to view all 104 listings. Price: Call for Price Price: Call for Price 
CENTERLESS GRINDERS - (104 listings on our website!) DEALER SR ID 
Acme No. C2, centerless polisher,1/8"-6" dia cap,6"W whl,thru/infd,PLC,VFD,'13,#47327 IL 847-276-2761 Liberty Machinery 088933 
Cincinnati No. 107-4, hyd.profile truing,vari-speed drive,infeed w/ejector,1968 MI 586-771-1500 GCH Machinery 607880 
Cincinnati No. 2 Mdl. EA, infeed & thru feed,hyd.profile truing,reconditioned (5) MI 586-771-1500 GCH Machinery 607882 
Cincinnati No. 2 Mdl. EA, 3-1/2"cap., hydraulic dresser IL 773-247-4343 Altman Machinery Co 859079 
Cincinnati No. 2 Mdl. LO, centerless grinder, infeed, bellows comp system MI 586-774-4660 Centerless Grinder 788423 
Cincinnati No. 2 Mdl. OM, centerless grinder,4"cap.,12000 SFPM,15 HP grinding wheel IL 815-577-1600 Allways Precision 145537 
Cincinnati No. 2 Mdl. OM, centerless grinder, 20" wheel, hyd dresser NJ 973-497-7600 Machinery Values 385795 
Cincinnati No. 2 Mdl. OM, 1/16" to 3 1/2" dia., 4, 6, or 8" width, 12" hole, 20" Maz. dia.,1952 М! 586-771-1500 GCH Machinery 392317 
Cincinnati No. 2 Mdl. OM, Part Dia. 1/16" - 4-3/4", 8" W x 20" Dia Whl, 15 HP, Hyd 847-276-2761 Liberty Machinery 478644 


CENTERLESS GRINDER SALES AND SERVICE 


One of the Largest CINCINNATI CENTERLESS Inventories - Rebuilt or Exchange 
Remanufactured, Rebuilt or Turn Key Centerless Grinders with On-Site Warranty 


On-Site Service/Training * Parts * Tooling * CNC Upgrades 


Р Allways Ргесіѕіоп • 14001 Van руке Ка. ° Plainfield, IL 60544 
О Allways Precision . ; 
| y Tel: 815-577-1600 e sales@allwaysprecision.com * www.allwaysprecision.com 


Cincinnati No. 2 Ма!. OM, remanufactured, 1 year warranty, immediate delivery (10) MI 586-771-1500 GCH Machinery 608063 
Cincinnati No. 2, centerless grinder, 12" x 8" x 5" wheel, hyd dresser, refurb. 2022 NJ 973-497-7600 Machinery Values 385794 
Cincinnati Мо. 220-8 Ма!. RK, 24"grind.wheel,Servo infeed,auto.profile dresser OH 513-469-6694 Cincinnati Service 588925 
Cincinnati No. 220-8 Mdl. RK, 24"x10"GW,20HP,servo, auto diamond adv.& traverse,'92 MI 586-771-1500 GCH Machinery 608066 
Cincinnati Milacron No. 220-8, hand reg.wheel slide infeed, hyd. grind.& reg. wheel OH 513-771-1952 Mohawk Machinery 268484 
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CENTERLESS GRINDERS - (104 listings on our website!) 

Cincinnati No. 220-8 Centuramic, hyd.truing, 24" dia.wheel, excellent, 1979/1983 
Cincinnati No. 3 Mdl. EA, various cond.,remanufactured,partial rebuilt or inspected 
Cincinnati No. 3 Mdl. EA, hydraulic profile truing, rebuilt in stock, 1953 (7) 

Cincinnati No. 340-20, various conditions,remanufactured,partial rebuilt or inspected 
Cincinnati No. Cinco-15, centerless grinder,24" grind wheel,hyd truing,thru feed,1987 
Cincinnati No. Cinco-15, centerless grinder, 8" x 24" x 12"(Bore) grinding wheel, 1979 
Dedtru No. 284 

Gold Crown No. GC660, centerless camshaft grinder,26" cap.,lift & carry Idr,Fanuc,exc 
KMT No. CL500, centerless grinder,PLC ctrl,10" max diameter,20" W wheel,2008 

Koyo No. KC200, 0.06"x 4.72" capacity,thru feed,8" wide wheels,1990 

Koyo No. KC500H, 0.12"x 4.72" capacity,twin grip,20" wide wheels, 1986 

Micron No. MD-600-C-RT-SA-7, centerless grinder, 0.079"-1.969" grinding range,1996 
Royal Master No. TG12x3, 3"whl,hyd over whl dresser,infd,regulating whl tachometer 
Royal Master No. TG12x3, centerless grinder, 1.5" cap., 12" dia. х 3"W wheel, Bijur lube system, rblt ... 
Unison Dedtru No. 288-0000, centerless grinder, 18" X,6.75" Y, 8"wheel 

Van Norman No. 1C, infeed attachment, crush dresser 


Grinders, Cylindrical 


PLAIN CYLINDRICAL GRINDERS - (77 listings on our website!) 

4" x 12" Landis #4-H, Plain Od Grinder, 16" dia grinding wheel 

5" x 12" Myford #MG12-HPM, cylindrical grinder,3 HP,3-jaw 3"chuck,5"magnetic chuck,1999 

7.9" x 9.8" Toyoda #GE3P-25M, 2.4" OD Cap, GC32 Ctrl, 14" x 1.5" Whl, 5 HP, oi 

8" x 20" Sharp #OD-820A, auto cylindrical grinder, 14" x 1.5" x .05" wheel, swing down internal ... 
10" x 15.75" Studer #S30-12, 15" x 3"Whl,4HP,45 Deg Angle,Sparkout,Plunge,Tarry,'85 

10" x 27" Jones & Shipman #1300X, cylindrical grinder, #12048C 

12.6" x 12.6" Jtek Toyoda #GL-6P 3211, plain cylindrical grinder, 24" wheel dia., GC-70, diamond ... 
12" x 16" Shigiya #GP-30B-40A, auto hyd plain cylindrical grinder, 20" x 3" x 6" wheel, Sony LF20 ... 
12" x 24" Parker Majestic #B, cylindrical grinder,Heidenhain DRO,ID spdl,1977,#24938 

12" x 28" Parker-Majestic #2EA, 12"x1"x5"wheel, Heidenhain 2-Axis DRO, 1998, #161024 

15.75" x 59" TOS Hostivar #BHU40A/1500, 20" x 3" Whl, 12.75 HP, Hydraulic, Plunge, '88 

18" x 144" Landis ZCHH-18, 30" x 3"wheel, 15 HP, rebuilt 2011, 432646 

20" x 120" Fortuna #F265S500/3000A35, cylindrical grinder,25 HP,vari-speed work head 

27" x 176" Landis, cylindrical grinder, 36" x3" wheel, (4) new steadies, coolant, updated electrics ... 
Norton, OD/ID grinder 


5" x 12" Myford #MG12-M, ID/OD Cylindrical 
Grinder, 1987 


Grinders, Cylindrical, EE. 
Universal M 


А Mfr: Myford 
` Model-MG12-M 
Š Seller: Asset Exchange Corp 


Elk Grove Village, IL 
Search Universal Cylindrical Grinders on Tel: 773-866-9600 g 


А DNA SR ID: 443195 
SurplusRecord.com to view all 188 listings. Price: Call for Price 


UNIVERSAL CYLINDRICAL GRINDING MACHINES - (788 listings on our website!) 

5" x 12" Myford #MG12-M, universal grinder,internal spindle,in dex head,live/dead workhead,1980 
6" x 18" Super-Tec ZSTG-450A, precision cylindrical grinder,power table feed,1995 

6" x 18" Supertec #STG-450, cylindrical grinder, 12" grinding wheel dia. 

8" x 18" Jones & Shipman #1310, universal cylindrical grinder,2 HP,coolant,tailstock 

9.80" x 39.37" Kellenberger Kel-Varia #UR175/1000, CNC universal,Kelco 90 CNC ctrl (2) 

10" x 12" Karstens Stuttgart ZASA, univ. cylindrical grinder, 10" x 1" x 3" wheel, auto infeed, work ... 
10" x 20" Brown & Sharpe #1, hyd.univ.cylindrical grinder,swivel tbl,10" x1" x3" whl,'68 

10" x 20" Danobat £M51 hi-precision cylindrical grinder,live/dead center workhead,swivelling ... 

10" x 20" Landis #1R, univ cylindrical grinder,coolant,swivel table,12" grinding wheel,#58661 

10" x 36" Landis #2R, univ. cylindrical grinder, 12" dia. x 1"W x 5" wheel, auto tbl traverse, auto ... 
11" x 25" Jack Mill #JMC-650H, cylindrical grinder, 16.2" x 1.5" x 5" wheel, coolant, tlstk, ID ... 

11.6" x 40" Shigiya #GUA27-100, univ. cylindrical grinder, 14" dia. x 1"-2"W х 5" bore wheel, рм... 
12" x 16" Parker-Majestic #16C, univ. cylindrical grinders, 10" wheel dia., 1.25" bore, 1968 

12" x 24" Parker Majestic #1C, comb univ. OD/ID grinder, 12" x 1" wheel, Accurate 2-Axis ОНО, 1996 
12" x 36" Cincinnati #12", hydraulic universal grinder,tooling,manuals,1953 

12" x 36" Cincinnati, universal cylindrical grinder, 14" x1.5" x5" wheel, V/S, auto infeed 

12" x 78" Cetos Hostivar #BUB-32A/1500, cylindrical grinder, 320mm, 1500mm, Centroid M-400 
12.25" x 40" Supertec #630-100C, cylindrical grinder,12" max grinding dia,S/N 649907 

12.6" x 20" Toyoda #GUP-32x50, univ. cylindrical grinder, 14" x 2" x 5" wheel, Mitutoyo KA Counter ... 
16" x 40" Shigiya #GU-30(40)B-100A, ID attachment,mag chuck,steady,tooling,excellent,1993 #1641 
18" x 48" Cincinnati ZDE, univ. cylindrical grinder, 20" x 3" wheel, Mitutoyo 2-Axis DRO, swing down ... 
18" x 48" Cincinnati, swing down ID,tarry-L&R,tailstock dresser,headstock,5 HP 

18" x 72" Landis #18X72, cylindrical grinder,swivel table,2 back rests,coolant,#77256 

21" x 118" Fortuna, 30" x14"x6"W wheel cap.,(3) follow rests,45 HP,filtration coolant sys,S44822 

30" x 72" Landis #3RH, plunge, ID attachment, 14"grinding wheel, Government, 1972 

48" x 72" Landis ZCHW, plunge, TruForm dresser, Government, 1982 

Norton Cylindrical Grinder, 1050 RPM, S/N 24319, 1952 

16" x 40" Shigiya #GU-30(40)B-100A, precision universal cylindrical grinder,excellent,#32865 


BELT GRINDERS - (74 listings on our website!) 

2-1/2" Hammond #UBG132, sgl end belt sander 

6" x 79" Fein #GI-150-2H-2V, belt grinder, 1800-3600 RPM, 2018 

6" Speedfam #625TFG, continous feed, 6" x 36" mag chuck, Etamic sizing, 2003 
36" Cemco #2000, belt grinder, 8" work ht, 15-45 FPM 

37" x 60" Timesavers #137-1HDMW, parts wet belt grinder, 15-45 FPM, 8" work ht 
37" x 75" Timesavers, belt grinder, 6" drum dia., 20 HP, dust collector, 2007 


INTERNAL GRINDERS - (75 listings on our website!) 

Cincinnati Milacron Heald £174, gap style internal grinder, 32" sw, 40" chk, 4-jaw, 1982 
Cincinnati Milacron Heald #273A, univ. internal grinder, 24.5" sw,16"hole, 12" extended base 
Cincinnati Heald #274 universal ID grinder, 15" chk,3-jaw, dresser, 1976 

Cincinnati Heald Red Head £407, rebuilt by GTI, internal GRD, 14000 RPM spindle 

Heald #271 Gage-Matic, 18" face plate, 22" swing over table, 8" stroke, 9-3/4" x 18" dia.,1970 
Heald #273A, univ. internal, 32.5" sw,20" dia. faceplate, extended bridge, 4" risers, rblt dresser ... 
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SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


586-771-1500 
815-577-1600 
586-771-1500 
815-577-1600 
586-771-1500 
816-330-2138 
586-530-4785 
513-469-6694 
513-771-2111 
586-771-1500 
586-771-1500 
586-786-9585 
763-494-9825 
800-638-8888 
586-465-9700 
413-244-9335 


888-589-6721 
248-543-4466 
847-276-2761 
502-219-7311 
847-276-2761 
616-868-1111 
248-426-5555 
502-219-7311 
586-755-5353 
973-497-7600 
847-276-2761 
631-249-5566 
713-462-5800 
631-249-5566 
860-964-6549 


DEALER 

GCH Machinery 
Allways Precision 
GCH Machinery 
Allways Precision 
GCH Machinery 
Revelation Machy 
Solomon Machinery 
Cincinnati Service 
Great American Eqpt 
GCH Machinery 
GCH Machinery 
Tartan American 
Orca Machine Tools 
Generation Machine 
Seminole Machinery 
Stanley Machinery 


DEALER 

Wheeler Machinery 
Roberts Machy Sales 
Liberty Machinery 
Machinery Central 
Liberty Machinery 
Vander Ziel Machy 
Tramar Industries 
Machinery Central 
Gibbs Machinery Co 
Machinery Values 
Liberty Machinery 
Prestige Equipment 
Harris Machine Tool 
Prestige Equipment 
CNC Parts 


24" x 120" Cincinnati, univ cylindrical 


grinder,5.5"hole thru headstock,4-Jaw ... 


WI 
PA 
CA 
IL 
MI 
CA 
MI 
OH 
OH 
NJ 
CA 
NJ 
NJ 
MI 
WI 
NJ 
CA 
MN 
NJ 
MA 
NJ 
MI 
OH 
IL 
MI 
MI 
WI 
NY 


OH 
ON 
IL 

CA 
CA 
CA 


MI 
MI 
NJ 
MN 
OH 
MI 


262-548-6080 
717-846-2600 
714-612-1480 
847-265-1075 
586-771-1500 
626-444-0311 
586-771-1500 
513-771-1952 
800-622-4463 
973-497-7600 
626-444-0311 
973-497-7600 
973-497-7600 
586-465-9700 
262-548-6080 
973-992-5961 
626-444-0311 
763-710-5160 
973-497-7600 
617-567-7210 
973-497-7600 
586-771-1500 
800-622-4463 
847-427-3333 
586-771-1500 
586-771-1500 
216-478-6657 
631-249-5566 


419-269-2000 
905-803-9999 
847-212-5993 
626-444-0311 
626-444-0311 
818-514-1254 


586-465-9700 
586-465-9700 
973-497-7600 
612-325-7060 
513-771-2111 
586-465-9700 


Mfr: Cincinnati 
Model: 


Seller: GCH Machinery 


Warren, MI 
Tel: 586-771-1500 
SR ID: 211383 
Price: Call for Price 


DEALER 

WI Metalworking 
Hildebrand Machy 
TNT Industrial 

Ditter Industries 
GCH Machinery 
Sterling Machy Exc 
GCH Machinery 
Mohawk Machinery 
Yoder Machinery 
Machinery Values 
Sterling Machy Exc 
Machinery Values 
Machinery Values 
Seminole Machinery 
WI Metalworking 
Michael Fine Machy 
Sterling Machy Exc 
Source Machy Sales 
Machinery Values 
Wigglesworth Machy 
Machinery Values 
GCH Machinery 
Yoder Machinery 
Perfection Machy 
GCH Machinery 
GCH Machinery 
HGR Indust Surplus 
Prestige Equipment 


DEALER 

Yoder Brothers 
Westway Machinery 
Saunders Machinery 
Sterling Machy Exc 
Sterling Machy Exc 
Machinery Resources 


DEALER 

Seminole Machinery 
Seminole Machinery 
Machinery Values 
Strand Indust Machy 
Great American Eqpt 
Seminole Machinery 


SRID 
608057 
108298 
607881 
858322 
196589 
476610 
361997 
003084 
339157 
670083 
670085 
027614 
300203 
446414 
420473 
789146 


SR ID 
459916 
458030 
406002 
480479 
431064 
434970 
468394 
480103 
256957 
240760 
431066 
427464 
461422 
367498 
478674 


SRID 
456609 
458173 
463890 
270087 
196590 
473294 
071010 
273737 
469017 
405331 
473293 
388785 
467835 
460925 
456610 
158131 
473295 
479924 
432468 
476149 
387862 
196959 
476073 
469705 
667698 
667699 
480037 
464983 


SRID 
429678 
436317 
384843 
435533 
441198 
463673 


SRID 
464546 
422588 
383299 
437099 
383672 
422586 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


INTERNAL GRINDERS - (75 listings on our website!) 

Heald #472, Special ID,may be world's best/biggest cap,lg.str,P&W air surp.xtra spdls. 

Heald #72A, internal grinder, 24" swing 

Heald #72A, ID grinder, 15-1/2"swing, 5-1/2"max dia., 0-32 FPM 

Okamoto #IGM-2MB, precision internal grinding machine,24"swing,8"stroke,10"chuck,2011 
Okamoto #IGM-2MB, precision ID grinders,programmable MDI control,2019, 2017 (2) 

Parker Majestic, internal grinder, 14" sw, V/S workhead, power tbl. feed, 5" sine bar headstock, 1974 
Parker Majestic, ID grinding spdl., rblt. 2022 

Springfield 72A, vertical grinder, 42"table, 52" swing, Heidenhain DRO, S44801 

Voumard #5A/1000, automatic extended base universal internal grinding machine 


JIG GRINDERS - (30 listings on our website!) 

Moore #2, jig grinder, 40k RPM, auto hand feed, 19" x 10" bed 
Moore £3, Precision Jig Grinder, 1972 

Moore #G-18, jig grinder, 11" x24"tbl., 18"Х,11"Ү, 1989 

NSK Planet £550, high speed jig grinder 


ROLL GRINDERS - (29 listings on our website!) 

18" x 123" Norton #C-2, hyd ,19" max sw,30"x5.5" x12" recessed whl,swiveling tbl,1956 

36" x 192" Cincinnati #M-4869, 1800 RPM,Fagor DRO,MPE coolant sys,30 HP,#32278 

36" x 192" Cincinnati, 36" x4" x20" grinding wheel,600-1800 RPM grinding wheel,9-32 RPM headstock ... 


Ahhntt 


= MACHINE CO. = 


The Trusted Name in Metalworking Since 1950. Tel: 618.465.1898 * Fax: 618.465.2495 


700 West Broadway * Alton, IL 62002 


44" x 336" Farrel, cyliindrical roll grinder, 36" wheel dia., 36" working range dia. 
98"/78" x 472" Waldrich 2WST-IV-H80X12000, roll cambering/crowning,32" wheel,wheel mounts & steady ... 


TOOL AND CUTTER GRINDERS - (107 listings on our website!) 

Amada £Togu-lll, 6.30" max punch dia.,2 HP,vari-speed,(2) chucks,coolant,2000,732232 
Cincinnati #2, tool & cutter grinder,Weldon 1200 air fixture,fixed head,S/N 1B300410 
Pratt & Whitney #R6, radius tool & cutter grinder 

Stream #TGM-102, Tool & Cutter grinder CNC, Fanuc CNC, 1990 

Waida #DW-31 Tungsten, carbiode, ceramic, coolant 


Grinders, Surface 


Grinders, Surface ht, 1 HP spdl, pwr elev., recond. ... 


Reciprocating Table EC Mfr: Parker 
(Horizontal Spindle) 


Model:2Z 


SR ID: 333071 


to view all 602 listings. Price: Call for Price 


6" x 18" Parker Majestic #22, PMC, 20" vert trvl 


Seller: Seminole Machinery 
rii Rochester, MI 
Search Surface Grinders on SurplusRecord.com mi - Tel: 586-465-9700 


MA 413-244-9335 
OH 216-761-7011 
CA 714-612-1480 
IL — 847-537-7700 
MI 248-879-1989 
MI — 586-465-9700 
MI 586-465-9700 
IL — 847-427-3333 
IL — 847-673-0556 


OH 419-866-6894 
OH 937-278-7337 
NJ 973-497-7600 
GA 770-621-0495 


PA 412-472-0500 
NY 631-249-5566 
IL — 847-427-3333 


www.AbbottMachineCo.com e Email: mike@abbottmachineco.com 


PA 412-826-4950 
NY 631-249-5566 


NY 631-249-5566 
PA 412-472-0500 
CT 860-964-6549 
CA 714-612-1480 
MN 612-521-5700 


December 2023 


DEALER 

Stanley Machinery 
McKean Machy Sales 
TNT Industrial 

CNC Exchange 
Sterling Machy Vent 
Seminole Machinery 
Seminole Machinery 
Perfection Machy 
Adams Machinery Co 


DEALER 

D & D Industries 
Advanced Jones Mchy 
Machinery Values 
Equipment Hub 


DEALER 

WHEMCO Inc 
Prestige Equipment 
Perfection Machy 


CYLINDRICAL ROLL GRINDERS 


Specializing in Rebuilding, Remanufacturing, CNC Retrofitting. 
Complete Turnkey Roll Grinding Packages. Rebuilding and Replacement Parts. 
Install and On-Site Service of Roll Grinders. 


TDI Group LLC 
Prestige Equipment 


DEALER 

Prestige Equipment 
WHEMCO Inc 

CNC Parts 

TNT Industrial 

Hoff Machinery, Inc 


SRID 
780919 
446034 
463956 
437468 
462741 
395035 
412284 
473496 
450912 


SRID 
374579 
370356 
476438 
369888 


SR ID 
288360 
339253 
478636 


275038 
446566 


SRID 
478697 
288363 
478673 
475490 
121899 


8" x 18" Chevalier ZFSG-3A818, auto horiz. surf 
grinder, 8" x 1/2" x 1-1/4" wheel ... 


Mfr: Chevalier 
Model:FSG-3A818 


Seller: Sterling Machy Exc 
South El Monte, CA 


Tel: 626-444-0311 
SR ID: 443577 
Price: $23,500 


RECIPROCATING SURFACE GRINDERS - HORIZONTAL SPINDLE - (602 listings on our website!) 
6" x 12" Boyar Schultz #612, manual surface grinder, 7" x 5/8" x 1-1/4" wheel, 3450 RPM, 1 HP, EMC &... 
6" x 12" Boyar Schultz #Challenger-HR612, handfeed surface grinder, 7" x 5/8" x 1-1/4" wheel, Walker ... 
6" x 12" Boyar-Schultz #H612, surface grinder,Walker Ceramax permanent magnetic chuck 

6" x 12" Harig #612, surface grinder, hand, chuck, 1 HP, nice 

6" x 12" Mitsui #MSG-200MH Hand Feed, roller ways,2-Axis DRO,8" wheel,1-1/3 HP,1986 

6" x 14" Okamoto #Linear-6-12/14, handfeed surface grinder, 8" .75" x 1.75" wheel 

6" x 18" Chevalier #FSG-618M, surface grinder, hand, chuck, 2 HP, DRO 

6" x 18" Chevalier #FSG-618M, Hand Feed Surface Grinder, S/N A3864016, 1997 

6" x 18" Covel #618, automatic surface grinder 

6" x 18" Harig / Bridgeport #618, surface grinder, EMC, hand feed tbl. trvl., saddle & elev. 

6" x 18" К.О. Lee #S618H, hyd horiz spdl. surface grinder, Walker Ceramax PMC, 8" x .75" x 1.25"... 

6" x 18" Mighty Freeport #6X18 hand feed, roller ways,fine line PMC,2HP spdl,8" wheel,'94 

6" x 18" Okamoto #Grind-X-Linear-6-18B, hand feed surface grinder, 8" x 1" x 1.25" wheel, Walker ... 

6" x 18" Parker Majestic #22, surface grinder, 20" vertical travel, 8" wheel 

6" x 18" Parker Majestic #22, surface grinder,8" x 5/8" x 1-1/2"wheel,DRO,1 HP,1982 

6" x 18" Parker Majestic #22, hand feed surface grinder, РМС, 20" vertical ht, 7" x 5/8" x 1-1/4" ... 

6" x 18" Parker Majestic #2Z, hand feed surface grinder, PMC, 20" vertical ht, 7" x 5/8" x 1-1/4" ... 

6" x 18" Reid, toolroom surface grinder, heavy duty Pope spindle 

7" x 20" Reid #618HR, precision surface grinder, manual magnetic choke, S45018 

8" x 18" Chevalier, manual surface grinder, coolant/blower system, 2 HP, 230 V., 3 ph 

8" x 18" Gallmeyer & Livingston #260, hydraulic,incremental downfeed,coolant,1969,#5652 

8" x 18" Kent #KGS-250AH, 8" x 16" magnetic chuck,overhead wheel dresser,auto cross feed 

8" x 18" Parker Majestic #2, split column, hand table & cross & vertical feed, AcuRite Il 2 Axis DRO 

8" x 20" Okamoto #820ST, high-precision fully-auto hyd surface grinder, 8" x 1" x 1.25" wheel, 1999 

8" x 24" Brown & Sharpe £824-Micromaster, 2-Axis hydraulic surface grinder,coolant 

8" x 24" Gallmeyer & Livingston £350, hyd,power elevation,8" x24"electric chuck,cint,'67 

8" x 24" Gallmeyer & Livingston #350, hyd.,incremental downfeed,fine line chuck,clnt,'68 

10" x 15" Gardner surface grinder, 12" wheel, hand feeds, coolant 

10" x 20" Chevalier #FSG-1020AD, surface grinder,12" x 3"wheel,manual dial-in truing sys. 

10" x 20" Clausing #CSG-3A1020, surface grinder, 2008 

10" x 20" Supertec #SG-3A1020, EMC, incremental pwr down feed, 2012 

10" x 20" Supertec #SG-3A1020, 3-Axis automatic surface grinder,14" grinding wheel,2015 

10" x 24" Gallmeyer & Livingston #360, 12"wheel,3 HP,power elev.,EMC,cInt,1970,#9742 

12" x 24" Chevalier ZFSG-1224ADII, hydraulic,auto down feed,14"wheel,5 HP,coolant,fine line electric ... 
12" x 24" Gallmeyer & Livingston #370, EMC,power elevation, dresser,coolant,'62,#10037 

12" x 24" Kent #KGS-300AHD, horiz surface grinder, 12" x 1.25" x 5" hole wheel, 13-77 FPM 

12" x 24" Kent #KGS-306AHD, horiz. reciprocating surface grinder, 5 HP, 1987 

12" x 24" Kent #KGS-63AHD, surface grinder,ElectroMagnetic chuck,14"grinding wheel,new,2019 


GENERAL EQUIPMENT 


CA 626-444-0311 
CA 714-441-1992 
IL — 847-537-7700 
OH 800-745-6008 
MI 616-949-5910 
WI 262-965-3655 
FL 251-943-0048 
OH 937-278-7337 
CT 860-964-6549 
MI 586-465-9700 
KY 502-219-7311 
MI 616-949-5910 
KY 502-219-7311 
MI — 248-926-0088 
MI — 248-926-0088 
MI — 586-465-9700 
MI — 586-465-9700 
CT 860-964-6549 
IL — 847-427-3333 
GA 770-621-0495 
MI 616-949-5910 
OH 513-771-1952 
MI 586-465-9700 
CO 303-651-6545 
CT 203-254-1643 
MI 616-949-5910 
MI 616-949-5910 
MN 612-521-5700 
AZ 520-836-9727 
IL — 630-844-9288 
OH 513-771-1952 
PA 717-846-2600 
MI 616-949-5910 
MI 616-949-5910 
MI 616-949-5910 
OH 419-269-2000 
CA 714-892-9800 
IL — 847-571-0523 


DEALER 

Sterling Machy Exc 
ACT Machinery 
CNC Exchange 

C W Wood Machinery 
Turner Industries 
Alternative Machine 
Gulf Coast Machy 
Advanced Jones Mchy 
CNC Parts 
Seminole Machinery 
Machinery Central 
Turner Industries 
Machinery Central 
Equipment Trading 
Equipment Trading 
Seminole Machinery 
Seminole Machinery 
CNC Parts 
Perfection Machy 
Equipment Hub 
Turner Industries 
Mohawk Machinery 
Seminole Machinery 
Automatics & Machy 
Capital Machine 
Turner Industries 
Turner Industries 
Hoff Machinery, Inc 
Peterson Machinery 
Belmont Machinery 
Mohawk Machinery 
Hildebrand Machy 
Turner Industries 
Turner Industries 
Turner Industries 
Yoder Brothers 

PM Machines 
Blackout Equipment 


SRID 
473297 
480310 
468917 
461389 
131205 
455959 
202018 
463511 
478680 
387581 
464836 
103451 
474583 
223033 
275036 
412278 
412279 
478679 
479893 
348169 
393921 
087644 
412127 
415546 
454762 
893045 
952170 
121897 
463440 
362540 
247650 
422560 
859036 
400003 
953630 
443357 
469380 
380321 


57 


December 2023 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


RECIPROCATING SURFACE GRINDERS - HORIZONTAL SPINDLE - (602 listings on our website!) DEALER SR ID 
12" x 24" Kent #KGS-83AHD, auto surface grinder OH 216-761-7011 McKean Machy Sales 456152 
12" x 24" Okamoto #ACC-124DXII, prog. high precision surface grinder, 1989 IL 847-673-0556 Adams Machinery Co 446714 
12" x 24" Okamoto #ACC-12-24DX, horiz. reciprocating surface grinder, EMC, 5 HP, 12" x 1.5" x 5" ... CA 714-892-9800 PM Machines 469381 
12" x 24" Okamoto #ACC-12-24ST, auto cycle,magnetic chuck,dresser,coolant,5 HP,2002 IL 847-525-0099 Raco Machinery Inc 460791 
12" x 24" Okamoto #ACC-124DX, 3-Axis automatic horizontal surface grinder,EMC,downfeed DRO,paper ... MN 763-745-1166 Machinesused.com 476150 
12" x 24" Okamoto #Accugar-124N, auto dwnfd,12" whl,elec.chk,cInt,dust collector,5HP,'80 MI 616-949-5910 Turner Industries 417371 
12" x 24" Okamoto #Accugar-124N, surface grinder, OTW dresser, coolant OH 216-761-7011 McKean Machy Sales 457931 
12" x 24" Okamoto #Grind-X-ACC-1224DX, auto surface grinder, EMC, 12" x 1.5" x 5" wheel, 5 HP WI 262-965-3655 Alternative Machine 455956 
12" x 28" Blohm #Simplex-7, horizontal surface grinder,magnetic power chuck, 277104 OH 800-622-4463 Yoder Machinery 469351 
12" x 28" Chevalier #FSG-1228ADIl, surface grinder,programmable rough & fine grinding cycles CA 818-465-6700 Machinery Network 462940 
12" x 30" Kent #SGS-1230AHD, auto hyd surface grinder,EMC,dust extraction & coolant,2007 MN 952-933-6755 Naab Sales Corp 470857 
12" x 36" Mattison, hyd,12" x36" chuck,24" wheel, 15HP,dresser, Travatrol,cint,'79,#7371 MI 616-949-5910 Turner Industries 038952 
12" x 48" Gallmeyer & Livingston #65, surface grinder,11" x 1"grinding wheel,IDF,5 HP PA 215-355-6641 FH Machinery Inc 464352 
14" x 72" Thompson, 12" wheel, electric chuck, remote hydraulic & coolant, rebuilt 1995 IN 513-236-8300 RS Machinery 420872 
16" x 32" Okamoto #Grind-X-ACC-1632DxX , auto surface grinder, EMC, 12" x 1.5" x 5" wheel, 5 HP, 1740... WI 262-965-3655 Alternative Machine 455957 
16" x 40" Chevalier ZFSG-1640TXII, 3-Axis Surface Grinder,14"dia x 2"W whl,coolant sys. CA 888-589-6721 Wheeler Machinery 477125 
16" x 48" Gallmeyer & Livingston #676, hyd surface grinder, 14" x 1-1/2" x 5" wheel MI 586-465-9700 Seminole Machinery 334283 
16" x 48" Grand Rapids #670, mag.chuck,1750-2100 RPM grind wheel,7.5 HP,s/n 670121 TX 800-245-3194 N & R Machine Sales 981265 
16-1/2" x 36-1/2" Blohm #HFS-510, horizontal surface grinder,power magnetic chuck,#77105 OH 800-622-4463 Yoder Machinery 471345 
17.3" x 37.4" Okamoto #ACC-1632DX, hyd horiz surface grinder, 16" x 32" chk, 1.5" x 12" wheel, 5 НР MI 248-426-5555 Tramar Industries 450893 
17.7" x 30.7" Amada #Techster-64, CNC saddle type surface grinder, 14" х 2" x 5" wheel, 27" x 15.7" ... IL — 847-669-9781 Used CNC LLC 478786 
20" x 36" Okamoto ZACC-20-36DX, 3-Axis auto horiz surface grinder, 19.7" x35.5" EMC, 12" OD х 2" W х5"... KY 502-219-7311 Machinery Central 461410 
20" x 40" Chevalier #FSG-20-40ADII, auto surface grinder, 43.3" tbl trvl., 14" x 2" x 5" bore, 2003 FL 800-638-8888 Generation Machine 370225 
20" x 40" Okamoto ZACC-20-40DX, 14" x 1.5" Whl, 5HP, Auto-Feeds, Electro-mag Ck, '05 IL — 847-276-2761 Liberty Machinery 465263 
20" x 40" Okamoto #Grind-X-ACC-2040DxX , auto surface grinder, EMC, 12" x 2" x 5" wheel, 5 HP, 1800... WI 262-965-3655 Alternative Machine 455958 
20" x 120" Okamoto #PSG-305, 3-Axis automatic surface grinder,IDF,EMC w/Neutrofier ctrl,1987 IL 847-537-7700 CNC Exchange 450496 
24" x 40" Chevalier ZFSG2440ADS, auto surface grinder, ЕМС, 16" x 3" x 5" wheel, 15 HP WI 262-965-3655 Alternative Machine 455955 
24" x 96" Mattison #24-96, magnetic chuck,75 HP,IDF,wheel dresser,coolant sys,recond,'81 TN 931-250-6181 Tom Hale Equipment 389426 
33.5" x 16" Okamoto #ACC-16-32EXB, CNC hyd horiz surface grinder, 37.4" X,17.3" Y,21.5"Z, IDF, 2002 MI 248-426-5555 Tramar Industries 461829 
35" x 193" Thompson Nippei #FXV-90/480, 30 HP grinding head,75 HP aux head, IDF,coolant,#32903 NY 631-249-5566 Prestige Equipment 458032 
36" x 196" Thompson #6C, horiz spindle surface grinder,30 HP,excellent running condition MI 586-754-9200 Allied Machinery Co 418857 
40" x 160" Danobat #RT4000, hyd surface grinder,19"x12"x2.5"whl,20 HP,1500 RPM,'88 IL — 847-673-0556 Adams Machinery Co 288299 
60" x 216" Farrel grinder, roll service, 36" wheel dia., 219" OA roll length, 1982 PA 412-826-4950 TDI Group LLC 302148 
Tos #BPH-320A, flat surface grinding machine,1000mm grinding Igth,320mm grinding width,4 KW MX +52-155-1451-7028 Hilco Global Mexico 448925 
U.S. Industrial #USG1022-SY, toolroom surface grinder, new lA — 515-233-6330 Smith Machinery Co 458920 
U.S. Industrial ZUSG1224-SY, toolroom surface grinder, new ІА — 515-233-6330 Smith Machinery Co 458919 
20" x 40" Okamoto ZACC-20-40DX, Surface Grinder, 12" x 1.5" wheel, 5" wheel bore, 1995 IL — 816-330-2138 Revelation Machy 474895 
ROTARY TABLE SURFACE GRINDERS - HORIZONTAL SPINDLE - (55 listings on our website!) DEALER SR ID 
Arter #A-1-12, horiz rotary surface grinder, 13" round chuck, 14" x 2" grinder wheel, 7.5 HP AL 256-828-3429 Die-Matic Tool & 399961 
Arter #А-2-12, 12", rotary surface grinder, 9" vert, 8°convex, 12°concave, 7.5 НР OH 419-243-2277 Bass Machinery LLC 394712 
Arter #A-3-12, rotary grinder, 16" wheel, 220/440 V., 7.5 HP OH 216-761-7011 McKean Machy Sales 456147 
Arter #B30, 31" Mag chuck,tilt tbl,33" extra hght,35" factory riser,40" swg,like new chuck CA 213-627-2847 Century Machinery 500662 
Arter /CentroMetalCut, 12", Air Force surplus, still bolted to skid MA 413-244-9335 Stanley Machinery 766926 
Cincinnati Heald #261, rotary surface grinder, 17" EMC, 14" dia. x 1"W x 5"B wheel, coolant, 1979 NJ 973-497-7600 Machinery Values 421323 
DCM #IG-180-SD, 18" table dia,8" Wheel,10 HP,3520 RPM,Electromag Chuck,Coolant,2010 IL — 847-276-2761 Liberty Machinery 385902 
Elb #150 SPS-NK, rotary horiz surface grinder, 59" chk, 20" x 4"W x 12"B wheel, prog. ctrl, 1995 NJ 973-497-7600 Machinery Values 420448 
Heald £161, hyd rotary surface grinder, 8-1/4" chk, 8" tbl trvl., 3600 RPM wheel FL 800-638-8888 Generation Machine 370233 
Heald £261, rotary surface grinder, 14" x 1.5" x 5" wheel, S/N 32783,1960 MI 248-543-4466 Roberts Machy Sales 333859 
Heald, rotary surface grinder 17" magnet, tilt table 12" grinding wheel MI 616-638-0407 Roll Form Solutions 375154 
Kearney & Trecker, 24" horiz rotary tbl. CA 626-444-0311 Sterling Machy Exc 435552 
Shibaura #KRT-8D, rotary surface grinder,33" cap,36" sw, 13" u/whl,30 HP,seg.grinding whl. ON 905-676-9265 DiPaolo Machine 397696 
Troyke #U-15, 15" horiz rotary tbl., mount CA 626-444-0311 Sterling Machy Exc 435553 
Okamoto #PRG-6, rotary surface grinder, 24" chk, 10 HP spdl., 14" dia. x 1.5"/2"W x 5" bore, Sony ... NJ 973-497-7600 Machinery Values 412246 


Blanchard #11-16, 16" Chuck, 15 HP, 1/2" Chuck Blanchard #32K-60, rotary surface 
grinder,60" chuck,remanufactured w/1 yr 


warranty 


Model:11-16 š E Mfr: Blanchard 
Seller: Liberty Machinery = Model:32K-60 
s Lincolnshire, IL ller: F P Mill. 
Search Surface Grinders on SurplusRecord.com š Tel: 847-276-2761 See Jackson, "aad 
А ПЕРА SR ID: 469676 a Tel: 517-760-6895 
to view all 154 listings. Price: Call for Price è SR ID: 374018 
Price: Call for Price 


Grinders, Surface, ER 


le. Life, Dresser, Neutrifier, clnt, 1974 


Rotary Table, Vertical < £: Mfr: Blanchard 
Spindle 2, 


ROTARY TABLE SURFACE GRINDERS - VERTICAL SPINDLE - (754 listings оп our website!) DEALER SR ID 
Blanchard #11-20, vert.spindle surface grinder,20"chuck,remanu/1 yr warr MI 586-914-4478 Nash Tool & Machine 102270 
Blanchard #11-20, vertical rotary surface grinder, 24" sw, 20" EMC, 7" under wheel, 1" x 11" wheel ... FL 800-638-8888 Generation Machine 421463 
Blanchard #11AD-16, automatic vertical spindle grinder,16" chuck,reconditioned,1993,#17214 MI 517-787-3100 F P Miller Company 377514 
Blanchard #11C-20, 20" Mag chuck, 15 HP, dresser, gauging, serial #14224 MI 586-530-4785 Solomon Machinery 101110 
Blanchard #18, rotary surface grinder, 40" sw, 42" chk, 35 HP, 18" under wheel AZ 800-289-3519 Midstate Machinery 471247 
Blanchard #18-36, 36" chuck,30 HP,18" vert clearance,coolant reservoir in base,refurb,1960 TN 931-250-6181 Tom Hale Equipment 389422 
Blanchard #18-36, rotary surface grinder, 38" sw inside guards, 11" vert ht, 36" chk, 18" x 5" x 5" ... IL 847-957-9731 Arlington Machinery 461078 
Blanchard #18-42, rotary surface grinder, 42" EMC, 48" sw inside guards, 20" wheel, 1956 NJ 973-497-7600 Machinery Values 428923 
Blanchard #20-36, rotary surface grinder,36" magnetic chuck,EMC ctrl,3/8" chuck life,1968 IL 630-844-9288 Belmont Machinery 432865 
Blanchard #20CD-36, 36" Magnetic chuck,4 segment chuck,load monitor,dry base,1973 MI 586-771-1500 GCH Machinery 196955 
Blanchard #20D-36, 36" chuck,40 HP,18" vert clearance,coolant reservoir in base,recond,'73 TN 931-250-6181 Tom Hale Equipment 389423 
Blanchard #22AK-42, Rotary Surface Grinder, 42" Chuck, 4" Vert., 48" Swing, Programmable Auto Cycle ... NJ 973-497-7600 Machinery Values 370985 
Blanchard #22D-42, 42" chuck,50 HP,22" vert clearance,external coolant tank,recond,'72 TN 931-250-6181 Tom Hale Equipment 389424 
Blanchard #26HD-48, vertical spindle rotary grinder,48" chuck,75 HP,certified,1997,#17207 MI 517-787-3100 F P Miller Company 367463 
Blanchard #26HD-48, 48" Magnetic Chuck,36" vertical,56" swing,geared head,75 HP,1997,#32356 NY 631-249-5566 Prestige Equipment 373245 
Blanchard #32HD-60, geared head vertical spdl rotary surface grinder, 72" sw,60" chk,32" wheel,48" under ... MI 517-787-3100 F P Miller Company 416347 
Blanchard #32K-60, 60" chuck,75 HP,24" vert clearance,coolant in base,reconditioned, 72 TN 931-250-6181 Tom Hale Equipment 389425 
Blanchard #32K-60, 60" magnetic chuck,66" swing,32" semented wheel,pendant ctrl,#17197 MI 517-787-3100 F P Miller Company 347478 
Blanchard #48D-96, 96" chuck, 24" vertical, 150 HP, 1966 MI 586-771-1500 GCH Machinery 667703 
Blanchard grinder, 84" chuck, #14925 MI 616-868-1111 Vander Ziel Machy 434973 
Ecotech #VR50-H70, rotary surface grinder, 51"sw,49" EMC, 75 HP, 740 RPM, Newall 1-Axis DRO, coolant ... NJ 973-497-7600 Machinery Values 445977 
Jotes #2000, vertical rotary surface grinder, 40" chk, Sony DRO, auto feed cycles, coolant CA 626-444-0311 Sterling Machy Exc 424618 
Mattison #100C, 5-spdl,100"table,8" under wheel,40 HP spindle motor,wheel dresser,rotary parts ... NY 631-249-5566 Prestige Equipment 352917 
Mattison #24, rotary surface grinder,42" chuck, 48" swing,23" stroke,24" grinding wheel,1968 GA 770-621-0495 Equipment Hub 378180 
Mattison #34-42, vertical spindle rotary grinder,nice 42" chuck,75 HP,under power AR 800-643-5839 SMF & Machine Tools 349021 


58 GENERAL EQUIPMENT 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


ROTARY TABLE SURFACE GRINDERS - VERTICAL SPINDLE - (754 listings on our website!) 
Mattison, 120"rotary surface grinder, 60"under wheel, 300 HP drive, 1981 

Shibaura #KRTO-11A, vertical rotary surface grinder, 42.5"chk, 24" under wheel, 22" wheel 

Blanchard #18, 36" rotary grinder, segmented wheel 


Hones 


HORIZONTAL HONES - (70 listings on our website!) 

Sunnen #EC-3500-D Eclipse, horizontal power stroking hydraulic hone 

Sunnen #EC-3500E, 6.7" Stroke, 6.5" ID Cap, Pwr Stroking, Sizing, 5.5 HP 

Sunnen #LBB-1810, horiz hone, pwr stroker, 200-640 RPM, tooling & cabinet 
Sunnen #MBB-1600, horizontal hone,.60"-5.5" dia.,1/8"-18" work length,1/2 HP,tooling 
Sunnen #MBB-1600, 0.35"-2.24" horiz hone, 110 V., 1-phase, work light, tooling 
Sunnen #MBB-1660, Honing Machine,0.0600" to 6.500" I.D. range,200-2500 RPM,2014 
Sunnen #MBB-1660-K, Honing Machine with Square Honing Fixture 

Sunnen #MBB-1680, horizontal hone, power stroke, .125"-3.875" diameter, tooling 
Sunnen #MBC-1804-D, Honing Machine & Tooling, S/N 1H1 88169 

Sunnen #ML-2000DF, 6.7" stroke, 6.5" ID manual & 4" ID pwr. stroke, ASC Ready, '05 


VERTICAL HONES - (24 listings on our website!) 

Barnes Drill #3010, vertical hone, 44"x17" tbl., 16" cap., 48" str, 2"-10" bore 

Ex-Cell-O Micromatic #10VH-36, vertical hone,10" x 36"stroke,rebuilt 1981,#14150 

Ohio Tool Works #OTW-VH-V-36 Versahone, vertical hone,36"stroke,16"x16"table,shuttle fixture,AB ... 
Sunnen #MHS-840-H1E-510, Honing Machine, 8 stations, S/N 3Y1-1032 


Hydraulic Power Units 


HYDRAULIC POWER UNITS - (164 listings on our website!) 

1 HP Enerpac, hydraulic unit, #75983 

10 HP Continental, 6 GPM, 80 gal. tank, high/low circuit,3000 psi,230/460 V.,1800 RPM 
10 HP Franklin Engineering, hyd power unit w/ high/low circuit,3000 psi,230/460 V. 

25 HP MTS #505.11, 11 GPM SilentFlo Hydraulic Power Unit, 3000 psi, 2006 

100 HP Hydraulic Power Supply, 230/460V.,1800 RPM,250 gal. L-shaped tank w/ drip pan 
125 HP Miller Powerpak, hydraulic power pack,tank mounted Unimount 125 drive motor 
MTS #505.11 SilentFlo Hydraulic Power Supply, 11 GPM, 3000 psi, 460 V., 1999 

MTS #505.11, Hydraulic Power Unit, S/N 1049355 

Hydraulic Power Unit, (2) 75 HP Teco & (1) 20 HP Teco motor, 50 Hz 

Hydraulic Power Unit, (2) 75 HP Teco & (1) 20 HP Teco motor, 50 Hz 


RADIO FREQUENCY HEATING SYSTEMS - (10 listings on our website!) 
25 KW Lepel #T-25-3-KC-J-S, 240 V., reconditioned, warranty available 

40 KW Lepel #T-40-3-KC-TL, 460 V. top output, reconditioned, warranty available 
125 KW Westinghouse #750682760, reconditioned, warranty available 


- 4" x 4" x 7/16" Marvel / Spartan #IW66S, hvy duty 
SE dual-cylinder hyd ironworker, 66 ... 
Ironworkers = M Mfr: Marvel 


$ Model:IW66S 
Seller: Machinery Central 
OH 


Tel: 502-219-7311 
SR ID: 428644 
Price: $8,950 


Search Ironworkers оп SurplusRecord.com to 
view all 328 listings. 


6" x 6" x 1/2" Buffalo #2-1/2, ironworker, #76111 


Mfr: Buffalo 

Model:2-1/2 

Seller: Yoder Machinery 
Holland, OH 

Tel: 800-622-4463 

SR ID: 446967 

Price: Call for Price 


6" x 6" x 1/2" Scotchman ZDO-150/240-24M, dual 
operation hyd ironworker,150 ton,12" ... 


Mfr: Scotchman 
. Model:DO-150/240-24M 
Seller: Sterling Machy Exc 
South EI Monte, CA 
Tel: 626-444-0311 
SR ID: 402961 
Price: $34,500 


IRONWORKERS - (328 listings on our website!) 

3" x 3" x 1/4" Metal Pro #MP4000, hyd ironworker, 3-3/4"thrt, 6/8 SPM, 40 ton 

3" x 3" x 1/4" Uni-Hydro #30-8, hyd ironworker, 30 ton, 4.5" thrt, 9 SPM 

3" x 3" x 5/16" Scotchman £4014C, ironworker, 40 ton, 9" thrt, 3 HP 

4" x 4" x 1/4" Edwards Jaws #IV-50, 50 ton hyd ironworker, 8-1/8" open ht,7" SH,1995 

4" x 4" х 1/4" Edwards #Jaws-IV, 50 ton,7"thrt,8-1/8" open,7" SH,flat bar/angle shear 

4" x 4" x 1/4" Hill-Acme #3, hydraulic ironworker,33 tonm12-1/2"throat,1" stroke,5 HP 

4" x 4" x 1/4" Metal Pro #MP4500FS, hyd ironworker, 3-3/4"thrt, 6-8 SPM, 45 ton, 2023 

4" x 4" x 1/4" Metal Pro #MP5000FS, hyd ironworker, 3-3/4"thrt, 6-8 SPM, 50 ton 

4" x 4" x 3/8" Metal Muncher ZMM61E18, hyd,49 ton,13"/16" thru 3/4" punch,3 HP,1980 

4" x 4" x 3/8" Scotchman #5014-CM, ironworker, 50 ton, 3 HP 

4" x 4" x 3/8" Scotchman #50514-EC, ironworker with LED lighting,50 ton,3 HP,#15650N 

4" x 4" x 3/8" Scotchman £50514-EC, hydraulic ironworker w/free punch & die pkg,50 ton,230 V.,1 ph 
4" x 4"x 3/8" Scotchman 50514EC, hyd ironworker, 50 ton, 6" thrt, 5 sta., foot switch 

5" x 5" x 1/2" Geka #Hydracrop-110/80SD, ironworker,110 ton,24"throat,12.5 HP,2003 

5" x 5" x 1/2" Geka #Hydracrop-70S, hydraulic dual station ironworker, 70 ton, 12" thrt, 48 SPM, dual ... 
5" x 5" x 1/2" Geka £Hydracrop-80AD, ironworker, 80 ton, electric foot switch, 2012 

5" x 5" x 1/2" Hill-Acme #5, 75 ton, metalworker, shear, punch, coping, #64285 

5" x 5" x 1/2" Mubea #KBL-1-1/2, mechanical ironworker, 71 Ton, 20" thrt, 5 HP, 220/440 V., 3-phase 
5" x 5" x 1/2" Peddinghaus #Peddimaster-88/120, 88 ton, hyd ironworker, 20" thrt 

5" x 5" x 1/2" Piranha #P90, ironworker, 90 ton, 10 HP, 4.875" str, 10" thrt 

6" x 6" x 3/8" Uni-Hydro £66-24, ironworker, 66 ton, 24"bar shear blade 

6" x 6" x 1/2" Buffalo #2-1/2, mechanical ironworker, 110 ton, 8" x 7/8 flat shear, 1-5/16" x 1" ... 

6" x 6" x 1/2" Edwards £Jaws-IV, hydraulic ironworker, 100 ton, 12" thrt, 6-15/16" SH, 8-3/4" open ... 
6" x 6" x 1/2" Edwards #Jaws-V 120 ton, flat bar 1"x12",1/2" x24",notcher 3" x6"x1/2",10 ... 

6" x 6" x 1/2" Edwards, 100 ton,angle ѕһеаг,1-1/16" аіа.іп 1" A36 punch,punch & die sets 

6" x 6" x 1/2" Geka #HYD-100, hyd ironworker,110 ton,2" bar,24"x5/8" flats,2010,#29262 

6" x 6" x 1/2" Scotchman #12012-24M, hydraulic ironworker,120 ton,12"throat,5 HP,1996 


GENERAL EQUIPMENT 


TX 
MI 
OH 


CA 
IL 
KY 
PA 
CA 
WI 
NJ 
OH 
WI 
IL 


co 
PA 
IL 

OH 


972-713-0828 
248-268-1603 
216-761-7011 


714-612-1480 
847-276-2761 
502-219-7311 
717-846-2600 
626-444-0311 
262-284-5611 
732-566-1211 
800-745-6008 
216-478-6657 
847-276-2761 


303-651-6545 
717-846-2600 
847-427-3333 
216-478-6657 


800-622-4463 
616-241-1877 
616-241-1877 
586-756-4280 
616-241-1877 
416-366-2326 
586-756-4280 
216-478-6657 
908-272-4010 
908-272-4010 


508-587-2800 
508-587-2800 
508-587-2800 


December 2023 


DEALER SR ID 
Sunwest Trading 480951 
UPM, LLC 400047 
McKean Machy Sales 456148 
DEALER SR ID 
TNT Industrial 460784 
Liberty Machinery 469677 
Machinery Central 457862 
Hildebrand Machy 434938 
Sterling Machy Exc 459132 
Machinery Works Inc 468351 
Mullin Machinery 462862 
C W Wood Machinery 476454 
HGR Indust Surplus 478844 
Liberty Machinery 464262 
DEALER SR ID 
Automatics & Machy 373575 
Hildebrand Machy 881116 
Perfection Machy 476235 
HGR Indust Surplus 478845 
DEALER SR ID 
Yoder Machinery 468499 
Icon Industries 466813 
Icon Industries 466811 
Frank Bacon Machy 440667 
Icon Industries 466808 
Platinum Asset 446315 
Frank Bacon Machy 439437 
HGR Indust Surplus 476817 
Weeks Marine Inc 085416 
Weeks Marine Inc 085418 
DEALER SR ID 
E Coast Induction 121970 
E Coast Induction 121968 
E Coast Induction 121967 


x 5" x .50" Marvel ZSpartan-IW66D, 66 ton hyd 


MI 
FL 
CA 
IA 
MA 
OH 
MI 
MI 
MI 
CA 
MI 
FL 
WI 
MI 
OH 
IL 
PA 
IA 
FL 
MI 
IL 
TN 
OH 
TX 
MA 
IL 
MI 


248-268-1603 
800-638-8888 
714-892-9800 
515-233-6330 
508-894-0008 
800-622-4463 
248-268-1603 
248-268-1603 
616-949-5910 
714-892-9800 
616-868-1111 
386-304-3720 
262-965-3655 
616-868-1111 
419-269-2000 
312-226-4150 
412-826-4950 
712-737-8700 
800-638-8888 
616-836-7501 
888-926-0050 
615-383-8703 
419-269-2000 
713-592-0377 
508-894-0008 
847-640-8600 
616-916-5990 


Mfr: Marvel 

Model:SPARTAN-IW66D 

Seller: EM Machinery 
A 

Tel: 213-627-2847 

SR ID: 431577 

Price: Call for Price 


Mfr: Geka 

Model:HYDRACROP-50A 

Seller: Vander Ziel Machy 
Alto, MI 

Tel: 616-868-1111 

SR ID: 369804 

Price: $10,500 


DEALER SR ID 
UPM, LLC 435015 
Generation Machine 421443 
PM Machines 441865 
Smith Machinery Co 446606 
Nevins Machinery 900371 
Yoder Machinery 476948 
UPM, LLC 435017 
UPM, LLC 435016 
Turner Industries 098281 
PM Machines 441780 
Vander Ziel Machy 436985 
Sierra Victor 470230 
Alternative Machine 455960 
Vander Ziel Machy 454722 
Yoder Brothers 427219 
Mchy Marketing Intl 463679 
TDI Group LLC 833680 
Greenway & Assoc. 426510 
Generation Machine 421442 
Holland Equipment 425211 
Blackhawk Machinery 461457 
Pearl Equipment Co 481067 
Yoder Brothers 427218 
Stark Industries 448805 
Nevins Machinery 128900 
Kempler Industries 470315 
Hindley Machine 337929 
59 


December 2023 


IRONWORKERS - (328 listings on our website!) 

6" x 6" x 1/2" Scotchman #90-12, 90 ton punch 

6" x 6" x 1/2" Scotchman #DO-8514-20M, ironworker, 85 ton, 14"throat, open end brake 

6" x 6" x 1/2" Scotchman #DO95/140-24M, Ironworker, 90 ton, 9"throat, 2017 

6" x 6" x 1/2" Uni-Hydro #Pro-80-24 hydraulic ironworker,80 ton,9"throat,new in stock 

6" x 6" x 5/8" Marvel Amada #Spartan-MSIW126D/DX, ironworker, 126 Ton, 15 HP, 14" throat depth ... 
6" x 6" x 5/8" Piranha #P-120, ironworker, 120 ton, 20 HP, 12"throat, 2004 

6" x 6" x 5/8" Piranha #P-120, ironworker, 120 ton, 12" thrt, 20 HP, front & rear joystick, 2004 
6" x 6" x .6875" Marvel #Spartan-IW-135D, ironworker, 135 ton, 10 HP, 12" thrt, 3.3125" stroke 
6" x 6" x .6875" Marvel #Spartan-IW-135DX, ironworker, 135 ton, 20" thrt, 3.9375" stroke 
Buffalo 2 1/2 ironworker, serviced, ready to work 

Geka #Bendicrop-50, universal ironworker,5-work stations,55 ton,6-7/8" throat,new 

Geka #Bendicrop-60SD, ironworker, 60 ton, serial #150444, 2016 

100 Ton, Geka #Hyd-100, hvy duty ironworker, hyd dual operation, foot ctrl 

Geka #Hydracrop-55S, never put into service 2 hours use, 2017 

Geka #Hydracrop-80/A, Ironworker 

Metal Pro ZMP12BG, ironworker parts, 12" brake guide MP12BG 

Mubea £HPSN-350, Hydraulic Ironworker 

Piranha #P50, ironworker 

Piranha #P90, ironworker 

Scotchman £9012, hyd ironworker, 90 ton, 2 work sta., 208 V., 3-phase 

Scotchman #9012-24M, ironworker, 90 ton 

Uni-Hydro £42-14-SLS, ironworker, 42 ton, S/N 3P630X 

Mubea #KBLO, universal ironworker, serial #131/13700/16 


1/16"- 1-1/4" Mitts & Merrill #1, keyseater, 6"max 
length, 29 FPM, 2 HP, #14195 


Keyseaters d Mfr: Mitts & Merrill 


Model:1 

Seller: Vander Ziel Machy 
Alto, MI 
616-868-1111 

SR ID: 099533 

Price: $14,500 


Search Keyseaters on SurplusRecord.com to Tel: 


view all 57 listings. 


KEYSEATERS - (57 listings on our website!) 

1/16"- 1-1/4" Davis £15, manual keyseater broach, 4.5" str, 42 SPM, 20" x 31" tbl. 

1/16"- 1-1/2" Hansford Davis #15B, Variable Speed Keyseater, Fully Tooled 

1-1/4" Mitts & Merrill #Giant-2, keyseater,16" x16"table,12" length,2 HP,1165 RPM,tooling 
1-1/4" D C Morrison keyseater, 34 SPM, 1/16" -11/4"cuts keyways, 24"x27"table,#13709 
1-1/2" Hansford Davis £15, keyseater, 476262 

2" Mitts & Merrill #2024, keyseater, PLC battery died 

2" Mitts & Merrill #3, keyseater 

2" Mitts & Merrill #3A, mechanical,24" max.keyway length,tooling,rebuilt,excellent 

2" Mitts & Merrill #3A, mech,complete w/platform,tlg,24" keyway Igth,5HP,230/460V 

2" Mitts & Merrill 73A, mechanical, 2"W x 24"L, posts & cutters 

2.75" Leistritz #Polymat-70/600-CNC, tapered keyway cutting, Max. Str 23",Siemens CNC,2013,#26907 
3" Mitts & Merrill Z5HYD, hydraulic keyseater, tooling and stand included 

3-1/2" Mitts & Merrill £6HYD-KS, hydraulic keyseater,30" length,mechanical infeed 
3-1/2" WGW £NZH90/700, hyd keyseater,24" max Igth,some tlg,S/N 68-932/8-700 G.M.B.H 
4" Fromag / Mitts & Merrill, CNC keyseater,1/8"-4"keyway width,19.68"L-R x 30.31"F-B 
5" Mitts & Merrill #10B, 5"x75"cap,100K/Ib.load,auto infd,auto tool relief,#10554 

Davis #1, keyseater with tooling 

1/8"- 1-1/4" Morrison #K, keyseater, 9"length of cut, 34 SPM, 3 HP, 1994, #76733 


Speedfam #9B-5, double side rebuilt polisher w/ 
new controls-1 year warranty 


Mfr: Speedfam 
Model:-9B-5 
Seller: Excell Technology 


San Carlos, CA 
Search Lappers on SurplusRecord.com to view - | Tel: 650-592-6224 


Ka SR ID: 388711 
all 71 listings. Price: Call for Price 


Lapping Machines, 
Lappers 


LAPPERS LAPPING MACHINES - (71 listings on our website!) 

19" PR Hoffman #1900, double side, rebuilt with warranty 

20" Peter Wolters #AC-500, double side lap, 3 motor drive system 

24" Lapmaster #24, lapping machine, 2019 

24" Lapmaster, open face, newest model, 3 rings (9-3/4"ID), slurry pump, timer, 2019 

24" & 32" Speedfam, lap & polishers w/(4) heads, rebuilt to new 

26" Norton #26, Hydrolap, double sided, as late as 1970 

28.3" Lapmaster #DSG720, double-side fine grinding machine,optional load {ом hrs,'11 
36" Spitfire, 3-rings, air pressure heads, slurry pump, water cooled, 1980 

48" ABRA, lapping machine, 72" x 78" tbl. top, 3-22" round ring weights & holding arms 


TECH 


Equipment Solutions 


AR 
TX 
IL 
MN 
TX 
MI 
MI 
TX 
TX 
TX 
MN 
MI 
CA 
MI 
OH 
MI 
OH 
OH 
OH 
TX 
MI 
AZ 
WA 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


800-643-5839 
713-694-1790 
816-330-2138 
952-933-6755 
479-651-3683 
866-367-7297 
248-926-8400 
479-651-3683 
479-651-3683 
210-380-5187 
800-770-5638 
616-868-1111 
626-444-0311 
269-673-6572 
216-478-6657 
616-836-7501 
419-536-4445 
216-961-0444 
216-961-0444 
915-256-2139 
616-836-7501 
520-836-9727 
360-864-2800 


DEALER SR ID 
SMF & Machine Tools 476148 
KEC Inc 467813 
Revelation Machy 476281 
Naab Sales Corp 458185 
Pioneer Machine 392988 
Westbrook Engrg 427191 
Lee Stevens Machy 428856 
Pioneer Machine 393005 
Pioneer Machine 393004 
Field Engine LLC 197446 
SOMINN Machy Sales 464242 
Vander Ziel Machy 425181 
Sterling Machy Exc 473298 
All-Fab Corp. 461452 
HGR Indust Surplus 477346 
Holland Equipment 425212 
G-2000 Inc 434763 
Northern Machine 246326 
Northern Machine 246327 
FMI Trading LLC 475530 
Holland Equipment 425210 
Peterson Machinery 436973 
Machinery Scene 470798 


4" MECO #MEC-80, CNC premium keyseater with 
extended Z, 17.385"length, tooling, 2019 


FL 
NJ 
MN 
MI 
OH 
SD 
OH 
IL 
IN 
IL 
NY 
MO 
TN 
IN 
AZ 
WA 
TN 
OH 


800-638-8888 
732-566-1211 
952-933-6755 
616-868-1111 
800-622-4463 
605-886-5545 
216-761-7011 
312-543-6772 
219-987-2120 
815-285-2660 
631-249-5566 
573-334-3828 
615-383-8703 
219-987-2120 
520-836-9727 
360-399-7674 
507-644-3060 
800-622-4463 


Mfr: Meco 

Model:MEC-80 

Seller: Asset Exchange Corp 
Elk Grove Village, IL 

Tel: 773-866-9600 

SR ID: 479943 

Price: Call for Price 


DEALER SR ID 
Generation Machine 443278 
Mullin Machinery 459372 
Naab Sales Corp 464376 
Vander Ziel Machy 201524 
Yoder Machinery 446974 
Dynamic Engineering 256460 
McKean Machy Sales 446035 
Estes Machinery Co 102343 
MPB Equipment LLC 170578 
Mobius Group LLC 832611 
Prestige Equipment 367589 
SE Missouri Machine 473349 
Pearl Equipment Co 437481 
MPB Equipment LLC 170583 
Peterson Machinery 283069 
Ind Machine Tools 528964 
AirTec Systems Inc 778243 
Yoder Machinery 429022 


36" Lapmaster #36F, open face, 3 rings (14-1/2" 
ID), slurry pump, timer, 1990's, nice 


CA 
CA 
CA 
IL 
CA 
MA 
CT 
IL 
MI 


650-592-6224 
650-592-6224 
818-465-6700 
847-212-5993 
650-592-6224 
413-244-9335 
860-623-5700 
847-212-5993 
248-926-8400 


Mfr: Lapmaster 

Model:36F 

Seller: Saunders Machinery 
Mundelein, IL 

Tel: 847-212-5993 

SR ID: 474587 

Price: Call for Price 


DEALER SR ID 
Excell Technology 460260 
Excell Technology 413707 
Machinery Network 425170 
Saunders Machinery 473253 
Excell Technology 268223 
Stanley Machinery 745195 
Kaste Industrial 416032 
Saunders Machinery 412933 
Lee Stevens Machy 413252 


Speedfam - Strasbaugh - STC - Hamai МТ! 


Lapmaster • Blanchard - Hoffman- And Mor 
Website: www.excelltechnology.com 


48" Speedfam Polisher £48, 2020 touch screen controls, USA made, rebuilt 

48" Speedfam #48, sgl side lapper,(4) pneumatic pressure holding arms,parts handling tbl,10 HP 
48" Speedfam, fully equipped,H-frame,air pressure,water cooled,reclaim system,2003 

60" QPAC #Q199HD-60-7 Heavy Duty 60" crankshaft lapping/micropolishing machine 

Ewag #LS01, optical profile grinding lapping machine,8" grinding wheel dia.,2850 RPM 

PR Hoffman Servo #RS-1500, double side lap/polisher,3 motor, 66T or 50T,(2) in stock 

Mitts & Merrill #HDB-7 Station Footburt crankshaft lapper, single drive head & tailstock,1980 


60 GENERAL EQUIPMENT 


CA 
OH 
IL 

MI 

MN 
CA 
PA 


650-592-6224 
513-771-1952 
847-212-5993 
248-926-0088 
612-940-8945 
650-592-6224 
717-846-2600 


Excell Technology 268224 
Mohawk Machinery 380386 
Saunders Machinery 179444 
Equipment Trading 164159 
Fram Fram LLC 462038 
Excell Technology 295194 
Hildebrand Machy 448329 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! December 2023 


LAPPERS LAPPING MACHINES - (71 listings on our website!) DEALER SR ID 
QPAC #4300, semi-auto camshaft/shaft lapping machine,40"Igth cap,16" swing over bed MI 248-926-0088 Equipment Trading 347781 
Saga grinder/polisher DC drive sys, 1 spindle, digital timer, air down sys, made USA CA 650-592-6224 Excell Technology 294232 
Speedfam #9B-5 LAP, color touch screen, rebuilt to OEM CA 650-592-6224 Excell Technology 294158 
Speedfam #20B-5, double side lappers & polishers, rebuilt CA 650-592-6224 Excell Technology 268222 


Lathes, Engine 


15" x 54" LeBlond Makino #Regal-Servo-Shift, 17" x 54" LeBlond #Regal, engine lathe, 
engine lathe, 3-jaw chk, 45-1800 RPM ... 10.5" chk,3-jaw, S/R, taper attachment 


Mfr: Leblond ball Mfr: Leblond 
Model:REGAL-SERVO-SHIFT | . Model:REGAL 
Seller: Sterling Machy Exc * Seller: McKean Machy Sales 
= 2 South ЕІ Monte, СА Вгоок Рагк, ОН 
Search Engine Lathes on SurplusRecord.com to Tel: 626-444-0311 "W Tel: 216-761-7011 
i ien SR ID: 443537 SR ID: 446036 
view all 879 listings. Price: $10,500 Price: $5,950 


19" x 60" American engine lathe, 32-1400 19" x 102" LeBlond Regal lathe, 1-49/64" spindle 34" x 108" Lansing #G34, engine 
RPM,2-1/8"hole in spindle,15 HP,1977,#9638 bore,3-jaw chuck,taper attach.,#15632 lathe,24" SOCS, in/mm,4-jaw 


Mfr: American Mfr: Leblond 24" chuck,20" ?steady rest,30 ... 


Model: Model:15632 [ Mfr: Lansing 
Seller: Turner Industries Seller: Vander Ziel Machy Af 8 ` Model:G34 
Grand Rapids, MI Alto, MI sn ? Seller: Yoder Machinery 
Tel: 616-949-5910 Tel: 616-868-1111 4 Holland, OH 
SR ID: 828329 . SR ID: 298851 Tel: 800-622-4463 
Price: Call for Price s =| Price: $13,500 SR ID: 476941 
Price: Call for Price 


ENGINE LATHES - (879 listings on our website!) DEALER SR ID 
7" x 14" BestEquip, mini lathe, 4" chk, 3-jaw, tool holder, 2500 RPM CA 626-444-0311 Sterling Machy Exc 424619 
9" x 28" Hardinge #DV-59, engine lathe, 1-1/16" collet cap., 1 HP, cabinet stand OH 419-866-6894 D & D Industries 461290 
10" x 20" Monarch #10EE, engine lathe, rebuilt MN 612-521-5700 Hoff Machinery, Inc 070585 
10" x 30" Monarch ZEE, 4000 RPM, 7.5 HP w/backgear, English gearbox OH 937-492-4111 Monarch Lathes L.P. 451627 
10" x 30" South Bend £10L heavy lathe CT 860-964-6549 CNC Parts 471938 
11" x 18" Hardinge #HLV-H, precision engine lathe, V/S, Newall 2-Axis DRO, 2000 NJ 973-497-7570 Machinery Values 405327 
11" x 18" Hardinge ZHLV-H, precision tool room lathe, 1-1/4"hole, 1972 FL 800-638-8888 Generation Machine 421461 
11" x 18" Hardinge ZHLV-H-EM, 1-1/4" hole, in/mm, 125-3000 RPM, #2MT, 1978 FL 800-638-8888 Generation Machine 446413 
11" x 18" Sharp #1118H, 6" chk, 3-jaw, in/mm, Acu-Rite 2-Axis DRO, Dorial SDN25AXA tool post FL 800-638-8888 Generation Machine 434567 
11" x 18" Victor 4618EM, 125-3000 RPM,2-Axis DRO,6"4-jaw,collet closer,inch/metric,coolant,1.25"thru ... MI 616-949-5910 Turner Industries 431062 
11" x 30" South Bend #CL187AB, engine lathe,4" SOCS,3 & 4-jaw chucks,cabinet mounted, 277025 OH 800-622-4463 Yoder Machinery 476063 
11" x 36" Rockwell, toolroom lathe CT 860-964-6549 CNC Parts 478675 
12" x 30" Hendy, heavy duty engine lathe, w/ taper attachment, 550 RPM, thread CA 714-612-1480 TNT Industrial 463903 
12" x 30" Pratt & Whitney ZC, Engine Lathe, no chuck, 2" bore WI 216-478-6657 HGR Indust Surplus 480041 
12" x 36" Clausing 46329, Bench Lathe,1-3/8"hole thru spdl,43-1300 RPM,3-Jaw chk,stand CA 888-589-6721 Wheeler Machinery 474856 
12.5" x 30" Monarch #10EE, high precision lathe, 3-jaw chk, 1.4063" bore, 40-4000 RPM, 01-3, tlstk ... AZ 800-289-3519 Midstate Machinery 441278 
13" x 25" Harrison #AA, vari-speed,35-3000 RPM,3 HP,1-1/2" spdl hole,in/mm thrd,8" chk MI 586-298-2030 Excel Machinery 466562 
13" x 30" Clausing Metosa #C1330S, engine lathe, 8" 3-jaw chk, 1-5/8" bore, 01-5 Camlock, #4MT FL 800-638-8888 Generation Machine 469667 
13" x 40" DoAII / Romi, 8" Bison 3-jaw chk, 1-9/16"hole, 01-4, Sony LH-30 2-Axis DRO, Aloris quick ... OH 440-232-6660 T R Wigglesworth 476622 
13" x 40" Harrison #M300, precision lathe, 6.5" 3-jaw chk, 8" 4-jaw chk, 1.5" hole, D1-4 Camlock ... FL 800-638-8888 Generation Machine 469665 
13" x 40" Jet #GHB-1340, geared head bench lathe, Stainless Steel chuck guard MO 573-334-3828 SE Missouri Machine 480096 
13" x 40" Standard Modern #1340 lathe, 8" chuck,1-3/8" spindle bore,taper attachment,3 HP PA 215-355-6641 FH Machinery Inc 419856 
13" x 50" Clausing Colchester #8015VS, vari-speed engine lathe,7.75" SOCS,in/mm,DRO,1990 CT 860-484-4449 Global Machine 434306 
14" x 40" Clausing Metosa #C1440 gap lathe, 30-2000 RPM,1.65"hole,inch/metric,4-jaw chuck,tool ... MI 616-949-5910 Turner Industries 428952 
14" x 40" ОМС #GML-1440BGF-1, high speed metal lathe, 6" 3-jaw chk, 8" 4-jaw chk, 1.5" bore, D1-4 ... CA 714-545-0940 Mfr. Solutions 464905 
14" x 41" Southbend #Fourteen, Compound Rest,8" 3 Jaw chk,1" bore,S/N 73 TT 921 OH 216-478-6657 HGR Indust Surplus 480045 
14" x 42" Jfmt-Amura £JI-360A, Lathe,compound rest,tailstock,10" 4-Jaw chk,1"bore,1987 OH 216-478-6657 HGR Indust Surplus 480047 
14" x 44" LeBlond Regal, Lathe, 8" 3-Jaw chk, 1-1/2" bore, S/N CU1875 TX 216-478-6657 HGR Indust Surplus 480046 
15" x 30" Leblond Makino #Servo-Shift, geared head engine lathe,3 & 4-jaw,in/mm,7-1/2 HP,1984 NC 704-334-4609 Piedmont Machinery 475143 
15" x 42" LeBlond #Regal-15x42 Shift lathe, 9" SOCS,3-jaw 9" chuck,new 2-Axis DRO MN 952-933-6755 Naab Sales Corp 473544 
15" x 50" Clausing Colchester #8031VS, 15-2500 RPM vari-speed,inch/metric,3-jaw 10" chuck, DRO,steady ... MI 616-949-5910 Turner Industries 471194 
15" x 50" Clausing Colchester, inch/metric threading,3-Jaw 10" chuck,25-2000 RPM MI 586-530-4785 Solomon Machinery 448949 
15" x 50" Clausing, 2000 RPM,in/mm,chuck,taper attach.,S/R,tool post,coolant sys,7.5 HP IL 847-525-0099 Raco Machinery Inc 460792 
15" x 50" Colchester Clausing, toolromm lathe, 2.125"hole, in/mm threading, tlstk, chk guard, work ... IL 312-226-4150 Mchy Marketing Intl 475463 
15" x 50" Jet #1550, lathe, #16771 MI 616-868-1111 Vander Ziel Machy 469972 
15" x 54" Leblond Makino #15C, regal servo-shift engine lathe, 10" chk, 45-1800 RPM, Newall DRO WI 262-548-6080 WI Metalworking 412844 
15" x 54" LeBlond Regal £15C, 3-Jaw Buck 8"chuck,Fagor 2-Axis DRO,60-2400 RPM,5 HP,1974 NC 704-334-4609 Piedmont Machinery 473655 
15" x 54" LeBlond #Regal, engine lathe,coolant,threading,taper,10"3-Jaw chk,12"4-Jaw chk TN 615-383-8703 Pearl Equipment Co 420490 
15" x 54" Leblond #Regal-15, geared head lathe, 3-jaw chk, 1-17/32"hole, L-0, tapper attachment CA 626-444-0311 Sterling Machy Exc 443453 
15" x 54" LeBlond Makino #Servo-Shift-15C, engine lathe,3-jaw chuck,in/mm,1987,#77302 OH 800-622-4463 Yoder Machinery 476067 
15" x 54" LeBlond, Servo Shift Lathe with Taper & DRO,45-1800 RPM,in/mm threading NJ 732-566-1211 Mullin Machinery 470779 
15" x 54" LeBlond, 2-1/4"hole, inch/metric threading, 3J & 4J, steady rest NC 704-825-1511 J Hebert Machine 475574 
15"/22" x 60" Nardini #ND1560E, 25-2000 RPM,inch/metric,2"thru hole,8 HP,10"3-jaw,steady ... MI 616-949-5910 Turner Industries 413169 
15" LeBlond Makino #Regal-Servo-Shift, engine lathe, #16668 MI 616-868-1111 Vander Ziel Machy 436657 
15-1/4" x 50" Clausing Colchester #1550-Mark-2, 9-1/4" SOCS,3-jaw 10" chuck,7.5 HP, Anilam DRO,S44669 IL 847-427-3333 Perfection Machy 469708 
16" x 40" Summit #16X40D, engine lathe,8"3-Jaw chk,10"4-Jaw chk,S/R,F/R,thrd dial,new MN 800-770-5638 SOMINN Machy Sales 458159 
16" x 40" Victor #1640, engine lathe,8-1/2" SOCS,3-jaw 10"chuck,in/mm,5 HP,#77310 OH 800-622-4463 Yoder Machinery 476069 
16" x 54" LeBlond, 12-1/2" SOCS,2-Axis DRO,16-1010 RPM,3-jaw 12" chuck,10 HP WI 715-886-4926 Heart of WI Machy 397076 
16" x 60" ROCKFORD Economy HX. 1961. 9" over slide. 1 9/16" hole. 10"- 3 jaw. 5hp. 32-804 rpm. 4MT ... IL 815-874-4771 WINN-DIXI Machine 417608 
16" x 60" Standard Modern #1660, engne lathe,10" SOCS,2.06" spindle bore,in/mm,10 HP TX 800-245-3194 N & R Machine Sales 238704 
16"-18" x 71"-80" LeBlond #Regal, metal working lathe,1-17/32" spindle bore,1930 NY 860-484-4449 Global Machine 434305 
16" x 78" Monarch #610, 10 HP, 1500 RPM, taper OH 937-492-4111 Monarch Lathes L.P. 497266 
16" x 100" Monarch #WAA-12353, engine lathe,12" 3-Jaw chk,16-speeds 16-650,S/R MN 800-770-5638 SOMINN Machy Sales 422543 
16" x 102" American Pacemaker #16X102, engine lathe,25-1500 RPM,15"4-Jaw chk,S/R MN 651-207-8203 Inter-Plant Sales 265300 
17" x 40" Webb #17GX40, engine lathe, 10" chk, 2" bore, 5 HP, 1800 RPM, S/R, 1983 CA 714-892-9800 PM Machines 469378 
17" x 49" Mori-Seiki #MS-1250, engine lathe,9" SOCS,3-jaw 8" chuck,2" spindle bore CA 818-465-6700 Machinery Network 448209 
17" x 59" Whacheon Webb £WL-435, engine lathe, 2-5/32" bore, 32-1800 RPM CA 909-919-9600 MachineStation 459382 
17" x 60" Colchester engine lathe, 3-jaw 12"chuck,L2 spindle,3" spindle bore,coolant sys OH 216-741-8900 Cleveland Machy 426452 
17" x 60" Nardini, engine lathe,10.625" SOCS,in/mm,#4MT taper,1995,#71699 OH 800-622-4463 Yoder Machinery 471348 
17" x 80" Clausing Colchester, straight bed engine lathe,12" 3-jaw,5" steady rest,1968 IL — 847-290-0167 Myers Technology Co 446632 
17" x 80" Clausing Clochester #S/M, engine lathe, 2-3/4" bore TX 915-256-2139 FMI Trading LLC 426390 
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17" x 102" Clausing Colchester #8052, engine lathe,10" SOCS,3-jaw 12" chuck,in/mm, 1988 

18" x 40" Trak #TRL-1840-CSS, 4-jaw,2.36"bore, 2-Axis, 80-2500 RPM, D1-6, LX3 ctrl, Dorian quick ... 
18" x 60" Dong Yang, 3-jaw 10"chk,Newall DRO,inch & metric threading,steady rest,#32968 

18" x 62" Profitmaster, engine lathe,9" SOCS,3-jaw 10"chuck,rapid traverse,20-200 RPM,#77121 

18" x 75" Leblond #18X75, Engine Lathe, 13" 3-Jaw chk,S/R,taper attach.,S/n: 4D943 

18" x 80" Jet #GH-1880ZX, geared head,10"3-Jaw chk,cross slide,toolholder,tlstk,cInt.DRO 

18" x 102" American gear head engine lathe, 4 jaw chuck, 2"spindle, 20 HP, 1974 

18.5" x 54" Monarch #16C, lathe, 3-jaw 12" chuck, 1.625" spindle bore, tailstock, 1947 

19" x 54" LeBlond Makino £19-Regal, 12"3-jaw,in/mm threading,40-1600 RPM,ZAMT 

19" x 54" LeBlond #Makino, engine lathe,12" SOCS,3-jaw 12"chuck,10 HP,1985,#77015 

19" x 78" LeBlond Makino #Servo-Shift, engine lathe,12.25" SOCS,3&4-jaw chk,1980 

19" x 80" Summit Lathe, 4 Jaw, follow rest, steady rest, taper attach, 7.5 HP 

19" x 84" LeBlond #Regal, 3-jaw 12.25" chuck,4-jaw 16"chuck,3"thru hole,in/mm,5 НР 

19" x 102" LeBlond #Makino-Servo-Shift, 10 HP,1600 RPM,6-jaw 12"chk,in/mm,TK-21101 

19-1/2" x 84" LeBlond £Regal, engine lathe,12-1/4" SOCS,4-jaw 16"chuck,10 HP,#69092 

20" x 60" Daewoo #A20, engine lathe,3" bore,18-2000 RPM,in/mm thrd,4-Jaw chk,tlstk, S/R 

20" x 76" Sidney, engine lathe, 12" chk, 2" spdl bore, 30-2000 RPM, S/R 

20" x 78" Lodge & Shipley #Powerturn-2013, 3-jaw 12" chk,hard ways,threading dial,#5MT,24-1740 RPM 
20" x 80" Tos #SN50C, 27" swing in gap,22-2000 RPM,3 & 4-Jaw,taper,steady rests,7.5 HP,1990 

20" x 126" LeBlond Regal #Servo-Shift, engine lathe,4-jaw 12" chuck,10 HP,spindle jogging 

20" x 130" Summit, engine lathe,12"3-Jaw chk,cross slide,tool holder,tailstock,cInt sys. 

20.5" x 80" Wafum #TUR-50, Engine Lathe,S/R,Aloris tool post, 2.75" Hole thru spdl,1974 

21" x 60" Clausing Colchester #8115VSJ, gap bed engine lathe,14.57" SOCS,3 & 4-jaw chuck,2018 
21" x 60" Clausing #Colchester-21, engine lathe,3-1/2" bar,3-jaw 15" chuck,12.5 HP,18-1400 RPM,S45017 
21" x 80" Clausing Colchester #8119, engine lathe,15" SOCS,in/mm,3-jaw 15.5" chuck,1980 

21" x 120" Clausing, geared head lathe,14" SOCS,4-jaw 16"chuck,2-Axis DRO,in/mm,1996 


22"/33" x 120" Harrison #M550-GH, engine lathe, 15.75" chk,6-jaw,3.5" hole, 01-11 Camlock, in/mm, #6МТ ... 


24" x 56" Stanimuc / Lansing, engine lathe, 15" chk, 3-jaw, 4" spdl bore, in/mm, taper attachment 

24" x 120" Sirco #PA-24, engine lathe,16" SOCS,3.5" spdl bore,in/mm,10 HP,2400 RPM 

24" x 126" Monarch #613, engine lathe,16" SOCS,4-jaw 18" chuck,2-Axis DRO,20 HP,1978 

25" x 96" Kingston #HL2500, geared head lathe,16" SOCS,4-jaw 16" chuck,foot brake,1996 

25" x 120" Daewoo-Ikegai hi-speed precision #DA25, taper attach,2.2" hole thru spdl,in/mm,4-jaw chk 
27" x 120" Hercules Ajax #HR3000, hvy duty engine lathe, 18" chk,3-jaw,4" spdl hole, 16" S/R, rapid ... 
27" x 160" Romi #Supermaster, engine lathe,17" SOCS,in/mm,4-jaw 15.75" chuck,1975 

28" x 15' Timemaster, with 5" spindle bore 

29.5" x 117" Dainichi #DLX75A-300, CNC/Teach Flat Bed Lathe,4-jaw 24" chuck,1995 

30" x 108" South Bend #750, 4-Jaw 21" chuck,4"thru hole,in/mm,steady rest,1997 

30" x 120" Kingston ZCHK-3000, engine lathe, 24" front & rear chk, 4-jaw, 12.5" bore, A2-20 

30" x 20' H.E.S. #Jupiter-830, engine lathe,20" SOCS,in/mm,4-jaw 27" chuck,20 HP,1980 

32" x 120" LeBlond #NI, engine lathe,24" SOCS,4-jaw 28" chuck,2 steady rests,25 HP,1955 

32" x 132" Sigma 32X11, Engine Lathe, 27" 4-Jaw chk, S/R, S/n: 0440561 

32" x 144" VDF, engine lathe, 1969 

32" x 17' Summit #30-4/200, engine lathe,23.5" SOCS,in/mm,4-jaw 24" chuck,DRO,30 HP,1990 

32" x 240" LeBlond #3220, 20" SOCS,40 HP,4-jaw 24"chuck,taper attachment,4 way rapide 

34" x 120" LeBlond #32-Standard, engine lathe,22" SOCS,4-jaw 28" chuck,15 HP,#77334 

34" x 144" LeBlond #32" Standard, engine lathe,24" SOCS,28" chk,4-jaw,3" hole, S/R, 1955 

34" x 160" Kingston #HR4000, 4-Jaw chuck,DRO,TA,2 S/R,rapid,8-800 RPM,coolant pans,tool holder 
34" x 234" Timemaster Gurutzpe #Super-AT, 20" SOCS,55"swing in gap,face plate,tailstock,inch/metric 
34" x 234" Timemaster Gurutzpe #Super-AT, engine lathe,19.7" SOCS,18" chuck,in/mm,1981 

35" x 120" Republic-Lagun #Power-One-35, engine lathe, serial #8110664, 2009, #16680 

35" x 12' Monarch #2516-20x144 Series 80 Dyna Shift, Newall DRO,3&4-jaw chuck,1960 


36" x 80" Poreba #TRP-93, 5-500 RPM,7.8"thru hole,dual 4-jaw 32" chucks,steady rest,inch/metric,2-Axis ... 


36" x 20' Poreba #TPR93-D200M/6M, engine lathe,25" SOCS,in/mm,3 & 4-jaw chuck,1996 

36" x 30' Summit 436x360, engine lathe,25" SOCS,in/mm,4-jaw 36"chuck,hard ways,1980 

37" x 314" WMW Niles #DLZ800III, 3&4-jaw chuck,3.78"hole,710 RPM, in/mm,rapid,40 HP,1972 

38" x 144" Axelson #32", engine lathe,24" SOCS,4-jaw 31.5" chuck,2 steady rests,25 HP 

39" x 196" Poreba, engine lathe 

39" x 354" Poreba #TR100B/9M, Inch/metric threading,taper,630 RPM,42 HP,#32621 

40" x 120" Poreba #TR-100B, engine lathe, 4.75" bore, #5MT, 1977 

40" x 176" Monarch #Dyna-Shift-90/25000, 32" SOCS,4-1/16" spdl hole,750 RPM,40 HP 

40" x 210" LeBlond #NK, heavy duty,34" wide bed,32"4 Jaw,26" S/R,12" S/R,rapids 

40"/50" x 288" Poreba #TPK80/90A, 4-jaw chuck, steady & follow rest, XY DRO, from service, Tag #16243 
42" x 120" Ryazan #1N65, hvy dutyy engine lathe, 39" chk,4-jaw,4.5" hole, 5-500 RPM, 16" S/R, 10" ... 
44" x 120"/160"/200"/240" Kent USA #HK-44, large bore precision lathe,5.98" spindle thru hole 

48" x 100" LeBlond #40" Standard Raised, Н.О. engine lathe,40" SOCS,40 HP,1957 

49" x 118" Knuth ZDL-E620/3000, 4-jaw 40" chk,5" HIS,in/mm,3.15-315 ВРМ,29 HP,S/R,F/R,pwr ... 

50" x 236" Poreba #TN1250/6M, 52" swg,240" cc,38.5" OCS,40" chk,6" bore,2 steadies,new 

53" x 23' Poreba #TR135B2/7M, engine lathe,41" SOCS,in/mm,4-jaw 36"chuck,rebuilt 2023 

55" x 120"/160"/200"/240" Kent USA #HK-55, large bore precision engine lathe,30 HP,new 

59" x 96" Axelson #32", engine lathe, 46" SOCS, 4-jaw 35" chuck, hardways, 25 HP 

63" x 120"/160"/200"/240" Kent USA £HK-63, large bore enginelathe,30 HP,5.98" spindle thru hole,new 
63" x 196" Poreba #TCG160, 40 ton cap.,in/mm threading,boring bar attach.,100 HP,#32138 

63" x 236" Tru-Turn #CKD CNC, 49" SOCS,4-Jaw 55"chuck,steady rest,Fanuc 01,2023,#32600 

64" x 33' Summit #60", engine lathe,46" SOCS,4-jaw 39.5" chk,(3) steady rests,30 HP,1985 

80" x 118" Tru-Turn #2040/3M, 64" SOCS,315 RPM,15 ton cap,S/R,in/mm,40 HP,new, 232599 


100" x 254" Ravensburg #K85, 84" SOCS,4-Jaw 63"chuck,240 RPM,crane rope threading,copy device,19.8 ... 


Clausing Mascot #1600, lathe, #16784 

Hardinge #HC, chucker lathe,6"chuck,8 station turret,vari-speed drive system,tooling 

Hardinge #HC, engine lathe,3-jaw chuck,vari-speed,coolant system,1.5 HP,1970 

Hardinge HC Engine Lathe, 2 Axis Acu-Rite DRO,Hardened Ways,3000 RPM 

SWI £Trak-2460SX, engine lathe, 12" chk, Proto Trak SLX, 2011 

Summit #16-3x80B, Precision Engine Lathe, new 

Summit #18-3-80A, Precision Engine Lathe, new 

60" x 20' PBR Legnano #T-700, engine lathe,30" 4-Jaw chk,6" spdl hole,40 HP,1990 

16" x 40" Harrison #M400, toolroom engine lathe, 16" sw,10" chk,3-jaw,2.625" hole, in/mm threading ... 
40" x 20' Summit #36", engine lathe,25" SOCS,in/mm,4-jaw 28" chuck,roller type S/R,25 HP,1975 
17" x 36" Mori-Seiki #MS-850, engine lathe, 11" 3-jaw chk, 12" 4-jaw chk, A1-6, in/mm, tlstk, S/R ... 
18" x 80" Clausing Professional Colchester 4MASCO1-18" VS, lathe, Newall DP700 

12" x 28" Craftex #CX-Series, toolroom lathe,6.5" SOCS,3 & 4-jaw chucks,tooling,2016 

40" x 144" American #F-6-25X144, engine lathe,30" SOCS,4-jaw 32"chuck,12" steady rest 


SLIDING & GAP BED LATHES - (267 listings on our website!) 
13"/15" x 41" Jet #GHB-1340, Gap Bed Lathe,1" bore,6"3-Jaw chk,tlstk, S/N 806ZN1606 
14" x 40" Cutmaster #YCL-1440GH, gap bed engine lathe,9" SOCS,3-jaw 6-1/2" chuck,2006,#77236 
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Belmont Machinery 
Greenway & Assoc. 
Prestige Equipment 
Yoder Machinery 
Smith Machinery Co 
G-2000 Inc 

Holland Machy Co 
FH Machinery Inc 
Mohawk Machinery 
Yoder Machinery 

N & R Machine Sales 
Roskelley Machinery 
Inter-Plant Sales 
Action Machy Co 
Yoder Machinery 
Wheeler Machinery 
McKean Machy Sales 
Mohawk Machinery 
Piedmont Machinery 
Yoder Machinery 
G-2000 Inc 

Myers Technology Co 
Hildebrand Machy 
Perfection Machy 
Belmont Machinery 
Worldwide Machine 
Machinery Values 
McKean Machy Sales 
N & R Machine Sales 
Belmont Machinery 
Worldwide Machine 
Mohawk Machinery 
Yoder Brothers 
Belmont Machinery 
G Washington Machy 
Adams Machinery Co 
Great American Eqpt 
Thoroughbred Machy 
Belmont Machinery 
Belmont Machinery 
Smith Machinery Co 
Belmont Machinery 
Belmont Machinery 
Standard Industrial 
Yoder Machinery 
Belmont Machinery 
SMF & Machine Tools 
Great American Eqpt 
John Stineman Sales 
Vander Ziel Machy 
Hildebrand Machy 
Turner Industries 
Belmont Machinery 
Belmont Machinery 
Strand Indust Machy 
Belmont Machinery 
Machy Consultants 
Prestige Equipment 
FMI Trading LLC 

N & R Machine Sales 
Machinery Solutions 
Yeoman Machinery 
Yoder Brothers 
Blumberg Machinery 
Belmont Machinery 
A Green Co Inc 
Poreba Machine Tool 
Belmont Machinery 
Blumberg Machinery 
Belmont Machinery 
Blumberg Machinery 
Prestige Едиїртепї 
Prestige Equipment 
Belmont Machinery 
Prestige Equipment 
Prestige Едиїртепї 
Vander Ziel Machy 
Equipment Hub 

CNC Exchange 
Machy Consultants 
Silverlight CNC 
Smith Machinery Co 
Smith Machinery Co 
Kaste Industrial 
Belmont Machinery 
Belmont Machinery 
Sterling Machy Exc 
Vander Ziel Machy 
Trader Machinery 
Harris Machine Tool 


DEALER 
HGR Indust Surplus 
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SLIDING & GAP BED LATHES - (267 listings on our website!) 

14"/23" x 40" Goodway #GW-1440, gap bed engine lathe,3 & 4-jaw chucks,5 HP,1800 RPM 
17" x 40" PRM #430N, gap bed engine lathe,9-3/4" SOCS,2-Axis AcuRite DRO,3-jaw 10"chuck 
17" x 60" Republic #16-S, gap bed engine lathe,in/mm,3 & 4-jaw chucks,1991,#77150 

20" x 80" Nardini #IN-2000T, gap bed engine lathe,11-3/4" SOCS,in/mm,3-jaw 15-3/4" chk,'86 
21"/28" x 80" Kingston #HL2000, Gap Bed Engine Lathe, 25-1500 RPM, Steady Rest, 1980 
21.81" x 80" Clausing Colchester #V550, gap bed engine lathe,3-jaw 15-3/4" chuck,2010 
24"/39" x 52"/84" LeBlond #Regal, sliding gap bed lathe,Sony LH52 2X DRO,1977 

24"/34" x 70" Turri #T-300SB, sliding gab bed engine lathe,16" SOCS,AcuRite 2-Axis DRO 
24" x 72" Tos #SN55, Gap Bed Lathe, 2.75" Bore, 12.25" 3 Jaw Chuck 

24"/36" x 80" Lansing #24G, gap type lathe,taper,in/mm,19"4-jaw, 12"3-jaw,S/R,hard ways 
24"/34" x 80" Sirco #PA-24, engine lathe,3.5" spdl bore,12"3-Jaw chk,(2) S/R,3-way tlpst 
26"/49" x 50"/96" LeBlond 22516, sliding bed engine lathe,rapid traverse,coolant,20 HP 
36"/66" x 120"/160" Tacchi #TA4-1, sliding bed,6"bore,700 RPM SR,chk,s/n #95479 


OIL FIELD AND HOLLOW SPINDLE LATHES - (62 listings on our website!) 

24" x 52" LeBlond #Regal, gap bed,hollow spindle lathe,18-1/4" SOCS,9" spindle bore 

24" x 72" Leblond #Regal, hollow spdl engine lathe, 5" spdl., 16-1200 RPM, thread dial, coolant 
25" x 120" Dean Smith & Grace, 10" hollow spdl. lathe 

25" x 240"/96" Lodge & Shipley dual-side, 20" A1 spdl nose,12-5/8" spdl hole,6-338 RPM,25 HP 
26" x 20' LeBlond #Regal, hollow spindle engine lathe,15" chuck,steady rests,20 HP 

27.5" x 120" Lehmann #2516, hollow spdl engine lathe, 4-jaw front & rear chk, 12" hole 

28" x 180" Lansing #G28, dual chuck Oil Country lathe, 22" SOCS, DRO, s/n 311273 

29" x 118" Broadbent, 16" hole, 350 RPM, steady rest, Newall DRO, 30 HP, rebuilt 

32" x 118" Kuraki #LC-12/30, hollow spindle lathe,(2) 4-jaw 24 chks,in/mm,refurb.'18 

36" x 157" Poreba ZTPK90, engine lathe 

36.5" x 80" Poreba #TRP-93 7.8, hollow spdl engine lathe, 32" chk,4-jaw, 7.8"hole, in/mm, A1-15 ... 
36.6" x 118" Poreba #TRP-90, hollow spdl,12.5"hole,tpr attach,tlstk, S/R,in/mm thrdg 

42" x 120" Lansing #G-42-16.5, 16.5"hollow spindle engine lathe,twin 40" chucks,1986 

47" x 314" Spark #CJKx8000, 18"hole,5-315 RPM,Fanuc 01-ТЕ CNC,2023,#32905 


PRECISION AND SECOND OPERATION LATHES - (83 listings on our website!) 
Hardinge #DSM-59, second operation lathe, 9" sw, 1 HP 

Hardinge #DSM-59, second operation lathe, turret & cut-off 

Hardinge #05М59, Shop Lathe, 6" X 18", collet chuck, tailstock, 1 HP 

Kent USA #CS-1860, manual precision lathe,18" swing x 63"сс,7.5 HP,3-jaw 10" chuck new 
Kent USA #HW-2680, manual precision lathe,26" swing x 80"сс,15 HP,3-jaw chuck,new 
Levin Watchmakers w/Micro Drilling att,3C collet clsr w/D adaptor,tlstk, Mic Stop,50 hrs,2006 
Monarch #10EE, Tool Room 10" x 20" 

Sharp #1440F, precision lathe, 14" swing,8-5/8" SOCS,40"cc,3-jaw 8" chuck,DRO,in/mm,new 
Jet #GH1440ZX, heavy duty precision lathe,14"swing,3.125" thru hole,2-Axis Acu-Rite DRO 
Hardinge #HLV-H, 11" x 18", Inch Threading, 5C Collet Closer, Collets, Chuck 


RAM TURRET LATHES - (17 listings on our website!) 

No. 3 Warner & Swasey, M1200, turret lathe,15-3/8" swing,7' SOCS,10"length,5 HP,#76881 
No. 4 Warner & Swasey, M2240,Turret Lathe, Serial #R1621906 

No. 5 Warner & Swasey, turret lathe, 475490 


SADDLE TURRET LATHES - (67 listings on our website!) 

No. 4A Warner & Swasey, M1500,level hd,4-Jaw 24" chk,9-1/4" spdl hole,4-way toolpost,'52 

No. 4A Warner & Swasey, M1500, turret lathe,24" 4-Jaw chk,28.25" sw,60" center,1954 

No. 4A Warner & Swasey, M3550, square head saddle type turret lathe,28-1/4" swg,59-7/8" cc,1956 

No. 4A Warner & Swasey, M3550, turret lathe,28-1/4" swing,4-jaw 28" chuck,low hours 

No. 4A Warner & Swasey, M3580,square hd,28-1/4" swg,62" cc,A2-15 spdl nose,cint,1966 

No. 4L Gisholt, saddle type turret lathe,31-3/8" swing o/ways,24-1/2" SOCS,S/N 976-18 

No. 5 Gisholt, Turret Lathe, 5" Bore, 20" Swing, 10-1/4" SOCS, 25-1500 RPM, 1975 

No. 7A-5 Jones & Lamson, 5-1/4"thru hole,20" swg,750 RPM,12"4-jaw chk,tlstk,1950 

No. TR-5A-6000 Poreba, 45.87" swg,23.23" center height,8" -16" spdl bore,33.07 cross slide, in/mm, new 


ASP, up to 160" Wide x .250" to 6" Thick, Built- 
to-Order 


Mfr: 

Model: 

Seller: American Steel 
Toledo, OH 

Tel: 419-843-6051 

SR ID: 387549 

Price: Call for Price 


Levelers, Plate 


Asp 


Search Plate Levelers on SurplusRecord.com to 
view all 9 listings. 


PLATE LEVELERS - (9 listings on our website!) 

Bendmak £BPSM, 31.49" X 2" Plate Leveling Machine,9-rolls,Bendmak Control Panel, new 
Herr Voss #VKL108/5.5-9/5 4HI LH, leveler, 96" x 1/2", 150 FPM 

Metform #MCO1177-2, 5-roll, 2-1/2" roll dia, 6" strip width, .05" thickness, hyd 


612-940-8945 
717-846-2600 
800-622-4463 
717-846-2600 
816-330-2138 
717-846-2600 
717-846-2600 
717-846-2600 
216-478-6657 
513-771-1952 
519-240-7348 
800-622-4463 
815-285-2660 


616-868-1111 
419-269-2000 
713-822-5858 
513-771-1952 
800-622-4463 
713-822-5858 
310-487-3800 
612-521-5700 
631-586-5252 
775-722-2236 
973-497-7570 
281-376-8950 
972-713-0828 
631-249-5566 


800-289-3519 
714-441-1992 
419-536-4445 
847-580-6800 
847-580-6800 
508-791-6800 
888-589-6721 
713-462-5800 
952-933-6755 
847-276-2761 


800-622-4463 
216-771-6473 
800-622-4463 


800-245-3194 
800-245-3194 
717-846-2600 
216-741-8900 
800-245-3194 
515-999-2999 
205-664-9644 
412-472-0500 
847-968-2000 


December 2023 


DEALER 

Fram Fram LLC 
Hildebrand Machy 
Yoder Machinery 
Hildebrand Machy 
Revelation Machy 
Hildebrand Machy 
Hildebrand Machy 
Hildebrand Machy 
HGR Indust Surplus 
Mohawk Machinery 
CJM Machy Sales 
Yoder Machinery 
Mobius Group LLC 


DEALER 

Vander Ziel Machy 
Yoder Brothers 
Thoroughbred Machy 
Mohawk Machinery 
Yoder Machinery 
Thoroughbred Machy 
RAAR Group USA 
Hoff Machinery, Inc 
Pride Machinery 
Breitmeyer 
Machinery Values 
HTR Global Inc. 
Sunwest Trading 
Prestige Equipment 


DEALER 

Midstate Machinery 
ACT Machinery 
G-2000 Inc 
Blumberg Machinery 
Blumberg Machinery 
A Green Co Inc 
Wheeler Machinery 
Harris Machine Tool 
Naab Sales Corp 
Liberty Machinery 


DEALER 
Yoder Machinery 
IFE Machinery 
Yoder Machinery 


DEALER 

N & R Machine Sales 
N & R Machine Sales 
Hildebrand Machy 
Cleveland Machy 

N & R Machine Sales 
N S Machine Corp. 
Scott Mchy & Supply 
WHEMCO Inc 
Poreba Machine Tool 


SR ID 
476682 
429267 
476071 
436975 
477145 
430808 
201325 
448330 
480042 
399747 
445857 
476900 
652183 


SRID 
435738 
427223 
429473 
809444 
476899 
429435 
424352 
121974 
053222 
470523 
399129 
200587 
372290 
458212 


SRID 
441281 
457649 
434754 
474850 
474851 
252343 
459929 
470832 
467431 
469678 


SR ID 
468475 
277093 
468479 


SRID 
133379 
196540 
448331 
386908 
238716 
136779 
246277 
288676 
464760 


Butech, 72" x .500" cassette leveler, 11 work 
rolls, 5.5" work roll dia.,85000 psi,2002 


FL 
NJ 
OH 


813-444-4555 
973-358-7208 
419-872-2364 


- Tel: 


Mfr: 
Model: 


Butech 


Seller: Galaxie Corporation 


Wayne, MI 
734-727-0600 
SR ID: 294394 
Price: Call for Price 


DEALER 

Southern Fab Machy 
National Machinery 
Universal Tube 


SR ID 
439630 
475523 
269799 


3500 Ib. Caterpillar, LP gas forklift, Nissan K21 4 
cyl engine, 2006 


17250 Ib. Hyster #S180XL2, forklift,L PG,2 
stage, 100" lift height,36" load center,hard ... 


Mfr: Hyster 
Model:S180XL2 
Seller: Vander Ziel Machy 


Forklifts 


Mir: 
Model: 
Seller: FDF Equipment 


Caterpillar 


Cuauhtemoc 
+52-625-133-8181 
SR ID: 463999 

Price: $9,800 


Search Forklifts on SurplusRecord.com to view 7 we Tel: 


all 848 listings. 


FORKLIFTS - (848 listings on our website) 

2200 Ib. Drexel #SLT22, electric swing mast forklift, 42" fork Igth, battery, PSI prog. security lock 
3000 Ib. Yale #GLCO30FNUAE083, forklift, 4 cyl engine, 1998 

3000 Ib. Yale #GLPO30AFNUAE084, forklift, Mazda 4 cyl engine, 2002 

3000 Ib. UniCarriers #MCP1F1A15LV, forklift, Nissan K21L 4 cyl engine, 2018 

4000 Ib. Mitsubishi #FG20, forklift, Mitsubishi 4 cyl engine, 2000 

4000 Ib. Nissan #MP1F2A25LV, Triple stage,sideshift,non marking cushion tires,LP,auto 


GENERAL EQUIPMENT 


CA 


AZ 


626-444-0311 
+52-625-133-8181 
+52-625-133-8181 
+52-625-133-8181 
+52-625-133-8181 
520-836-9727 


Alto, MI 
Tel: 616-868-1111 
SR ID: 464386 
Price: $39,500 


DEALER 

Sterling Machy Exc 
FDF Equipment 
FDF Equipment 
FDF Equipment 
FDF Equipment 
Peterson Machinery 


SR ID 
459116 
469829 
469830 
469828 
469831 
436968 


63 


December 2023 


FORKLIFTS - (848 listings on our website!) 

4000 Ib. Yale #GLP040AFNUAE084, forklift, Mitsubishi 4 cyl engine, 2000 

4500 Ib. Raymond #EASI, narrow aisle,mast: 95" lowered/211" raised,forks: 48",Deka 36 V. battery 
4600 Ib. Mitsubishi #FG25N, forklift, side shift, 132" lift ht, 3-stage mast, LP gas, pneumatic ... 
4900 Ib. Hyster #S50FT, propane forklift, side shifter, 2-stage mast 

5000 Ib. Hyster #S50XL, Forklift, Side shift, triple stage, LP engine, Automatic, 1990 

5000 Ib. Linde #H20D-03, forklift, 187" lift ht, diesel fuel, Volkswagen ADG engine, solid tires ... 
5000 Ib. Toyota Z8FDU25, forklift, Toyota 102-3 4 cyl engine, 2016 

5000 Ib. Yale #GLPOSOLXNDAEO087, forklift, Mitsubishi 4 cyl engine, 2019 

5000 Ib. Yale £ZGLPO50MXNEAEO86, forklift, Mitsubishi 4 cyl engine, 2018 

6000 Ib. Ford, rough terrain fork lift, 48" forks, 100" mast ht, 12' lift, side shift 

6000 Ib. Linde #H30D, triple stage, 6' freelift, sideshift, 2008 

7000 Ib. Linde #H35D, rollover attachement, diesel, triple stage mast, 6' freelift, 2009 

8000 Ib. Yale #GLCO80LUNGAEO88, forklift,paper splitter attachment,247 hrs,92"/185" mast 
10000 Ib. Komatsu #FG45T, LPG forklift, 3 stage, serial #61514 

10000 Ib. Yale #GDP100MJNPBV110, diesel forklift, 13'3"lift height, 2006 

12000 Ib. Hyster #S120FTPRS, forklift w/60" clamp,185" raised mast/92" lowered mast,2018 
13227 Ib. Yale Veracitor #60VX, forklift 

18000 Ib. Caterpillar #V180B, forklift truck, 12.5' mast 

25000 Ib. Autolift #ERA250, electric stand up,with batteries & charger,2 stage,1980 

25000 Ib. Clark #CH250-8, Propane,8'forks Igth,201"lift ht,pneu. tires,Chrysler V8 engine 
30000 Ib. Rico Pegasus Elite #PG300, forklift, LP gas, 2-stage, 12'lift ht, hard tire, 416366 
45000 Ib. Taylor #TY450M, diesel forklift,36" load center,96"fork w/positioner,1988 

60000 Ib. Autolift, diesel, large forks, good condition, $39,000 

80000 Ib. Taylor #TEC-950, lift truck, Cummins diesel engine with turbo, 1999 

Hyster #S60XL-2, propane forklift,18'8" lift height,3 stage full free lift mast,side shift 

Sellick #R100-016-914, forklift, 2014 

99300 Ib. Terex reach stacker, diesel, 48'lift height, 29'reach, 2004 

4500 Ib. Clark #TMG-25, 36 V. electric forklift with side shift, only 326 hours 


Brown & Sharpe ZOne-7.7.5, CMM, 
27.6" X,27.6" Y,23.6" Z, Renishaw MH20i probe, 


Measuring Machines, SC 


(CMM's) Ü =ч. Mfr: 


Brown & Sharpe 
Model:ONE-7. 7.5 
Seller: Machnet 

Santa Monica, CA 
Tel: 310-909-2020 
SR ID: 330647 
Price: Call for Price 


Search CMM on SurplusRecord.com to view all 
265 listings. 


COORDINATE MEASURING MACHINES (CMM) - (265 listings on our website!) 

AIMS #Revolution-HB-8.10.6, 5-Axis Shop Floor CMM,29.92" X,39.37" Y,23.62" 2,2022 

Brown & Sharpe #DCC-Gage-4-5-4, CMM, 16"X,20" Y,18"Z, PC DMIS CAD 2017 R2, articulating probe, remote ... 
Brown & Sharpe #Gage-2000, measuring station 3D 

B & S #Global-Image-9158, 900x1500x800mm,RC1 ctrl,Renishaw PH10MQ/TP20,PC-DMIS CAD 

B & S #Global-Advantage-91 28, 900x1200x800mm, TesaStar/Leitz probing, PC-DMIS CAD++ 

В & S #Global-Classic-5.5.5, 500x500x500mm,Tesa manual probing, PC-DMIS CAD 2014 

B & S #Global-Classic-9.15.8, 900x1500x800mm,Renishaw PH10MQ/TP20,PC-DMIS CAD++ 

Brown & Sharpe #Global-FX-9128, CMM,35.43" X,47.24" Y,31.40"Z,41" btwn columns,2004 

Brown & Sharpe £Global-Image-FX-7.10.7 DCC, CMM, 27.6" X,39.4" Y,27.6"Z, Renishaw PH10M w/ TP200 ... 
Brown & Sharpe #Global-Performance-12.22.10, Renishaw PH10MQ/TP20,PC-DMIS CA 

B & S #MicroVal-343, manual bridge type,14x16x12"range,Renishaw 5-Axis probe,#5141 

Brown & Sharpe £One-7107, 700x1000x700mm, Renishaw PH10T/TP20, PC-DMIS CAD 

Coord3 #Universal-20.09.08, CMM, 2019 

Creaform #MetraSCAN-750, hand held optical CMM,CNC ctrl,HandyProbe accessory kit,2020 

DEA #Scirocco-15.10.9, 1500x1000x900mm XYZ, Renishaw PH9/TP2, PC-DMIS CAD 

Faro #Edge, portable 7-Axis measurement system, 9'arm length, low hours, 2015 

Faro #Edge 9', Portable CMM Coordinate Measuring Machine, 2017 

Faro #Vantage-E6 laser tracker, software,probe kit,hard & soft cases,2021,#31884 

Helmel #Checkmaster-112-102, manual coordinate measuring machine CMM, Amatrol ctrl system 
Hexagon #7107SF, 710x1010x680mm, probing, PC-DMIS Touch, 2016 

Hexagon #Global-Advantage-7.10.7, bridge type CMM,27.56" X,39.37" Y,25.98"Z, Tesa Star SM-LSP-X1H ... 
Hexagon #Global-Image-12.22.10, DCC CMM, 47.24" X,86.61" Y,39.37"Z, Renishaw probe, B3C-LC ctrlr, 2015 
Hexagon #Global-Performance-5.5.5, CMM, 2013 & 2014 (2) 

Hexagon #Metrology-SF7.10.7, 54"x51"x8" Thick Granite plate, Hexagon HH-MI probe,2015,S44712 
Keyence #IM-6225, portable shop floor CMM system, 2016, #32770 

Keyence #XM-1600, handheld probe CMM, RS-232 

Keyence #XM-C1000, handheld probe CMM, 23.62" X,11.81" Y,7.87" Z, XM-T1200 ctrir, 2017 

LK #Evolution-15.10.8, CMM, 59.6" X,39.3" Y,31.5"Z, Renishaw PH20 head, 2011 

LK #G90C-12.20.10, measuring machine,47.2" X, 78.7" Y, 39.3"Z 

LK #Integra-8.7.6, CMM, 31.5"X,27.5" Y,23.6"Z, 2006 

Mitutoyo #Bright A707, DCC/CNC CMM, moving bridge,Renishaw ctrl,28" X,28" Y,24"Z,2002 
Mitutoyo #Crysta-Apex-S9.10.6, 900x1000x600mm, Renishaw PH10M/TP200, MCOSMOS 

Mitutoyo #Crysta-Apex-S-12.30.10, CMM, 47.2"X,118.1" Y,39.4"Z, probe change rack, PH10MQ, 2015 
Mitutoyo #Crysta-Apex-S7106, Coordinate Measuring Machine,27.6" X,39.4" Y,23.6"Z,2018 

Mitutoyo #Crysta-Plus-M574, 19.69"x27.56"x15.75" 20.08" тах workpiece height,2014 

Numerex #4040-24 DCC Renishaw 

RAM Optical #SNAP Digital Measuring System, 3" Field of View, 5um Accuracy, 2013 

Sheffield #Discovery-ll CMM, 20" X,24" Y,16"Z, Renishaw probe, 2006, #32734 

Sheffield #Discovery-lI-D-8, DCC Coordinate Measuring Machine 

Sheffield #Endeavor-12.15.7, 1200x1500x700mmm, Control, PC-DMIS CAD++, Renishaw TP20 
Tektronix #MSO54 Series 5 Mixed Signal Oscilloscope,350MHz, 15.6" touchscreen display,'17 

Virtek Flat Parts Laser Inspection Machine, 48"x48"table,software,2015,#32296 

Wenzel #LH87, 800x1500x700mm,Renishaw PH10/TP20/SP25 

Wenzel #LH128, 1200x1600x800mm,Renishaw UCC S5 Ctrl,Renishaw REVO-2, MODUS 

Wenzel #WPC-2030, CMM, 55" x 120" x 30"granite table, S/N RS951176, 2016 

Zeiss #Contura-G2-7.10.6, 700x1000x600mm,Calypso 2016,Vast XXT probing,Zeiss ctrl,2009 

Zeiss #Contura-G2-10/12/6-AKTIV, CNC CMM, 39.37" X,47.24" Y,23.62" Z, 52.91" x 36.22" tbl., 2012 
Zeiss #Duramax-5/5/5, DCC CMM, 20"X,20" Y,20"Z, C99L, Calypso 5.6.0800.0800 software, 2013 
Zeiss #Duramax-5/5/5, CMM, 19.7" X,19.7" Y,19.7"Z, Vast XXT scanning probe head, Calypso 6.6.2 ... 
Zeiss #Prismo-Navigator-12/24/10 CMM,X=1200, Y=2400,Z=1000mm, Vast XTR Gold Probe,Calypso CNC,Gear ... 
Zeiss #UPMC-Ultra, CMM,850mm-X,1150mm-Y,600mm-Z,4th Axis rotary table,2011 
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MN 
MI 
CA 
AZ 
TX 


OH 
AZ 
AZ 
PA 
ON 
AZ 
PA 
IL 
IA 
MI 
FL 
MI 
ок 
он 
MX 
WA 
IL 
CA 
CA 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


+52-625-133-8181 
651-315-6876 
248-926-8400 
626-444-0311 
520-836-9727 
915-256-2139 
+52-625-133-8181 
+52-625-133-8181 
+52-625-133-8181 
216-761-7011 
520-836-9727 
520-836-9727 
215-664-6016 
416-366-2326 
520-500-7454 
215-664-6016 
847-750-3339 
515-233-6330 
269-948-3377 
813-444-4555 
616-868-1111 
918-236-4843 
419-843-6051 
+52-155-1451-7028 
360-864-2800 
847-750-3339 
510-887-7500 
916-870-8061 


DEALER 

FDF Equipment 
Webcut Converting 
Lee Stevens Machy 
Sterling Machy Exc 
Peterson Machinery 
FMI Trading LLC 
FDF Equipment 

FDF Equipment 

FDF Equipment 
McKean Machy Sales 
Peterson Machinery 
Peterson Machinery 
Global Equipment 
Platinum Asset 
Acrylic Display 
Global Equipment 
Alan Ross Machinery 
Smith Machinery Co 
Dan Dimond Equip 
Southern Fab Machy 
Vander Ziel Machy 
Hillary Mchy LLC 
American Steel 

Hilco Global Mexico 
Machinery Scene 
Alan Ross Machinery 
Sierra Equipment 
Slater Honey Farms 


SR ID 
469832 
469309 
446385 
427660 
436969 
475528 
469833 
469835 
469837 
456138 
436586 
436587 
295406 
446333 
425248 
404441 
474827 
429645 
261014 
470349 
391832 
464231 
125330 
448803 
434186 
474825 
444673 
464562 


Hexagon #7107SF, 710x1010x680mm,DC241 
ctrl,Hex HH-A-T5 probe head, PC-DMIS CAD 2017 


IL 
sc 
MX 
NY 
NY 
ON 
NY 
PA 
CA 
ON 
IL 
NY 
CA 
KY 
ON 
GA 
OH 
NY 
MA 
ON 
OH 
CA 
OH 
IL 
NY 
co 
co 
CA 
ON 
CA 
OH 
ON 
CA 
IL 
IL 
MN 
IL 
NY 
WI 
NY 
CT 
NY 
ON 
ON 
MX 
ON 
MI 
CA 
IL 
MI 
WI 


EN u 


815-547-0990 
803-548-8000 
+52-155-1451-7028 
800-606-9266 
800-606-9266 
800-606-9266 
800-606-9266 
717-846-2600 
310-909-2020 
800-606-9266 
630-443-7865 
800-606-9266 
818-465-6700 
502-802-4008 
800-606-9266 
770-621-0495 
937-278-7337 
631-249-5566 
918-813-0357 
800-606-9266 
513-771-2111 
310-909-2020 
234-571-1310 
847-427-3333 
631-249-5566 
303-651-6545 
303-651-6545 
310-909-2020 
800-606-9266 
310-909-2020 
513-771-2111 
800-606-9266 
310-909-2020 
773-866-9600 
847-265-1075 
763-493-0026 
847-276-2761 
631-249-5566 
262-548-6080 
800-606-9266 
860-680-9811 
631-249-5566 
800-606-9266 
800-606-9266 
+52-155-1451-7028 
800-606-9266 
248-426-5555 
310-909-2020 
312-226-4150 
248-680-1000 
262-548-6080 


Mfr: Hexagon 
Model:7107 SF 
Seller: CMMXYZ 

NY 
Tel: 800-606-9266 
SR ID: 437567 
Price: Call for Price 


DEALER 
Machinery Source 
Champion Machinery 
Hilco Global Mexico 
CMMXYZ 

CMMXYZ 

CMMXYZ 

CMMXYZ 

Hildebrand Machy 
Machnet 

CMMXYZ 

Hitech Machy Sales 
CMMXYZ 

Machinery Network 
Machine Tool Emp 
CMMXYZ 

Equipment Hub 
Advanced Jones Mchy 
Prestige Equipment 
CrossOcean Trading 
CMMXYZ 

Great American Eopt 
Machnet 

Univ Automatics 
Perfection Machy 
Prestige Eguipment 
Automatics & Machy 
Automatics & Machy 
Machnet 

CMMXYZ 

Machnet 

Great American Eopt 
CMMXYZ 

Machnet 

Asset Exchange Corp 
Ditter Industries 
Alliance Metrology 
Liberty Machinery 
Prestige Equipment 
WI Metalworking 
CMMXYZ 

NE Industrial Mchy 
Prestige Equipment 
CMMXYZ 

CMMXYZ 

Hilco Global Mexico 
CMMXYZ 

Tramar Industries 
Machnet 

Mchy Marketing Intl 
Gibbs Industries 

WI Metalworking 


SRID 
473508 
447969 
446425 
448937 
448936 
401948 
457729 
394854 
453623 
361998 
322956 
443878 
443972 
348511 
290637 
427823 
463509 
277672 
477362 
434315 
469314 
423514 
448712 
469698 
435802 
322345 
303385 
469019 
319159 
469020 
321856 
430741 
469018 
437067 
320772 
359884 
272253 
441428 
430917 
435557 
348482 
348228 
291881 
270537 
448866 
434314 
471334 
420923 
471990 
480549 
289703 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


Millers, Bed and Knee 


Millers, Plain, 
Horizontal, Bed and 


2"table,auto lube & coolant,#76888 


— SS Mfr: Cincinnati 
Model:-5 


Seller: Yoder Machinery 


| | Holland, OH 
Search Horizontal Knee Miller on Tel: 800-622-4463 


: Еда SR ID: 435477 
SurplusRecord.com to view all 76 listings. Price: Call for Price 


Cincinnati #5, plain horizontal mill,20" x104-1/ 


Kearney & Trecker #310-515, plain horiz 
mill,15"x68" T-slotted tbl,#50 taper,10 ... 


Mfr: Kearney & Trecker 


December 2023 


Model:310-S15 


Seller: Belmont Machinery 


Aurora, IL 
Tel: 630-844-9288 
SR ID: 406335 
Price: Call for Price 


BED AND KNEE MILLING MACHINES - HORIZONTAL - (76 listings on our website!) 
Cincinnati 42M, horizontal mill w/vertical head,10-1/2" x53" table,5 HP,#50 taper,#77029 
Cincinnati #2ML, horizontal mill,10" x54"table,power rapid traverse,5 HP,#50 NS taper,#77016 
Kearney & Trecker #315-TF-16, Horizontal Mill,15" x 78"table,#50 NST,15-1500 RPM 

Kearney & Trecker #550TF-20, horizontal mill,18"x96" table,2-Axis DRO,50 HP#50 NS 

Kearney & Trecker Milwaukee #S-12, Horizontal Mill, 58x12, S/N 7/9364 

Supermax #YCM-2H, heavy-duty horiz mill,pendant ctrl,11" x52"table work surface,5 HP 


Millers, Vertical, be HP,31"X,12" Y,16"Z,W/S,2u ... 
Bed and Knee Type — *z e GEN 


Seller: Machinery Central 
KY 
Search Bed Knee on SurplusRecord.com to view Tel: 502-219-7311 


SR ID: 448822 


all 655 listings. Price: $8,950 


BED AND KNEE MILLING MACHINES - VERTICAL - (655 listings on our website) 

Acer #3VK, 10"x50"tbl,34"long,16"cross,16" vert.knee,5" quill,20" ram,3 HP,brand new 

Atrump #3EF/E6FC, 14" x52"table,41" X,22" Y,6 HP,Centroid ctrl,PDB,#40 taper,4000 RPM,2005,S44799 
Baileigh 4VM-949-3, vertical ram type mill,9" x49"table,3 HP,20152-Axis Mitutoyo DRO 

Birmingham #BPV-3942, Vertical Mill,9" xa9"table,3 HP,V/S,Mitutoyo 2-Axis DRO 

Bridgeport #2J, milling machine,9" x48" tbl,V/S head,Fagor DRO,sgl shot lubrication,1985 

Bridgeport #2J, milling machine,9"x48"tbl,V/S head,hard chrome ways,sgl shot lube,1983 
Bridgeport #5KC180FJ222A, vertical mill,24" x9"table,3/4 HP,1 Ph,2720 RPM,220 V. 

Bridgeport #J-Head, vertical mill, 9" x42" power feed table, 1 HP, clean 

Bridgeport #Series-l, vertical mill,2 HP,9" x49"T-slotted table,3-Axis Newall DRO,R-8,2023 

Bridgeport #Series-ll, Vertical Mill, 11"x58" table, 4 HP, 50-3500 RPM, Acu-Rite II DRO 

Bridgeport #Series-1, vertical miller, 9" x49"tbl., 3 HP, 36" X,12" Y,5"Z, R-8, X-Axis power feed ... 
Bridgeport #Series-l, vert knee mill,9" x42"table,2 HP,power feed оп X,6" Kurt vise,#16542 

Bridgeport #Series-l, vertical mill, 9"x42"table, 2 HP, #16595 

Bridgeport #Series-l, vertical knee mill, 9" x42table, 2 HP, Sony 2-Axis DRO, #16567 

Bridgeport #Series-l, vertical mill, 9" x42"tbl., 2 HP, 31"Х,12"Ү,16"2, V/S 2J head, Sony Millman ОВО ... 
Bridgeport #Series-l, vertical mill, 9" x42"tbl., 2 HP, 31"Х,12"Ү,16"2, V/S, R-8, 2J head, Sony DRO... 
Bridgeport #Series-l, vertical mill, 9" x42"tbl., 2 НР, 31"X,12" Y,16"Z, V/S, J head, R8, Acu-Rite ОНО... 
Bridgeport #Series-l, 9" x42"tbl., 2 HP, 4200 RPM, R-8, Mitutoyo 2-Axis DRO, power feed 

Bridgeport #Series-l, vertical mill, 9" x42"tbl., 30" X, 60-4200 RPM, 1.875" spdl dia., V/S head, work ... 
Bridgeport #Series-l, 9" x48"table,2-Axis DRO,2 HP, vari-speed,chorme ways,power feed,draw ... 
Bridgeport #Series-l, 9" x48" table,2 HP,650-4200 RPM vari-speed,chrome ways,power feed,type JA ... 
Bridgeport #Series-l, 9"x48"table,2-Axis DRO,2 HP,vari-speed,chrome ways,power feed,swivel ... 
Bridgeport #Series-I, 2 HP,9"x48"tbl,36"travel,vari-speed,Mitutoyo 2 Axis DRO,Servo long. & ... 
Bridgeport #Series-l, vertical mill, 9" x48" table, DRO, 3 HP, USA made, excellent, 1993 

Bridgeport #Series-l, vertical milling machine, 2 HP, 1979 

Bridgeport #Series-l, vertical knee milling machine,2-Axis DRO,Servo power table feed 

Bridgeport #Series-ll, vertical milling machine,11" x58"table,2 HP,power feed,R-8,#29210 

Bridgeport #Series-ll, vertical mill,11"x58"table,4 HP,2-Axis DRO,power quill feed,40 taper with ... 
Bridgeport #Series-ll, vertical mill,11" x58" table,4 HP,power quill travel,#40 Quick Change taper 
Bridgeport milling machine, range 4900 to 9800 all models 

Bridgeport, vertical milling machine 

Chevalier #FM-4VKH, vertical turret milling machine,10" x50"table,5 HP,NST 40 taper 

Cincinnati #2, vertical mill,12-1/4" x53-3/4"table,5 HP,4 position vertical turret stop, £50 NS 

Cincinnati 4330-18 Vercipower, vertical mill,18" x72"table,7.5 HP,1971,rebuilt 2000 

Cincinnati #4, vertical milling machine,18" x80" table, 20 HP,4-way autocycle leveler 

Cincinnati #Vercipower-830-25, high column vertical mill,25" x128"tbl,30 HP,84" X,18" Y,32"Z,#50,1970 
Clausing Kondia #FV1-48VS08, vertical mill, 9" x48"tbl., 3 HP, 33"X,15" Y,16"Z, 60-4000 RPM, R8 ... 
EXA #942C1, Vertical Turret Mill 

First #LC-1.5VS, 9"x49"table,3 HP,variable speed head,R-8 spindle,2-Axis Heidenhain DRO 

First #LC-1-1/2VS, vertical milling machine, 9"x42"table,2 HP,2-Axis Heidenhain DRO,2013 

СМС #GMM-1054VPKG, vertical mill, 10" x54" tbl., 3 HP, 36.5" X,16" Y,16"Z, 70-4300 RPM, R8, X-Axis power ... 
СМС #GMM-1054VPKG, vertical mill, 10" x54" tbl., 3 HP, 36.5" X,16" Y,16"Z, 70-4300 RPM, R8, X-Axis power ... 
Jet, vertical milling machine, 9"x42"table, DRO 

Kent USA #KTM-3VKF, manual knee mill,10" x50"table,3 HP,variable frequency drive, пем 

Lagun #FT-1, vertical knee mill,9" x42"table,X&Z power feed, Anilam DRO,inverter drive 

Lagun #FTV-1, vertical mill,10"x44"table,AcuRite 2-Axis DRO,3 HP,one shot lube 

Lagun #FTV-2, vari-speed milling machine,9" x49" table,3 HP,Anilam DRO,Servo feed,6" vise 

Lagun #FTV-2, vertical mill,10"x50"table,3 HP,Anilam 2-Axis Wizard 450 DRO,55-4250 RPM 

Lagun #FTV-2S, vertical mill, 10" x50"tbl., З HP, 30"X,16" Y,5"Z, 55-4250 RPM, R-8, 2-Axis DRO, tbl ... 
Lagun #FTV-4, vertical mill, 11"x58"table, Quick Change 40 Spindle, 2-Ахіѕ DRO, power feeds, 4 HP ... 
Mill Art #MZX7550, Milling And Drilling Machine, 9"x39" table, digital read out system 

Precision Matthews #PM-1054V, Vertical Milling Machine, 10" x54" table, 3 HP, 2012 

Seiki #4VH, Variable Speed Vertical Mill with ОНО and Power Feeds, 1998 

Sharp #KMA-1, heavy duty bed type vertical mill,15"x67"table, 750 taper,power feeds,auto lube 
Sharp £LMV-50K, vertical knee mill 

Sharp #TMV-1, vertical knee mill, 10" x50"tbl., 5 HP, 16.3" X,35" Y, 4500 RPM, £40, Acu-rite 3 Axis ОНО... 
Sharp, milling machine, power feed, DRO, near new 

Tree #2UVR, vertical mill, 10.5" x42"table,Anilam 2-Axis DRO,60-3300 RPM,table power fd 

Van Norman #2R-5-28, swivel head,12" x50" table,1600 RPM,#50 taper,5 HP,24"horiz.,'71 

Vectrax #GS20F, 10" x54"tbl,60-5000 RPM,Freq Driven,3-Axis DRO,pwr fds,draw bar,5 HP,12 


GENERAL EQUIPMENT 


es Bridgeport #Series-l, vertical mill,9" x42"tbl.,2 


OH 
OH 
UT 
OH 
TX 
OH 


800-622-4463 
800-622-4463 
801-531-9500 
800-622-4463 
216-478-6657 
513-771-1952 


DEALER 

Yoder Machinery 
Yoder Machinery 
Machy Consultants 
Yoder Machinery 
HGR Indust Surplus 
Mohawk Machinery 


SRID 
469000 
476046 
338317 
476873 
480044 
360105 


Lagun #FTV-1, vertical mill, 9" x42"tbl., 3 HP, 
26"X,16" Y,16"Z, R-8, 55 RPM 


MA 
IL 
OH 
CA 
IL 
IL 
AL 
OH 
IL 
CA 
FL 
MI 
MI 
MI 
KY 
KY 
KY 
IL 
CA 
MI 
MI 
MI 
NC 
MI 
TX 
MN 
IL 
MI 
OH 
CT 
TX 
OR 
OH 
PA 
IL 
ON 
WI 
NV 
ON 
ON 
CA 
CA 
CT 
IL 
UT 
PA 
OH 
CA 
CA 
WI 
TX 
CA 
OH 
WI 
CA 
AZ 
CT 
CA 
IL 
MI 


508-894-0008 
847-427-3333 
800-622-4463 
888-589-6721 
618-616-6736 
618-616-6736 
256-828-3429 
800-745-6008 
630-844-9288 
888-589-6721 
800-638-8888 
616-868-1111 
616-868-1111 
616-868-1111 
502-219-7311 
502-219-7311 
502-219-7311 
312-226-4150 
626-444-0311 
616-949-5910 
616-949-5910 
616-949-5910 
704-334-4609 
586-754-9200 
713-462-5800 
763-745-1166 
847-640-8600 
616-949-5910 
800-622-4463 
860-964-6549 
713-462-5800 
503-620-9031 
800-622-4463 
717-846-2600 
847-673-0556 
905-697-4276 
262-965-3655 
775-722-2236 
416-366-2326 
905-669-7507 
714-545-0940 
714-545-0940 
860-964-6549 
847-580-6800 
801-313-0707 
717-846-2600 
800-525-8665 
888-589-6721 
626-444-0311 
715-886-4926 
216-478-6657 
888-589-6721 
937-278-7337 
715-886-4926 
909-919-9600 
800-289-3519 
860-964-6549 
888-589-6721 
847-525-0099 
616-949-5910 


Mfr: Lagun 
Model:FTV-1 


Seller: Generation Machine 


Sarasota, FL 
Tel: 800-638-8888 
SR ID: 434566 
Price: $6,450 


DEALER 

Nevins Machinery 
Perfection Machy 
Yoder Machinery 
Wheeler Machinery 
Machine Tools Rblt 
Machine Tools Rblt 
Die-Matic Tool & 

C W Wood Machinery 
Belmont Machinery 
Wheeler Machinery 
Generation Machine 
Vander Ziel Machy 
Vander Ziel Machy 
Vander Ziel Machy 
Machinery Central 
Machinery Central 
Machinery Central 
Mchy Marketing Intl 
Sterling Machy Exc 
Turner Industries 
Turner Industries 
Turner Industries 
Piedmont Machinery 
Allied Machinery Co 
Harris Machine Tool 
Machinesused.com 
Kempler Industries 
Turner Industries 
Yoder Machinery 
CNC Parts 

Harris Machine Tool 
Fahey Machinery Co 
Yoder Machinery 
Hildebrand Machy 
Adams Machinery Co 
Nordock Inc 
Alternative Machine 
Breitmeyer 

Platinum Asset 
Trader Machinery 
Mfr. Solutions 

Mfr. Solutions 

CNC Parts 
Blumberg Machinery 
Roskelley Machinery 
Hildebrand Machy 

T & S Tool & Supply 
Wheeler Machinery 
Sterling Machy Exc 
Heart of WI Machy 
HGR Indust Surplus 
Wheeler Machinery 
Advanced Jones Mchy 
Heart of WI Machy 
MachineStation 
Midstate Machinery 
CNC Parts 

Wheeler Machinery 
Raco Machinery Inc 
Turner Industries 


SRID 
926506 
469750 
476944 
465285 
475426 
475433 
351234 
481283 
380143 
459934 
469671 
405611 
422614 
431069 
448823 
448824 
448825 
471991 
473299 
368166 
385525 
389946 
473656 
348959 
464357 
465357 
460906 
428953 
476945 
460504 
476288 
241585 
476883 
448333 
466506 
481002 
455961 
470520 
446306 
473554 
464921 
464922 
478676 
474853 
475512 
434940 
471521 
477141 
473301 
453235 
480050 
459936 
463521 
453236 
461465 
471212 
478677 
474859 
339098 
415977 
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December 2023 


BED AND KNEE MILLING MACHINES - VERTICAL - (655 listings on our website!) 

Webb Champ, Milling machine w/chrome ways, V/S, 10"x50"table 

Acer #EVS-3VK, vertical mill, 10"x50"tbl., 3 HP, R-8, Newall DP700 2-Axis DRO, X Axis power feed ... 
Bridgeport #Series-l, vertical mill,9" xa8"table,2 HP,Newall Sapphire 2-Axis DRO,1986 


Bridgeport #Series-l, vertical mill,9" x48"tbl,2 
HP,33.5"X,12" Y,14"Z, Kurt power draw ... 


e. m Mfr: Bridgeport 
Model:SERIES-I 
Seller: Machinery Central 
KY 
502-219-7311 
SR ID: 472887 
Price: $16,500 


Millers, Vertical/ 
universal, Bed and 
Knee Type, CNC 


Search CNC Vertical Bed Mills on a Tel: 


SurplusRecord.com to view all 192 listings. 


CNC VERTICAL BED MILLS - ( 192 listings on our website) 

Acer #4VK, CNC vertical miller, 10"x50" tbl., Milltronics Centurion 1, TSMU RT-160 4-Axis rotary ... 
Acer #BED-1054, 10"x54" tbl., 5 HP, 31.5"X,20" Y,20.87"Z, joystick, auto lube, 2012 

Acer #Emill-3VSII, vertical mill, 9" x 49" tbl., З HP, 34"X,12" Y,16"Z, 60-4500 RPM, R-8, Trak RMX... 
Bridgeport #EZ-Trak-Series-l, CNC Vertical Mill,9"x48" table,2 HP,Acu-Rite DRO 

Bridgeport #EZ-Trak-Series-l, vert CNC mill,2-Axis,9" x48" table,30" X,12" Y,16" knee travel,2 ... 
Bridgeport #Series-l, 9"x48" ТЫ,30"Х,12"Ү,16"2,2 HP,2-Axis CNC,Acu-Rite Ctrl,1984 

Bridgeport #Series-l, EZ Trak DX mill,9" x48"tbl,2 HP,33.5" X,12" Y,14"Z,vari-speed head,Kurt power draw ... 
Bridgeport ZSeries-Il V2XT, CNC vert mill,3-Axis,DX-32 PC based CNC,9"x48"table,2 HP,1996 
Bridgeport, CNC knee milling machine, ProtoTrak MX2 ctrl 

Clausing #SUP6BVSCNC, CNC bed mill,3-Axis,Acu-Rite Millpwr G2 ctrl,15" x60" table,5 HP,2017 
Clausing #SUP6VBVSCNC, CNC bed mill,3-Axis,AcuRite Millpwr G2 ctrl,15" x60"table,5 HP,2017 
Cleveland #4KS, heavy duty,11"x51"tbl,4 HP,40 tpr,36"X,16"Y,19.6"Z,DRO,2016 

Fryer #MB-11, CNC bed type vertical milling machine,Anilam 3000 ctrl,10"x50"table,7.5 HP 

Fryer #MB-14Q, CNC vertical milling machine,40" X,20" Y,20"Z,swiveling 10 HP head,Siemens 828D,2020 
Haas £TM-1, CNC vertical mill, 30" X,16"Z, 4k RPM, #40, 7.5 HP, 10.5"x47.75"tbl., 5 gal. coolant tank ... 
Hurco #KMB-1, CNC 3 Axis Knee Mill,14" x50"table,2.5 HP,150-3600 RPM,S/N KX8008094-D 

Kent USA #BM-3, CNC bed mill with Millpwr CNC ctris,10"x50"table,3 HP,air power draw bar,new 
Makino #KE-55, CNC vertical milling machine,14.76" x31.5"table,7.5 HP,Pro Junior CNC,1995 

Meehanite / Supermax £YCM-40, CNC vertical mill 

Millport, 3-Axis ProtoTrak МХЗ CNC knee mill with Kurt automatic power draw bar,10" x50"table,3 HP 
Milltronics #MB-19M-B, CNC knee mill, 13" x50" tbl., 7.5 HP, 35"X,19" Y,22.5"Z, 4k RPM, #40 

Milltronics #MB-20, 3-Axis cnc Vertical Bed Mill, 2015 

Milltronics #Partner-MB20, CNC vertical mill,13" x50" table, 440 taper,Centurion V ctrl,S44710 

Milltronics #Partner-VKM4-Series-D, CNC knee mill,12"x53"table,7.5 HP,#40 taper,2008 

Promill #PJOM-2V, 9"x42"table,26" X,10" Y,16"Z,50-4200 RPM,R8 spdl,spdl feed,pendant ctrl 

Santec #RB-10, 2-Axis CNC bed mill,9"x42"table,3 HP,Proto Trak MX2 CNC Ctrl. 

Santec #RB-10, 9"x42"tbl., 3 HP, 30"X,12'Y,18"Z, 2-Axis, Proto Trak MX2, 3-Axis DRO 

Santec #RB-10 Proto Trak MX2, CNC vertical mill, 9" x42"table, 3 HP, 1994 

Sharp £HMV, CNC knee mill, 10"x51"tbl., 30" X,30" Y,17"Z, 2-Axis, Proto-Trak PLus DRO ctrl 

Sharp £LMV Super Precision knee type vert mill,9" x42"tbl,3HP V/S,AcuRite 2-Axis DRO,'96 

Sharp #LMV-42, Vertical Mill,9" x42" tbl,3 HP,30" x 12" x 5" trvis,Acu-Rite MILLPWR Ctrl 

SWI ProtoTrak #DPM-3, bed mill, 2004, #15619 

SWI Trak #DPM-SMX-2P, 9"x49"tbl., 3 HP, 32"X,16" Y,27"Z, R-8, Prototrak SMX ctrl, PDB, 2006 

SWI Trak ZDPMRX-3, 10" x50"tbl., 5 HP, 31.5" X,17" Y,25.81"Z, #40, Prototrak RMX, PDB, prog. spdl., 2021 
SWI Trak ZDPMSXSP, 10"x50"tbl., 5 HP, 31"X,17" Y,23.5"Z, 40-5000 RPM, NMTB 40 taper, PDB, prog. spdl ... 
SWI £TRM, vertical mill,31"X,17" Y,25"Z, Trak A.G.E. 3 CNC Controls,Power Draw Bar,1995 

SWI £Trak-DPM-S5, 12" x50"table,40" X,20" Y,23.5"Z,5 HP,5" quill travel, NMTB 40 taper,Prototrak SMX3 ... 
SWI #Trak-DPM-SX5, 10"x50"tbl., 5 HP, #40, 3-Axis, Proto Trak SMX, 2008 

SWI #Trak-DPM2, CNC bed mill w/SMX ctrl,9" x49"table,3 HP,electronic handwheels,2006 

SWI #Trak-DPMSS, 12"x50"tbl,5 HP,40" X,20" Y,23.5"Z,#40, Trak SMX,rbit 2016,4GMT-3180 

SWI #Trak-FHM-7, CNC mill, ProtoTrak SMX CNC ctrl, 14"x76"table, 7.5 HP, 2011 

SWI #Trak-K3-Edge, CNC manual knee mill,10"x50"table,3 HP,S/N 023AF11747 

SWI #Trak-K3-Edge, CNC manual knee mill,10"x50"table,3 HP,S/N 023AF11812 

SWI ProtoTrak #Trak-KE, CNC toolroom knee mill,EMX 2-Axis ctrl,10"x50"table,3 HP,R-8,2008 

SWI #Trak-TRM, CNC vertical bed mill,10"x54"table,3 HP,70-4200 RPM,Prototrak MX2 Ctrl. 

Townlabs Bench Top 2-axis CNC Mill, 6"x18.5"table,1/2 HP,Flat Screen Monitor,Hand Held Remote 
Sharp #V-1, heavy duty vert mill, 12"x58" table, V/S,70-4000 RPM,Newall 2-Axis DRO,2020 

Bridgeport #Series-l, 9"x48" Tbl,30"X,12"Y,16"Z,2 HP,60-4200 RPM,MilIPWR МР2 CNC 


Millers, Other 


JIG MILLS - (74 listings on our website!) 

2.5" DeVlieg #2B-36, CNC retrofit 

3" DeVlieg #3H-48, 40 tpr,pwr drawbar,36" vert trvl,35" x 48" T-slotted tbl,1200 RPM,'64 
3" Devlieg #3H-48 Spiramatic, jig mill 

3" DeVlieg #3K-48 Spiramatic, jig mill,35" x 48"table,power draw bar,#40 taper,1970 
DeVlieg #5H-120, HZ jig mill, 1970 


78" x 420" Ingersoll dbl housed CNC planer type 
3 | mill,bed,6-600 RPM,8'btwn ... 
Millers, Planer Type Ses Mir: 
es ж s Model: 
Seller: Johnstown Specialty 

Johnstown, PA 
814-535-—9001 
SR ID: 145071 
Price: Call for Price 


Ingersoll 


Search Planer Type Millers on cy Tel: 


SurplusRecord.com to view all 38 listings. 


PLANER TYPE MILLERS - (38 listings on our website!) 

Cincinnati planer mill, table 82" x 252", 2 heads 

Ingersoll, 5-Axis bridge mill, ATC,AAC, pallet shuttle,393" X,98" x196" pallets, Siemens 840D,2007,#32608 
Ingersoll Masterhead 5-Ахіѕ CNC, 185"X,118" btwn columns,39.4"Z,80" W,98" x157" table, ATC,Fanuc ... 
Mighty Viper #B-4000GTDW, twin spdl CNC bridge mill,160" X,80" Y,108" B/C,Mits M530 CNC,#32536 


66 GENERAL EQUIPMENT 


CA 
IA 
IL 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


714-612-1480 
712-737-8700 
847-537-7700 


DEALER 

TNT Industrial 
Greenway & Assoc. 
CNC Exchange 


Milltronics #Partner-MB18, vert 


mill,13"x45"table,5 / 3 HP,Centurion 6 CNC 


Ctrl, S/N ... 


co 
CA 
IA 
OH 
KY 
IL 
KY 
OH 
CT 
MN 
MN 
IL 
TX 
MN 
WI 
AZ 
IL 
CO 
IA 
OH 
CO 
OH 
IL 
CA 
ON 
MI 
MI 
OH 
CO 
CA 
FL 
MI 
MI 
MI 
MI 
FL 
IL 
IL 
KY 
FL 
MI 
IA 
IA 
MN 
CA 
CA 
CA 
IL 


MI 
PA 
OH 
OH 
MI 


cwm 


303-651-6545 
626-444-0311 
712-737-8700 
216-478-6657 
502-931-2109 
847-276-2761 
502-219-7311 
216-741-8900 
860-964-6549 
952-933-6755 
952-933-6755 
847-525-0099 
713-462-5800 
763-745-1166 
262-548-6080 
520-836-9727 
847-580-6800 
303-795-8302 
515-233-6330 
800-525-8665 
303-651-6545 
937-278-7337 
847-427-3333 
760-613-9092 
519-240-7348 
866-367-7297 
248-926-8400 
419-536-4445 
303-651-6545 
510-249-1000 
813-444-4555 
616-868-1111 
248-685-7879 
248-685-7879 
248-685-7879 
813-444-4555 
847-427-3333 
847-796-6687 
502-419-9170 
800-638-8888 
586-756-8855 
515-233-6330 
515-233-6330 
612-940-8945 
888-589-6721 
888-589-6721 
510-249-1000 
847-276-2761 


269-543-4291 
412-472-0500 
419-536-4445 
216-741-8900 
586-756-8855 


Mfr: Milltronics 


Model:PARTNER-MB18 


SR ID 
460782 
436435 
468926 


Seller: Smith Machinery Co 


Ames, IA 
Tel: 515-233-6330 
SR ID: 446619 
Price: Call for Price 


DEALER 
Automatics & Machy 
Sterling Machy Exc 
Greenway & Assoc. 
HGR Indust Surplus 
Kentuckiana 

Liberty Machinery 
Machinery Central 
Cleveland Machy 
CNC Parts 

Naab Sales Corp 
Naab Sales Corp 
Raco Machinery Inc 
Harris Machine Tool 
Machinesused.com 
WI Metalworking 
Peterson Machinery 
Blumberg Machinery 
Denver Machine Tool 
Smith Machinery Co 
T & S Tool & Supply 
Automatics & Machy 
Advanced Jones Mchy 
Perfection Machy 
EMC Leasing Company 
CJM Machy Sales 
Westbrook Engrg 
Lee Stevens Machy 
G-2000 Inc 
Automatics & Machy 
Performance Machine 
Southern Fab Machy 
Vander Ziel Machy 

R & J Machy Sales 

R & J Machy Sales 

R & J Machy Sales 
Southern Fab Machy 
Perfection Machy 
Silverlight CNC 
Machinery Bargains 
Generation Machine 
JMC Machy Sales 
Smith Machinery Co 
Smith Machinery Co 
Fram Fram LLC 
Wheeler Machinery 
Wheeler Machinery 
Performance Machine 
Liberty Machinery 


DEALER 
Metallurgical High 
WHEMCO Inc 
G-2000 Inc 
Cleveland Machy 
JMC Machy Sales 


Cincinnati Milacron #30V Long Bed, 


5-Axis,34" X,94" Y,32"Z,Heidenhain 510C 


CNC,#32859 


TX 
NY 
NY 
NY 


972-713-0828 
631-249-5566 
631-249-5566 
631-249-5566 


Mfr: Cincinnati 
Model: 


SR ID 
391260 
424621 
463732 
476696 
437310 
406003 
474551 
426487 
471943 
467426 
450656 
367570 
455775 
472603 
446953 
463446 
474854 
417657 
446617 
473594 
391253 
469594 
469751 
464102 
428577 
321283 
321647 
429017 
392802 
419447 
434704 
269903 
479971 
475639 
479974 
428937 
469748 
467257 
399940 
359316 
448527 
468376 
468377 
472895 
477140 
459937 
419446 
461274 


SRID 
977684 
288372 
450525 
072050 
387091 


Seller: Prestige Equipment 


Melville, NY 
Tel: 631-518-3562 
SR ID: 446565 
Price: Call for Price 


DEALER 

Sunwest Trading 
Prestige Equipment 
Prestige Equipment 
Prestige Equipment 


SRID 
460794 
424264 
424346 
402145 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


PLANER TYPE MILLERS - (38 listings on our website!) 
Mitsubishi #MVR-35, 5-face,236" X,137" Y,128" BTWC,65" U/R,6k RPM,angle head, ATC,AAC,40 HP,Fanuc ... 
Planer tables & bases,for special machines,duplex mill,boring machine Jong welding tbl 


UNIVERSAL MILLING MACHINE - HORIZONTAL - (28 listings on our website!) 
George Gorton Machine Co. 22-28, horiz mill, 12" x55" tbl., 3 HP, #50, 3-phase 

Kearney & Trecker #4CK, horizontal milling machine,18" x90" T-slotted univ table,1955 
Van Norman Horizontal Mill 


NOTCHING MACHINES - ( 131 listings on our website!) 

.024" x 8.6" x 8.6" Amada #S-2532, corner shear,27 ton,foot switch,edge notch blade,1990 

16 ga. x 6" Hand Notcher, 5/8" str, stand 

1/8" x 7-1/2" x 7-1/2" Kidder #59H40, Hydraulic Notcher, 14 ga., 40 SPM 

1/8" x 8-5/8" x 8-5/8" Amada #CS-220, hydraulic power notcher,10 ton,10 gauge,miter guides,runs great 
5/32" x 8-7/8" x 8-7/8" Boschert #PN4, hyd notcher, 40" x 29" tbl., 230 V., 3-phase 

-236" x 8.66" x 8.66" Amada #CSHW-220, hydraulic power notcher 

.236" x 8.66" x 8.66" Amada #CSHW-220, hyd power notcher, 27 ton, electric foot switch, 1987 
.25" x 8" x 8" Amada #Versa-206-E (FIM) variable angle notcher, hydraulic,4 HP,#28814 

1/4" x 8.6" Amada #CSH-220, hydraulic, adj. stops, foot switch 

2" Jancy ZNJYAL124, pipe & tube notcher, serial #91077, #77137 

12" x 48" Romac, traveling pre notch press, #58765 

RMD #TN-800, tube & pipe notcher, 1"-3" OD, 1 HP, portable, 2017 

Scotchman #AL1-2E, 3/4" -2" electric pipe notcher, 43025005 

Scotchman #AL1-2U, 3/4"-2" electric pipe notcher, 43025006 

Scotchman #AL100U-02, 1/2" -2-1/2" electric pipe notcher, #3025008 

Scotchman £AL150, 1/2"-4" electric pipe notcher, 43025009 


Packaging Equipment 


Labeling Machines, LS96020266, 1996 


| Labelstar 
| Model:LS4000DX 
Seller: HGR Indust Surplus 
Euclid, OH 
Search Labeling Machines on Tel: 216-478-6657 


4 -— SR ID: 476740 
SurplusRecord.com to view all 168 listings. Price: $12,500 


Labelers (For ^ Ex J Mfr: 


Packaging) 


WRAPPING MACHINES (INCLUDING SHRINK WRAPPERS) - (179 listings on our website!) 
Arpac #107-20, auto sleeve wrapper set to run juice/dairy boxes 2,4,6-pks, clear film 

Аграс £S18-DC, horizontal, continuous motion, flow thru shrink wrapper and bottom lap sealer with ... 
DJS Systems #VB40SRH, cup wrapping line, serial #VB40SR4277 

Fox Packaging Services £04, pallet wrapper, 1/2 HP, 1750 RPM, serial #С4 10010596 

Highlight #Synergy, stretch wrapper, #15889 

Infrapak #EZ-Duz-lt, semi-automatic stretch wrapper, 3000 Ib. capacity, 544621 

Orion #MA33-507, automatic feed through stretch wrapper, 30" film width 

РЕМ #Pearl, 2-up, automatic, 3-Axis, servo driven, horizontal flow wrapper, 30-160 cycles per minute ... 
Poly Pack #CFH24-32-40VL, hi-speed continuous motion total closure shrink wrapper,'08 

Vestil #SWA-60-AW, stretch wrap machine, 60" diameter, 88" height 


Paint and Powder Systems and Equipment 


PAINT AND POWDER ACCESSORIES - (47 listings on our website!) 
Automatic 14 Gun, Nordson £Versa-Spray 

Automatic Manual, Nordson #Versa-Spray, warranty 

Gun Controller, Wagner ZEPG 2007, Automatic & Manual Gun Systems, Refurbished 
Nordson Versa Screen 10C, 220394, #3410KPT-TFT, 90-250 Vac 

Pneumatic paint pump, Graco #Monark, 4.62 GPM,180 psi,portable caster wheeled cart,1998,#15002 
Powder coat booth reclaim color module collector, Gema, 55"H x 66"W 

Powder coat booth reclaim color module collector, Gema, w/new filters 55"H x 66"W 
Powder coat booth reclaim color module collector, Gema, w/new filters 55"H x 66"W 
Powder Coating Collector, Wagner, 4 cartridge 8 filter, 4000 CFM Capacity 
Reclaimer, for Nordson powder coating system, fully auto seperator, new never used 


BOOTHS, PAINT AND POWDER - (60 listings on our website!) 

Nordson Smart Coat Powder Spray Controller Cabinet, Nordson Powder Coating 
Nordson £524 Series Collector Color Module Reclaim 

Nordson #Excel-512, Reclaim Powder Booth 2x5 Part Opening 

Nordson #Excel-2002, Reclaim Powder Booth System, 10800 cfm, Refurbished, Warranty 
Nordson #NHC-8, Reclaim Downdraft Collector/Color Module, Refurbished 

Nordson #Prodigy Color On Demand 2-Gun Manual Powder Coating System, Refurbished 
Therma-Tron-X (TTX) SST Cathodic E-Coat System, 19 stage 

VA Tech coil painting & cleaning line,36" W,uncoiler,recoiler,drying,sealing,2007 

Wagner £B-286 Cymod Cyclone Powder Booth System, 5 x 7 Opening S-Cube Monocyclone 
Wagner Powder Booths, Reclaim and Automatic, 3'W x 6'H 

Wagner Reclaim Powder Coating Collector/Color Module 8 Cartridge 16 Filter 

Batch System, Paint & Cure Booth 


Small Powder Coating System, 24" x 72" product 


opening x 20' long, used 


Йй Mfr: 
Model: 
Seller: Preferred Coatings 
IN 
Search Paint Systems on SurplusRecord.com to { ^ Tel: 231-499-3864 


view all 63 listings. Price: $52,000 


Systems, Paint and 
Powder 


GENERAL EQUIPMENT 


Labelstar #LS4000DX, Wrap Around Labeler, S/N 


NY 
OR 


TX 
IL 
NV 


TN 
CA 
NJ 
CA 
OH 
NY 
KY 
IL 
PA 
OH 
OH 
ON 
MI 
MI 
MI 
MI 


631-249-5566 
503-228-7259 


915-256-2139 
630-844-9288 
775-722-2236 


615-383-8703 
626-444-0311 
732-566-1211 
213-627-2847 
216-761-7011 
631-467-9400 
502-219-7311 
847-640-8600 
717-625-0302 
800-622-4463 
800-622-4463 
905-803-9999 
616-868-1111 
616-868-1111 
616-868-1111 
616-868-1111 


December 2023 


DEALER 
Prestige Equipment 
Yancey Machine Tool 


DEALER 

FMI Trading LLC 
Belmont Machinery 
Breitmeyer 


DEALER 

Pearl Equipment Co 
Sterling Machy Exc 
Mullin Machinery 
Century Machinery 
McKean Machy Sales 
Federal Equip Div. 
Machinery Central 
Kempler Industries 
Weaver Metalworking 
Yoder Machinery 
Yoder Machinery 
Westway Machinery 
Vander Ziel Machy 
Vander Ziel Machy 
Vander Ziel Machy 
Vander Ziel Machy 


SR ID 
437486 
177709 


SR ID 
429228 
392930 
470521 


SR ID 
450511 
443542 
466559 
334416 
471614 
372937 
446798 
260499 
039385 
476080 
469365 
453625 
435006 
435007 
435004 
435005 


Labelstar #SYSTEM-1, Wrap Around Labeler, 


Single Head With Feed Conveyor,Timing ... 


PA 
IL 
PA 
PA 
MI 
IL 
NC 
IL 
PA 
OH 


WI 
WI 
WI 
WI 
OH 
IN 
IN 
IN 
WI 
AL 


WI 
WI 
WI 
WI 
WI 
WI 
WI 
NY 
WI 
WI 
WI 
WI 


610-217-1868 
630-629-9900 
215-664-6016 
215-664-6016 
616-868-1111 
847-427-3333 
704-285-2223 
630-629-9900 
610-217-1868 
513-771-2111 


920-361-5208 
920-361-5208 
920-361-5208 
920-361-5208 
800-622-4463 
574-825-4990 
574-825-4990 
574-825-4990 
920-361-5208 
256-828-3429 


920-361-5208 
920-361-5208 
920-361-5208 
920-361-5208 
920-361-5208 
920-361-5208 
920-361-5208 
631-666-6642 
920-361-5208 
262-675-6091 
920-361-5208 
920-361-5208 


Mfr:  Labelstar 
Model:SYSTEM-1 


Seller: HGR Indust Surplus 


Euclid, OH 
Tel: 216-478-6657 
SR ID: 476741 
Price: $8,500 


DEALER 

Libra Mchy & Equip 
Frain Industries 
Global Equipment 
Global Equipment 
Vander Ziel Machy 
Perfection Machy 
Ex-Factory 

Frain Industries 
Libra Mchy & Equip 
Great American Eqpt 


DEALER 

AIS, LLC 

AIS, LLC 

AIS, LLC 

AIS, LLC 

Yoder Machinery 
Bullseye Ind. Sales 
Bullseye Ind. Sales 
Bullseye Ind. Sales 
AIS, LLC 

Die-Matic Tool & 


DEALER 

AIS, LLC 

AIS, LLC 

AIS, LLC 

AIS, LLC 

AIS, LLC 

AIS, LLC 

AIS, LLC 

WI Equipment Corp 
AIS, LLC 
Syntec Systems 
AIS, LLC 

AIS, LLC 


SRID 
014475 
473228 
421424 
463615 
345344 
469770 
373319 
473223 
019157 
458668 


SRID 
373791 
373792 
374837 
373789 
429027 
277678 
277677 
277679 
374841 
298225 


SRID 
369067 
368079 
368384 
368383 
368392 
368425 
433678 
035022 
374836 
153131 
374843 
476042 


9-Stage Powder Coating System, TTX (Therma- 
Tron-X) 


Mfr: Ttx 


Model:9-STAGE POWDER COATI 


SYSTEM 


Seller: AIS, LLC 
WI 


Tel: 920-361-5208 
SR ID: 365566 
Price: Call for Price 


67 


December 2023 


PAINT AND POWDER SYSTEMS - (63 listings on our website!) 
5'W x 6'H Powder Coating System 


Paper Mill Machinery 


PAPER AND PULP MILL MACHINERY - (215 listings on our website!) 

Custom Built, trial size Fourdrinier paper machine 

Hymac #100HP-SF, wetlap machine with heavy duty press 

Kadeant #AES4015, gravity strainer,6'tub dia.,1 HP Reliance AC motor,1725 RPM 

Leica #ASP300, tissue processor, 300 cassettes max capacity 

Voith, 240" (6 meter) psper machine, 355000 tons annual cap., 4200 FPM, 1992 rebuilt 2004 


42" Andritz Sprout-Bauer #3-Twin-Flow, refiner, 
rebuilt ready to go 


Refiners, Paper & 
Pulp 


Mfr: Andritz 

Model:3-TWIN-FLOW 

Seller: Baton Rouge Machine 
LA 


Tel: 225-775-2542 
SR ID: 463907 
Price: $130,000 


Search Refiners on SurplusRecord.com to view 
all 34 listings. 


POLISHERS (INCLUDING BUFFING JACKS) - (45 listings on our website) 
R. Howard Strasbaugh #6Y-1, Polisher, 17.5" X 17.5" X 7.5", S/N 299.10.69 

R. Howard Strasbaugh #R6Y-DC-1, Polisher,17-1/2" X 17-1/2" X 7-1/2" ID,S/N 2905-69 
Wesastoff #WM-100-1 89753DR, Polishing Press, 9" x 7", w/ cart 


PLASMA CUTTERS/PUNCHES - (49 listings on our website!) 

Arc Cut ZPro-20, plasma cutting machine 

Arc Cut #Pro-30, plasma cutting machine 

Arc Cut #Pro-30D, hvy duty plasma cutter 

Arc Cut #Pro-30F, floor mounting rail gantry machine, plasma cutter 

Hypertherm #HPR260XD, 260 amp HyDefinition plasma power source, serial #260-001827 
Koike, 8' x 45'plasma cutter w/20'water table, Hypertherm 260XD Hy-Def power supply,(2) Oxy ... 
Lincoln #Torchmate-Accumove-3, plasma table,new operating system,92"x149" foot print 
Messer #Edgemax plasma cutting system, 6' x 12', Messer Global CNC ctrl, 2022 

Messer #Edgemax-10-11-5485, 10' x 24' cutting area,Messer Global Ctrl,laser pointer 
Peddinghaus #FPB-1500/3E, punch & plasma table, 1999 


Plastic and Rubber Equipment 


2.5" Akron Milacron #PAK250, non-vented single 
screw extruder,24:1 L/D,air cooled 


Mfr: Akron 

Model:PAK250 

Seller: Perry Videx LLC 
Hainesport, NJ 

Tel: 609-267-1600 

SR ID: 434543 

Price: Call for Price 


Extruders and 
Extrusion Lines 


Search Extrusion Lines on SurplusRecord.com 
to view all 153 listings. 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


WI 262-675-6091 


SD 605-999-4314 
PA 215-664-6016 
PA 215-664-6016 
CA 818-465-6700 
NJ 609-267-1600 


DEALER SR ID 
Syntec Systems 159212 
DEALER SR ID 
Jason Heezen 431950 
Global Equipment 448243 
Global Equipment 434281 
Machinery Network 444458 
Perry Videx LLC 473590 


34/38" Beloit ZDD4000, 34/38 refiner with 
38" rotor, rebuilt 


OH 216-478-6657 
OH 216-478-6657 
OH 216-478-6657 


ІА 515-249-8428 
IA 515-249-8428 
ІА 515-249-8428 
ІА 515-249-8428 
WI 414-264-5848 
MO 314-291-9360 
ID 208-851-8568 
WI 414-264-5848 
MN 800-770-5638 
CA 714-253-4707 


Mfr: Beloit 

Model:DD4000 

Seller: Global Equipment 
Chalfont, PA 

Tel: 215-664-6016 

SR ID: 321598 

Price: Call for Price 


DEALER SR ID 
HGR Indust Surplus 480052 
HGR Indust Surplus 480051 
HGR Indust Surplus 480053 
DEALER SR ID 
Forge Manufacturing 475656 
Forge Manufacturing 475653 
Forge Manufacturing 475657 
Forge Manufacturing 475645 
Aleco Machinery 453416 
Zimmerman-McDonald 470383 
Liberty Machine 470334 
Aleco Machinery 450483 
SOMINN Machy Sales 450578 
JPS International 465320 


2.83" Cincinnati Milacron / Gruber ZCombiline, 
extrusion line, 12" W pneumatic ... 


Mfr: Cincinnati Milacron 

Model:COMBILINE 

Seller: Arlington Machinery 
Lake Zurich, IL 

Tel: 847-957-9731 

SR ID: 376539 

Price: Call for Price 


EXTRUDERS AND EXTRUSION LINES - (153 listings on our website!) 

3.7" Davis Standard #GP-94, twin screw extruder, 28:1 L/D air cooled vented barrel, 28:1 gearbox ... 
5" Readco, twin screw Stainless Steel food grade extruder, serial 4108530, 2005 

6" Flender, plastic extruder,30:1 L/D, no motor,direct drive,lowboy gearbox,500 HP 

66" Davis Standard, coex sheet line, 4.5" & 2" extruders, 32:1 L/D ratio, 300 HP, 2000 

Leistritz #ZSE-MICRO-27, 40D twin screw compounder,27mm screw dia.,40:1 L/D ratio,new 
National Rubber Co., film line extruder 

Plastic MLP Pipe Factory, 16mm-250mm, 6 product lines,like new,completed in 2010 

Werner & Pfleiderer #ZSK57, 27:1 L/D,50 HP,400 PPH,screws twin bi-lobal,complete 


Williams #4080, Knife Hog primary knife 
granulator, unused, 2017 


Mfr: Williams 

Model:4080 

Seller: Rider Opportunity 
PA 


Tel: 305-763-8096 
SR ID: 476036 
Price: Call for Price 


Granulators, 
Pelletizers (Grinders 
Plastic Scrap) 


Search Plastic Granulators on 
SurplusRecord.com to view all 189 listings. 


IL — 847-957-9731 
OH 216-334-2003 
OH 216-334-2003 
IL — 847-957-9731 
OH 216-334-2003 
SC 330-705-0317 
OH 419-882-7400 
TX 281-328-2900 


DEALER SR ID 
Arlington Machinery 426055 
Soberay & Sons Ltd 420178 
Soberay & Sons Ltd 458186 
Arlington Machinery 376537 
Soberay & Sons Ltd 412946 
Tahoma Rubber & 460999 
Nicor Inc 764308 
L C Mayfield 722002 


4.5" Pelletizing line, S/S water 
trough, Cumberland pelletizer, Witte 2 deck 


classifier 


Hainesport, NJ 
609-267-1600 
SR ID: 362313 

Price: Call for Price 


Tel: 


PLASTIC GRANULATORS AND PELLETIZER MACHINES - ( 789 listings on our website!) 
3.5" Kung Hsing pelletizing line 

4" Farrel #CP45, compounding/pelletizing line,includes 4"Farrel continous mixer w/£15 style rotors 

10" x 18" Rapid #1018-K, plastic granulator, 20 HP, vacuum super sack loader, 3 knives 

12" x 12" Granutec #TFG1212, pull roll granulator, 3-knife open rotor, 2 bed knives, on casters 

12" x 20" Nelmor #1220RG, granulator, 15 HP, pull rolls, pneumatic roll pinch 

22" x 24" Rotogran #WO2224, granulator, 40 HP, Nema 3 Starter ctrl, 3 knife open rotor, 2 bed knives ... 
CiXi Zhihang ##SL-300, plastic granulator, start/stop push button control 

Nelmor granulator 

Tria (OMV Group) #900NS-R, granulator w/silencer,pull roller section,11"dia rotor,2004 


MIXERS-BLENDERS AND AGITATORS FOR RUBBER OR PLASTIC - (53 listings on our website!) 
Bolling, size OM lab mixer,7-10 Ib.cap,4 spd mtr & controls,pneu.door discharge 

Buzuluk, lab mixer,2.5-5 Ib.cap,drop door discharge,w/V/S mtr & ctrls,compact 

Conair #TB100-4 TrueBlend blender, 400 Ib./hr., 4 vertical discharge valves, new, 2022 

Farrel Banbury #F80, rubber mixer,80 liter,2 wing tangential rotos,Lufkin unidrive gearbox 

Maguire #WSB-140R, blender,330-450 Ib./hr.,2 slide gates,2 pivot valves,2005 


68 GENERAL EQUIPMENT 


IL — 847-750-3339 
NJ 609-267-1600 
OH 216-761-7011 
IL — 847-957-9731 
IL — 847-957-9731 
IL — 847-957-9731 
CA 626-444-0311 
IL — 847-750-3339 
PA 215-664-6016 


NJ 201-865-1073 
NJ 201-865-1073 
MA 508-792-4305 
OH 216-334-2003 
MA 508-792-4305 


DEALER SR ID 
Alan Ross Machinery 445890 
Perry Videx LLC 463871 
McKean Machy Sales 428994 
Arlington Machinery 426056 
Arlington Machinery 402095 
Arlington Machinery 444432 
Sterling Machy Exc 427668 
Alan Ross Machinery 394841 
Global Equipment 396929 
DEALER SR ID 
Reliable Machinery 625067 
Reliable Machinery 625068 
Absolute Machy 476331 
Soberay & Sons Ltd 470868 
Absolute Machy 476335 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


MIXERS-BLENDERS AND AGITATORS FOR RUBBER OR PLASTIC - (53 listings on our website!) 
Maguire #WSB-220, gravimetric blender, 2 component, additive feeder 

Maguire #WSB-240R, 750-800 Ib./hr.,includes Maguire ML loader ctrl,material wand & hose,2022 

Maguire / Novatec #WSB-940, 4-component gravimetric blender, serial #T128978-38, 2015 

Maguire #WSB-MB MicroBlender, 100-125 Ib./hr.,1 corner valve,3 pivot valves,2016 

Mann & Hummel Una-Dyn-Protec, plastic mixer 


35 Ton, Arburg Allrounder #270-A-350-100, 
Injection Molder, LSR Package System, 2021 


ej Mfr: Arburg Allrounder 
Model:270-A-350-100 
Seller: Revelation Machy 

Sen ` Chicago, IL 

Search Injection Molding on SurplusRecord.com Tel: 816-330-2138 


to view all 192 listings. Price: Call for Price 


Injection Molding 
Machines 


IL 
MA 
NJ 
MA 
CA 


847-957-9731 
508-792-4305 
609-267-1600 
508-792-4305 
714-612-1480 


December 2023 


DEALER 

Arlington Machinery 
Absolute Machy 
Perry Videx LLC 
Absolute Machy 
TNT Industrial 


SR ID 
461061 
476333 
414686 
476327 
463900 


110 Ton, Niigata ZMDVP110X, Vertical Molding 


Machine, 40mm Screw, 3.59 oz, 52.75" ... 


Mfr: Niigata 
Model:MDVP110X 


Seller: Arlington Machinery 


Lake Zurich, IL 


Tel: 847-957-9731 
SR ID: 371700 
Price: Call for Price 


SCREW TYPE INJECTION MOLDING MACHINE - (192 listings on our website!) 

65 Ton, 2.9 oz., Toshiba #EC65V21/1.5b, injection molding machine,32" screw dia.,2000 

85 Топ, 5 oz., Van Dorn £85HT5F, injection molding machine,P5000 ctrl,22.8" x20.4" platen,1999 

100 Ton, Toyo #ET-100VR2, electric injection molder, PLCS-11, 2014 

110 Ton, 4.65 oz., Arburg Allrounder #420-C-1000-290,Golden Edition injection molder,'21 

110 Ton, 6.5 oz., Arburg #Allrounder-1200T1000-400, injection molding machine,40" screw dia.,2017 
120 Ton, Husky £HL120RS-45/42, 29" x29" platen,52" daylight,includes Star robot,2004 

259 Ton, 16.01 oz., Haitian Zhafir 4VEII2300/830-C, All-Electric injection molding machine,2017 

350 Ton, 40 oz., Demag #Concept-350/810-1450, injection molding machine,NC4 ctrl,2004 

730 Ton, 80 oz., Van Dorn #730-Caliber, Molding Machine, Magnetic clamp plate, 2003 

750 Ton, 80 oz., Engel #4550/750AH, hyd plastic injection molding,tiebar,CC100 ctrl,1999 

950 Ton, 165 oz., Demag #Caliber-950/1250-6800, injection molding machine, AEC robot,2006 

1000 Ton, 260 oz., Van Dorn #1000HRS260F WP Injection Mold Mach,92" daylight,1992 

1012 Ton, 217.29 oz., Haitian #JU-III9000/8930, 2-platen Jupiter injection molding machine,2022 
1012 Ton, 217.29 oz., Haitian £JU-I1I9000/8930D, 2-platen Jupiter injection molding machine,2022 
1124 Ton, 155 oz., Haitian Mars #MA100001-8400, injection molding machine,64.9" x66.9" platen,2013 
1500 Ton, 260 oz., Van Dorn, Injection Molding,30"/123" daylight,96" x 76"platen,1997 

Cincinnati #VSX-55-3.51, injection molding machine w/chiller, 230 supply V. 

314 Ton, 3.82 oz., Engel #E-Motion-310H/170L/310T-WP-combi-US, 2-color right angle injection molding ... 


Presses, Gap Frame 


GAP FRAME DOUBLE CRANK PRESS MACHINES - (96 listings on our website!) 

30 Ton, Minster #60-4, 8" stroke,18.5" SH,50" x22" bed area, GE Fanuc ctrls,60 SPM,A/C 

40 Ton, Rousselle #4B-48, double crank gap frame press,3" stroke,11-1/4" SH,A/C,475133 

45 Ton, Heim 245-6, 2"stroke,12" SH,40 SPM,60"x 24"bed,auto lube ѕуѕїет,1986,#7665 

60 Ton, Rousselle #6B76-3, 4"stroke,13.5" SH,50 SPM,76"x18" bed area,air clutch,'89,#9903 

60 Ton, Rousselle #6K60F, аы crank gap frame press, 2"str,12.5" SH,3"adj.,10"thrt, Link 5100 MPC, А/С... 
75 Ton, Danly #75OBIG, 36" x32" bed,8" str,21" SH,4"adj,40-80 SPM, (2) 

75 Ton, Niagara #B4-42 DC gap press, 5"stroke,42" X20" bed,12-1/2" SH,100 SPM,A/C,'76 

100 Ton, Rousselle #10B80, double crank OBI press,6"stroke,19.5" SH,A/C,10 HP,#29036 

121 Ton, Aida #C1-11, gap frame press, 7"str,13.7" SH,3.94"adj., 30-50 SPM, 56"x26"bed, А/С & brake 
121 Ton, Sutherland #Mark-2-121(2), dbl crank gap frame press, 7.09"str,15.75" SH,3.94"adj., 2023, new 
150 Ton, Komatsu #OBW-150-2, 7.8" str,18.1" SH,3.94"adj., 30-65 SPM, А/С & brake, 1987 

150 Ton, Komatsu #OBW150-2, double crank mechanical press,7.87" stroke,23.68" SH,1987 

150 Ton, Niagara #SG2-150-60-36, dbl crank gap frame press,8" stroke,21"SH,1970,#71394 

150 Ton, Verson, dbl crank gap frame press, 8"str,28" SH,4" adj., 20-60 SPM, 108"x30" bed, A/C & brake ... 
160 Ton, Aida #NC2-160(1), dbl crank gap press,5.12" stroke,18.4" SH,3.9" adj.,40-85 VSPM,1995 

165 Ton, Komatsu £OBW150-2, gap frame,9.8" str,17.1" SH,78.7" x29.9" bed,35-65 SPM,A/C,1983 

176 Ton, Aida £C2-16 (2), 7.8" stroke,93" X30" bed,59" x23" ram,20-60 SPM,2006 

176 Ton, Aida #NC2-160(1), dbl crank gap frame press, 5.12"str,12.4" SH, 40-85 SPM, А/С & brake, 1995 
200 Ton, Niagara #S2G-200-60-42, gap frame double crank press,6" stroke,24.5"SH,#B4038 

220 Ton, Aida #NC2-200(2), gap frame dbl crank press,9.8" stroke,19.6" SH,s/n #10520-1562,#14211T 
220 Ton, Komatsu #OBW-200-2, gap frame,9.8" stroke,19.7" SH,30-50 SPM,A/C,1985 

275 Ton, Aida #C2-25, 36" x 106" bed, 11" stroke, 30 SPM, air clutch 

275 Ton, Komatsu £OBW250-2, 11.8" str,21.7" SH,106"x37.4"bed,20-40 SPM,4.7"adj.w/ DRO 

300 Ton, Stamtec #G2-300, 11"stroke,21" SH,106" x35" bed,35 SPM,under power,2015 

Aida #NC2-160, gap frame dbl crank press, 5.12"str,12.4" SH,.78"adj., 75.2" x27.6" bed 


2.5 Ton, Schmidt 72-109, manual assembly 


Salt press, 10"x12"table 
x Mfr: Schmidt 
Na Model:2-109 

м 


Seller: Hilco Global Mexico 
MX 


Presses, Gap 
Frame, Single Crank 
+52-155-1451-7028 


SR ID: 448921 
Price: Call for Price 


Search Gap Frame Press on SurplusRecord.com : Tel: 


to view all 288 listings. 
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DEALER 

Alma Machinery - MI 
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Turner Industries 
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Kempler Industries 
D & D Industries 
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S & G Press & Machy 
Yoder Machinery 
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SRID 
476412 
462928 
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476415 
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476408 
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476401 
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SR ID 
260699 
431523 
572459 
892751 
448728 
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463436 
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220 Ton, Seyi #SN1-220, sgl crank gap press, 


8.66" str,17.72" SH,4.33" adj., 25-55 SPM ... 


L7 


Mfr: Seyi 
Model:SN1-220 


Seller: D & D Industries 


Monclova, OH 
Tel: 419-866-6894 
SR ID: 469634 
Price: Call for Price 


GAP FRAME SINGLE CRANK PRESS MACHINES - (288 listings on our website!) 

25 Ton, HTC #CFP-25G, hydraulic gap frame press,12" stroke,10" throat,7.5 HP,#75893 

32 Ton, Minster #B1-32 fixed base, 2" stroke, 7.5" shut height, 225-450 SPM, 7.5 HP 

45 Ton, USI #45T-630-204, gap frame press, 6"str,14" SH,2.5" adj., 30" x18" bed, 75 SPM 

50 Ton, Komatsu £OBS-45, 3.9" stroke,9.8" SH,2.4"adj.,31.5"x17.7" bed,80 SPM,A/C,1981 

60 Ton, Minster #6, C-frame press,s/n 6-16603,4" stroke,100 SPM,remanufactured,#1274 

60 Ton, Minster #B1-60, 4"str,12" SH,2.5"adj., 100-300 SPM, 32"x19"bed, Wintress Smart PAC, А/С & ... 
66 Ton, Komatsu #OBS-60-34, 4.72" stroke,42-85 SPM,35.43" x21.65" bolster,19.69" x15.75" slide,2017,S44786 
66 Ton, Sutherland #Mark-66 Auto Stamper punch press, 5.11" stroke, 12-3/4" x 21-3/4" bed, 45-85 SPM ... 
88 Ton, Stamtec #G1-80, gap frame press,5.91" stroke,13" SH, air clutch,35-80 SPM,#14246J 

110 Ton, Aida #PC-10, gap frame press,6.6" stroke,air clutch & brake,50 SPM,#63885 

110 Ton, Bliss #C110, 27" x 42"bed, 8"stroke, 40 SPM, air clutch, 1996 

110 Ton, Bliss #C110, 10" stroke,16" SH,42"RL x 27"FB bed,4" motorized slide adj,1989 

121 Топ, Aida #NC1-1100(2), sgl pt. gap frame press,7.09" stroke,35-70 SPM 

121 Ton, Aida ZNCA-1100(2), sgl crank gap frame press, 7.09"str,13.78" SH,3.54"adj., 35-70 SPM ... 


GENERAL EQUIPMENT 
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800-622-4463 
513-771-1952 
248-268-1603 
615-369-7788 
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Yoder Machinery 
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UPM, LLC 

Alma Machinery - TN 
Stamptech Inc 

D & D Industries 
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Master Machinery 
UPM, LLC 


SRID 
437549 
392589 
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481329 
433957 
240053 
445872 
294143 
416575 
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GAP FRAME SINGLE CRANK PRESS MACHINES - (288 listings on our website!) DEALER SR ID 
121 Ton, Aida #NCA-1100(2), 7.09"str,13.78" SH,3.54"adj., 35-70 SPM, 42.1"x26.8"bed, AMCI Press Pro ... OH 419-866-6894 D & D Industries 429247 
150 Ton, Verson #150-OBG, 8"str,22" SH,6"adj., 35 SPM, 50"x30"bed, А/С & brake, 1978 MI 248-709-6723 Rygate, LLC 375148 
220 Ton, Aida #NC1-200(1), gap frame sgl crank mech press, 6.29"str,20.14" SH, 35-70 SPM ... MI 248-709-6723 Rygate, LLC 436715 
220 Ton, Komatsu £OBS200S-US-61, 9.8" str,17.7" SH,4.7" ram adj., 33.4" x26.5" bed, 25-50 SPM, A/C & ... OH 419-866-6894 D & D Industries 403060 
220 Ton, Seyi #SN1-220, sgl pt gap frame press, 8.66" str,17.72" die ht, 4.33"adj., 25-55 SPM ... MI 248-268-1603 UPM, LLC 448732 
220 Ton, Stamtec, single point gap frame press,7.87" stroke,17.71" SH,air clutch,2000,#14244J TN 931-381-1900 Timco Inc 481327 
220 Ton, Stamtec #GL1-200, 7.9" stroke,air clutch,55.2" RL x 32.3" FB bed,20-45 SPM,2003 TN 615-369-7788 Alma Machinery - TN 445870 
Stamtec #G1-160, 7.88" str,17.71" SH,3.94" ram, 20-50 SPM, 27.56"x21.65"bed, A/C & brake, 1995 OH 419-866-6894 D & D Industries 395018 
Stamtec #OCP-110, press, new TN 888-439-3626 Wenco Machinery 435347 
165 Ton, Aida #NC1-150(2), 7.87" str,15.74" SH, 46"x29.9" bed, 30-55 SPM, А/С & brake, Wintriss Smart ... MI 248-709-6723 Rygate, LLC 480098 
HYDRAULIC HYDROFORMING PRESS MACHINES - (8 listings on our website!) DEALER SR ID 
6610 Ton, Avure Quintus #QRL-63, fluid cell forming press,blank 42.9"-26.9",9100 psi & 23200 psi ... CA 213-627-2847 Century Machinery 370897 
6610 Ton, Avurea (Asea) Quintus Fluid Cell #QRL-63, 42.8" blank dia.,12.3" draw depth CA 310-487-3800 RAAR Group USA 259353 
8600 Ton, Verson Wheelon Fluid Cell Forming Press #R8600-36x92, 5000 psi,forming depth 4.5" & ... CA 213-627-2847 Century Machinery 175001 
м 50 Топ, Hydraulic press,down- 200 Ton, Wallace, 48" str,72" 01,60" x 48"bed & 
" UR act,52" stroke,66" daylight, 4-post,101" x42" bed,5" bq| ram,updated Allen Bradley Ctrlr 
Presses, Hydraulic SCH = Mtr: J ми: Wallace 
j Model: Model: 
Seller: Icon Industries | Р Seller: Alma Machinery - MI 
= ii Grand Rapids, MI л z Ann Arbor, MI 
Search Hydraulic Presses on ` HM 616-229-2957 n 734-971-8860 
i Let) £T : 252781 I" ` : 259324 
SurplusRecord.com to view all 789 listings. Price: Call for Price ЧЁ Price: $24,500 
500 Ton, Accudyne, hyd press,4-post,down- 600 Ton, Pacific #600-D10-54, 18" ram stroke, 660 Ton, Sutherland #HD1-600-43-67, hyd 
acting,26"str,30"DL,flush flr mounting," 1 36"open height, 18"closed height, 1979 press, downstroke,15" stroke,19" DL,2001,#27784 
Mfr: Ассидупе í БА Mfr: Pacific Mfr: Sutherland 
Model: d Model:600-D10-54 Model:HD1-600-43-67 
Seller: Peterson Machinery ү Seller: HCI Machines a. Seller: Kempler Industries 
Casa Grande, AZ : I Venetia, PA YT]. Elk Grove Village, IL 
Tel: 520-836-9727 Tel: 724-942-3382 - Tel: 847-242-8982 
SR ID: 286470 | SRID: 125138 š SR ID: 273964 
Price: Call for Price , Price: Call for Price HTML Price: Call for Price 
HYDRAULIC PRESSES - (789 listings on our website!) DEALER SR ID 
20 Ton, Denison #FH20-20H, hyd press, 10"str,23" DL, 25.75"x17.5" bed, 55 gal. reservoir OH 419-866-6894 D & D Industries 469635 
20 Ton, PHI 420UI212S-3HH0-G-MS1-X-3A, heated platen press,slabside,2 opening,4" stroke,14"DL,429063 IL 847-640-8600 Kempler Industries 367203 
20 Ton, PHI #PW-220V, hyd lab ргеѕѕ,4" stroke,6.25" DL,slab side upstroke type, 429026 IL 847-640-8600 Kempler Industries 351687 
25 Ton, Beckman Research & Industrial, hand hydraulic ring press,3.94" stroke, 428843 IL 847-640-8600 Kempler Industries 373718 
25 Ton, Denison #KA25-Special, hydraulic press,24" DL,12"throat,29" x20" bed,#76354 OH 800-622-4463 Yoder Machinery 437548 
25 Ton, Schwabe, hyd clicker press,3" stroke,6.75" DL,36" x18" table,18" x20" beam,#29164 IL 847-640-8600 Kempler Industries 419558 
28 Ton, Wabash #G28-12-PCR-X, 4 post hyd press,6"stroke,16"DL,AB MircoLogix 1400,'12 MI 734-971-8860 Alma Machinery - Ml 293927 
30 Ton, Energo #GTV-30, 3" str, 23" x 15" work tbl., t-slotted tbl., light curtain CA 626-444-0311 Sterling Machy Exc 424625 
30 Ton, Greenerd #HP30-38-30, hydraulic press,24" stroke adjustable,11.5"throat,28" DL TN 615-383-8703 Pearl Equipment Co 299923 
30 Ton, PHI #S30R1818S2ECS-X-Y 2 S5-R, Up Acting,4"str,4"- 8"DL,18"x18",1988 IL 847-276-2761 Liberty Machinery 268402 
30 Ton, TMP, hydraulic vacuum press,14"stroke,14" DL,serial #22613,low hours,2008 OH 216-334-2003 Soberay & Sons Ltd 476311 
30 Ton, Wabash #30-3838-2HM, hyd press,upacting,41"x39" 12" str,17"DL,4-post MI 616-241-1877 Icon Industries 466803 
40 Ton, HSI, hyd 4-post down acting press, 14.5"str, 21.5" D, 48" x 31" bed, cushion MI 313-839-9300 Presses for Indust 288725 
40 Ton, Steel Machine #SPMS-40-V2, 6"str,10" DL,6"adj., 19.5"x14"bed, emergency stop, foot pedal OH 419-866-6894 D & D Industries 428735 
40 Ton, Hydraulic Press, 11.8" str,12" SH OH 419-872-2364 Universal Tube 402165 
42 Ton, #WG-42, 4 post hydraulic press, 16" stroke, 64" bed MI 734-971-8860 Alma Machinery - MI 293929 
45 Ton, USI Clearing #Torc-Pac, stamping press, 2"str,14" SDAU,2.5"adj., 60 SPM, dual palm button ctrl CT 860-484-4449 Global Machine 444492 
50 Ton, Hammond, 4-post hydraulic press w/top mounted hydraulic system,20" x24" bolster OH 440-498-8484 FL Sales Inc 419547 
50 Ton, Hannifin ZOFG-50-24-2-2, hydraulic press,12" stroke,24" DL,15"throat,30" x26-3/8" bed,#14152J TN 931-381-1900 Timco Inc 337890 
50 Ton, Pressmaster #4PP-50, hyd press, 15"str,22"DL, 34" x 30" tbl., PLC ctrl, #157735 NJ 973-497-7600 Machinery Values 280448 
50 Ton, Wabash #PC-50-1818-4TMX. Up-Acting hyd press,18" x 18", 7"str, (2) 4" daylight MI 616-241-1877 Icon Industries 428854 
60 Ton, HTC #CFP-60G, hyd press, 10"str,20.25" DL, 28" x18" bed, foot pedal, 50 gal. resevoir OH 419-866-6894 D & D Industries 437084 
60 Ton, Preco #1420-L-CCD, 4-post down acting hyd press,2"str,14" DL,S/N 5362 AZ 520-836-9727 Peterson Machinery 303372 
75 Ton, Grimco Press, 18" x 18" OH 216-478-6657 HGR Indust Surplus 478856 
75 Ton, Lawton, 14"x14"elec platens,7.5" stroke,8" DL,Koyo 205 PLC,10 HP hyd unit,#2687 MI 616-241-1877 Icon Industries 370447 
75 Ton, Down-acting 4-post, 43"LR x 42"FB, 33.7"DL, 24"stroke, 20 HP, controls, #2712 MI 616-241-1877 Icon Industries 316056 
80 Ton, Yao Sheng #TSH-TUVB-830, hydraulic press,6"stroke,10 HP,auto cycle,2008,#68633 OH 800-622-4463 Yoder Machinery 439811 
90 Ton, Chen Chang Machinery Ind Co Ltd #S/M, hyd press, 27" x 18" tbl., 10 HP, 440 V., 3-phase TX 915-256-2139 FMI Trading LLC 464733 
100 Ton, Advanced Hydraulics #CS-100, 2550 psi,24" x96"table,14"thrt,6" cylinder (2) MN 651-207-8203 Inter-Plant Sales 055367 
100 Ton, Anson #VPGT2-94-3-RL-10, hydraulic 4-post press OH 216-433-7171 AM Industrial 429274 
100 Ton, Clifton, hyd molding & laminating press,4-post,12"stroke,26.5"DL,#29069 IL 847-640-8600 Kempler Industries 367220 
100 Ton, Lawton, 49"x42",46"DL,36"stroke,20" operator ht,12"bore/10" rod,down-acting, 2722 MI 616-241-1877 Icon Industries 344946 
100 Ton, Modern, hyd.,heated platen press,4-post,12" stroke,20" DL,24" x24"elec hot plates, 229070 IL 847-640-8600 Kempler Industries 367214 
100 Ton, Wabash #100-18-2TMBAC, 4 post hydraulic press, 7" stroke, 18"bed MI 734-971-8860 Alma Machinery - MI 293932 
100 Ton, 122" x 61" up-acting frame-style laminating/veneer press MI 616-241-1877 Icon Industries 413192 
130 Ton, Sandt #602, hyd die cutting press,2-post beam,5" stroke,60" x43" cutting area, 728439 IL 847-640-8600 Kempler Industries 424465 
140 Ton, Hydraulic molding press w/shuttle table, 4-post,8" stroke,15" DL,20" x20" heated platens, 429089 IL 847-640-8600 Kempler Industries 377210 
150 Ton, Fabriline / Peddinghaus #FS88, 4-post hydraulic press / shear, 5.25" str of ram, 30 Нр... OH 419-269-2000 Yoder Brothers 427229 
150 Ton, Lawton (Lawtomatic) 60" x 48", 68" DL, 54"stroke. 20"operator height, #2721 MI 616-241-1877 Icon Industries 391139 
150 Ton, Pacific 415000BS, hydraulic press former,49-1/2" x 27-5/8" bed,tonnage control,flush floor ... PA 717-846-2600 Hildebrand Machy 133506 
170 Ton, Elmes, 24" x26.5" ,up-act,stripper bars,12"bore w/11.5"str,27" DL,#2700/01 (2) MI 616-241-1877 Icon Industries 252495 
170 Ton, Hydraulic press,up-act, 16" stroke, 37"/41" daylight, 21" x 21"between posts MI 616-241-1877 Icon Industries 252784 
175 Ton, Cincinnati #175-OBS, hydraulic punch press,10" stroke,50" X30" bed,#15815 MI 616-868-1111 Vander Ziel Machy 348095 
175 Ton, Donewell #H175-1210, hydraulic press brake, serial #384121946 ID 208-851-8568 Liberty Machine 443780 
175 Ton, Hartup #4A-1/4-15-H, 4-post,15"str,1/4" cutting str,38" x34" mounting plate MI 734-971-8860 Alma Machinery - MI 259338 
175 Ton, Niagara #HBM-175-6-8, hyd press, 10"str,5" SH,15" open, V/S, 96" x24" t-slotted bed AL 256-503-8800 Hardy Machinery 424548 
175 Ton, Niagara #HD-175-6-8, hyd press, 10"str,5" SH,15" open, 96"x24"bed AL 256-503-8800 Hardy Machinery 424542 
176 Ton, TMP, hyd molding & laminating press,4 post,24" stroke,30" x30" platens,#28611 IL 847-640-8600 Kempler Industries 300802 
200 Ton, Eemco, hyd up-acting press,24" x 24",20 stroke,20" daylight,16" ram,4-post MI 616-241-1877 Icon Industries 266211 
200 Ton, Lawton (Lawtomatic), 71"x48",16" bore cylinder/14"rod,56" DL,48" stroke,#2720 MI 616-241-1877 Icon Industries 346280 
200 Ton, Phoenix #OGP200, 36" x 29" tbl., 24"str, SPX та! B ram cylinder, DRO, 2009 WI 262-548-6080 WI Metalworking 247144 
200 Ton, Verson, 72" x 48",60" DL,54"stroke,40" work ht,(2) 8"bore cylinders (4000 PSI), #2715 MI 616-241-1877 Icon Industries 344944 
220 Ton, Schuler #HPDZb200, hydraulic press,23.6" stroke,108-945 IPM,2002,#10143 PA 717-846-2600 Hildebrand Machy 789921 
230 Ton, Cincinnati #230CBx12, hyd press brake, 14'OA,150" BH,10"str,17" DL, Hurco 7 2-Axis BG, foot ... OH 419-866-6894 D & D Industries 412891 
230 Ton, Hamilton, 86" x60" (102" x60" if accessed from sides),4 post,48" str,87" DL,#2698 MI 616-241-1877 Icon Industries 244609 
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HYDRAULIC PRESSES - (789 listings on our website!) 

230 Ton, 90" x 75" Down-Acting 4-post, 88" DL, 48"stroke. 29"work height, #2727 

250 Ton, Bruno #FH-250, 4 post hydraulic press, 16"stroke, 96"bed 

250 Ton, Hannifin, 4-post hyd press, 30"str,35" DL, 78" x 62" bed 

250 Ton, Pacific #250PF-OBS, hyd press, 12"str,18"thrt,21" open, electric foot switch, 1979 
250 Ton, Wilson, 4-post hyd press,34"x35"bed,24" str,36"DL,25 HP,sliding bed,'84,#10015 
275 Ton, Rhodes #250/HDS-CNC,95"x67" bed,36" str,12" SH,updated pumps & elec,'00 

300 Ton, Blow, hyd press, 12"str,48"DL, Allen Bradley SLC 5/04 w/ panel view 1000 

300 Ton, HTC, hydraulic press, 12"str,20" open ht, 36" window, 120"x48"bed, 1972 

300 Ton, Schuler #4-CP-300, 4-post,6"str,20" DL,74" x 52"bed,AB SLC, floor standing 

300 Ton, St. Lawrence, 4-post hydraulic press,24" stroke,44-34" DL,AB PLC controller 

300 Ton, Verson #300-HDI-72T, 26"str,40"DL,72" x 48"bed & ram,960/104/830 IPM 

300 Ton, Wabash, up-acting 4-post hyd press,45" x 25"bed,14"stroke,24" daylight 

300 Ton, Hydraulic Press #031822, 27" str, 50 HP, 27" x31" tbl., 440 V., 3-phase 

300 Ton, Hydraulic press, 60" x 120" T-slot bed, 40" DL, 14'btwn verticals 

300 Ton, 24" x 24", three openings (2.5" each), electric platens, rebuilt in 2013 

302 Ton, Hydraulico #ON2044 type 275/90, 36" stroke,60" DL,60" x48" bed, AB Panelview 550,1996 
314 Ton, McKinnon, 30" x 30", up-acting 4-post hyd press,16"-18" stroke, 34.5" DL, #2708 
350 Ton, Verson #HDI-42T, hydraulic press, 32"stroke, 47" SH, 90 SPM 

500 Ton, Bolling, hyd up-acting press,20" х 17",10"stroke,17" daylight,slab-side 

500 Ton, Hydraulic up-acting 4-post press, 42" stroke,61" DL,30" x30" ram area,20 HP,#58682 
600 Ton, Lawton, 4-post hyd press,18"str,41.5" DL,(2) 5"bore side cylinders,#1640TD 

600 Ton, Lawton, 33.5"LR x 30"FB up-acting 4-post hyd press,18"stroke,41.5"DL,#1640T 
600 Ton, Wabash #600-1818-SMX, 6"stroke,10.5" DL,AB SLC 500 ctrls,15 HP,58" x38" bed 
600 Ton, Williams & White, hydraulic press,16"stroke,36" DL,20" SH,72" x60" die space 

615 Ton, French Oil #PH428770,up-acting hyd press,20" str,28" DL,34" x32" ,slab-side 

650 Ton, Newman, hydraulic press, 6'8" x 35" bed & ram 

680 Ton, Nuova CMB #PFR-SL90X800, 4-post,24" str,36" DL,16 cylinders,100"x174" bed,'09 
750 Ton, Greenerd #4H-750-113 X 113-68X6R, 9.4'OA,180" DL,18" ram dia., 24" bore dia., 2016 
750 Ton, Hyseco #Hydra-Form press, 4-post,32" stroke,48" DL,Relay Logic ctrl,75 HP,'97 
1000 Ton, Bliss #HS1000-H-48-48, Hydro-Dynamic forging press cells (2) 

1000 Ton, Lake Erie, hydraulic press,4-post type,downstroke,24" stroke,floor standing,#29194 
1000 Ton, Erie, hydraulic forge press, 48"x48"bed, 72"DL, used, disassembled 1989 

1200 Ton, Wilkins & Mitchell #Shearmaster-U, 5-1/2" stroke,10 SPM,I-rod suspension,#68751 
1500 Ton, Macrodyne, hydraulic punch press,16"stroke,AB Micrologix 1500 PLC,#70947 
1500 Ton, Marquette #4E-386, 20" stroke,51" SH,60" x96" bed area,6" adjustment,6 SPM,#68750 
1620 Ton, Erie, hydraulic press, 90" stroke,105" DL,180" x 90"platen 

2000 Ton, Asea #Q279, 4-post hydraulic swaging press,13" stroke,24" x24" bed,1968 

2000 Ton, Baldwin Southwark hyd forge 4-post press, 60" stroke,120" DL,52" x50" bed 

2000 Ton, Clearing #H-2000-96-144, hydraulic press, 60" stroke, 28" SH 

2000 Ton, Macrodyne, hydraulic press, 29" stroke, 65" SH, 80"x130" bed 

2000 Ton, St. Lawrence, hyd,4-post,43" stroke,72" DL,72" X95"platen & bolster,cushions 
10000 Ton, German built pipe hydra-cladding/forming press for pipes, never used, 2015 
Avantech Manufacturing, hydraulic press, 1998 

Edwards roller press, #16685 

Grotnes #408, baffle back clincher, 15 HP, #63777 

Sepore Hydraulic Press 

500 Ton, PH #4/C, hyd 4-post downacting hyd press, 50"str,62" DL, 60" x 42" bed, 2000 


HYDRAULIC STRAIGHTENING PRESSES - (55 listings on our website!) 

5 Ton, Ventura, straightening press,anvils,indicators,centers,push button,gauge 

10 Ton, Hess #HY-S010-RH, hydraulic straightening press,6" stroke,7.5"throat,1991 

40 Ton, Hess-Mae #HY-SO40-RH, hyd straightening press,rolling fixture,programmable ctrl,1995 
40 Ton, Hess-Mae #M-AH-40RH-750, 29.5" cc,39.4" max work ht,Allen-Bradley ctrl,2003,#32636 
60 Ton, Eitel #RP60, straightening press,8" stroke,24" DL,13-3/4" throat,20 HP,1988,#65888 

100 Ton, Eitel #RP100, 8" Stroke, 38" DLO, 7/8" Adj. Stroke, WR Shaft Attachment, 1980 


PETERSON HYDRAULIC STRAIGHTENING PRESSES 


CUSTOM ENGINEERED HYDRAULIC STRAIGHTENING PRESSES 


MAER ER SALES MOST COMPONENTS IN-STOCK FOR QUICK DELIVERY 
Tel: 520-836-9727 * Cell: 231-357-2707 


PETERSON MACHINERY SALES 
804 West Gila Bend Highway 


616-241-1877 
734-971-8860 
313-839-9300 
312-226-4150 
616-949-5910 
847-276-2761 
419-866-6894 
248-268-1603 
734-971-8860 
847-580-6800 
734-971-8860 
616-241-1877 
915-256-2139 
208-851-8568 
616-241-1877 
616-868-1111 
616-241-1877 
248-379-0820 
616-241-1877 
800-622-4463 
616-241-1877 
616-241-1877 
734-971-8860 
973-358-7208 
616-241-1877 
385-321-3934 
734-971-8860 
312-226-4150 
734-971-8860 
501-835-5494 
847-640-8600 
517-244-9919 
800-622-4463 
800-622-4463 
800-622-4463 
586-773-8822 
800-622-4463 
586-779-1788 
248-379-0820 
586-773-8822 
586-779-1788 
516-825-7040 
+52-155-1451-7028 
616-868-1111 
800-622-4463 
419-536-4445 
248-268-1603 


586-755-5353 
248-926-0088 
248-543-4466 
631-249-5566 
800-622-4463 
847-276-2761 


December 2023 


DEALER 

Icon Industries 
Alma Machinery - Ml 
Presses for Indust 
Mchy Marketing Intl 
Turner Industries 
Liberty Machinery 

D & D Industries 
UPM, LLC 

Alma Machinery - MI 
Blumberg Machinery 
Alma Machinery - Ml 
Icon Industries 

FMI Trading LLC 
Liberty Machine 
Icon Industries 
Vander Ziel Machy 
Icon Industries 

Reid Machinery Inc 
Icon Industries 
Yoder Machinery 
Icon Industries 

Icon Industries 
Alma Machinery - MI 
National Machinery 
Icon Industries 
Revolution Machine 
Alma Machinery - Ml 
Mchy Marketing Intl 
Alma Machinery - Ml 
Mauldin Machine Inc 
Kempler Industries 
R D Erbe & Assoc 
Yoder Machinery 
Yoder Machinery 
Yoder Machinery 
Tech Machinery 
Yoder Machinery 
Paramount Indust 
Reid Machinery Inc 
Tech Machinery 
Paramount Indust 
TrueForge Global 
Hilco Global Mexico 
Vander Ziel Machy 
Yoder Machinery 
G-2000 Inc 

UPM, LLC 


DEALER 

Gibbs Machinery Co 
Equipment Trading 
Roberts Machy Sales 
Prestige Equipment 
Yoder Machinery 
Liberty Machinery 


SR ID 
364037 
293931 
338486 
463685 
926954 
289194 
397234 
372202 
259335 
378175 
259332 
426665 
406138 
443907 
381932 
468453 
261919 
444651 
266209 
439796 
284101 
291836 
260703 
478748 
428855 
404284 
260702 
471992 
260701 
385175 
446070 
941880 
439809 
437537 
437539 
225186 
476891 
109931 
436751 
225295 
058699 
260387 
444412 
433846 
431118 
434760 
427440 


SRID 
270003 
280676 
387384 
416008 
433944 
428592 


Casa Grande, AZ 85222 


175 Ton, Eitel #RP-160, hydraulic straightening press,8" stroke,31-1/2" DL,13-3/4" throat 

200 Ton, Dake #19-525, push buttons & ctrls,Bell housing & work support table ... 

250 Ton, Eitel #RP-250, 10"stroke, controlled stroke, 78" x 13" table, excellent, 2006 

250 Ton, Eitel #TSP250, hydraulic straightening press, Allen Bradley HMI ctrl (retrofit 2020),S44645 


10 Ton, Denison 
#WS087LC304FSD367A572S320S0903110, hyd 
C-frame press,8" stroke,#69803 


Mfr: Denison 


Presses, Hydraulic, C- 
frame (Gap Frame) 


Model:WS087LC304FSD367A572$ 


" ller: Y Machi 
Search C Frame on SurplusRecord.com to view Soner Holanda OH aY 
Р Tel: 800-622-4463 
all 276 listings. SR ID: 433951 
Price: Call for Price 


C FRAME HYDRAULIC PRESS MACHINES (GAP ЕВАМЕ) - (276 listings on our website!) 
З Ton, Denison Multipress #WR-37M-C304FS1/C280D/C262E, hyd C-frame press,10"stroke,15"DL 

4 Ton, Denison #WR045HC304FS1, hyd C-frame press,12"stroke,16"DL,18"x11.5"bed,#29259 

6 Ton, Denison Multipress ZR065LC2090D266A12C220A246LC235, hyd C-frame press, 10" str,2.75" cyl боге... 
8 Ton, Denison Multipress #SO87L8204FSD267A72D210JMS206, hydraulic C-frame press, 274275 

8 Ton, Denison Multipress #WR8, 18"stroke,24" daylight, 18" x12" bed,8"throat,10 HP,1986 

10 Ton, Denison #T100LC204FSD268D210A72S209, hyd C-frame press,12"stroke,18" DL,#29260 

12 Ton, Denison £T120MC804ES1C280TDC262-97939-E, Hyd C-Frame Ргеѕѕ,12" ѕїгоке,34" DL 

12 Ton, Denison #W4T120M-F-48-40-C202, hyd C-frame press,40" stroke,48" DL,2000,#29240 

12 Ton, Denison #WS120, hyd C-frame press,12"stroke,18" DL,21" x13" bed,table model,#29249 

12 Ton, Neff #D12-5M, C-Frame hyd press, 7" str, 18" DL, 7" thrt, 30" rotary tbl., 12 gal. hyd tank ... 


GENERAL EQUIPMENT 


MI 
OH 
MI 
IL 


248-543-4466 
513-771-1952 
248-543-4466 
847-427-3333 


12 Ton, Denison 
#T120HC0264FSD268D270JA217A72S210,Hyd C- 
Frame Press,12"str,18"DL 


OH 
IL 
AR 
OH 
MI 
IL 
CA 
IL 
IL 
MI 


800-622-4463 
847-640-8600 
479-785-2554 
800-622-4463 
616-949-5910 
847-640-8600 
888-589-6721 
847-640-8600 
847-640-8600 
313-839-9300 


Roberts Machy Sales 
Mohawk Machinery 
Roberts Machy Sales 
Perfection Machy 


Mfr: Denison 


E-mail: machine@petersonmachinery.com 


412887 
225249 
433500 
469711 


Model:T120HC0264FSD268D270J 
Seller: Wheeler Machinery 


Pomona, CA 
Tel: 888-589-6721 
SR ID: 453407 
Price: Call for Price 


DEALER 

Yoder Machinery 
Kempler Industries 
Diamond Jack Machy 
Yoder Machinery 
Turner Industries 
Kempler Industries 
Wheeler Machinery 
Kempler Industries 
Kempler Industries 
Presses for Indust 


SRID 
476934 
470317 
406010 
448483 
392566 
470319 
453411 
466786 
466788 
469346 


71 


December 2023 


C FRAME HYDRAULIC PRESS MACHINES (GAP FRAME) - (276 listings on our website!) 
20 Ton, Denison Multipress #FH20-S.O. 94144D, c-frame press, 12"str,21"DL,10"thrt,4.5" cylinder bore 
20 Ton, Northern Hydraulic, hydraulic C-frame press,12" stroke,13.5" DL,15"throat,#14180J 

25 Ton, Denison #Hydroilic, hydraulic C-frame press,17" stroke,26"DL,7"throat,1955 

25 Ton, World Precise Machinery #JH21-25, C-frame press, 3.14"str,9.84" SH,1.96"adj.,8.26"thrt, 60-120 ... 
29 Ton, Amada #SP-30, Punch Press, w/tooling, S/N 304044, 1983 

35 Ton, Hannifin #S-350-A, hydraulic C-frame press,16-1/2" DL, 10" throat,5 HP,#76516 

35 Ton Multipress #F2L35-30H C-692-E2, C-frame press, 30" x20.5" bed, 1988 

35 Ton Denison Multipress ZFC35-30HC99D01D88A31 C334, C-frame press, 15"str,24.75" DL,12"thrt,5" ... 
35 Ton Multipress ZFL35-30H-C-592-E, C-frame press, 15"str,24.75" DL,12"thrt,5" cylinder bore 

45 Ton, Minster #B1-45, 1"stroke,11" SH,9"throat,39" passline,5 НР,500 SPM,#68206 

60 Ton, Megaworker #SEP-60, C-frame hydraulic punch,7"stroke,9"throat,7.5 HP,#77350 

60 Ton, Minster £6, C-frame press,4" stroke,90 SPM,s/n 6-15997,remanufactured,#1445 

60 Ton, Niagara #M-60, C-frame press with ServoMax IV feeder & Samco uncoiler,4" stroke,14" SH 

75 Ton, Denison, 2-rams, vari-speed, 2012 

80 Ton, Betenbender #HMI-8014, C-frame press, 8"str,14"thrt,9" bore, 2-hand ctrls w/ auto return to ... 
140 Ton, Peddinghaus #FH-12-ER, hydraulic C-frame punch,1-1/2" stroke,10 HP,#74813 

150 Ton, Standard #DC-150, C-frame hyd press, 10"str,22" DL, 13"thrt, 24" x34" bed, 2007 

150 Ton, C-frame press, 16" x 120"electric platen 

165 Ton, Komatsu #0BS150, 7.9"str,17.8" die ht,49.2" x31.5 bed,27-55 SPM,3.9" adj. 

200 Ton, Komatsu £OBS200-3, sgl point gap press,9.84" stroke,18.90" SH,25-50 VSPM,'90 

300 Ton, Standard Industrial #DC300, hyd C-frame press, 12"stroke,24" DL,never used,2022,#29669 
Hilles & Jones £5, hydraulic C-frame press, 8" stroke 


H FRAME HYDRAULIC PRESS MACHINES - (84 listings on our website!) 

10 Ton, Bench Buddy #21261A-15, H-frame press, 8" stroke, 24" BH 

10 Ton, Dake, H-frame press,5" stroke,20" x 7" bed,0" -30" open height,hand pump, 275647 
12 Ton, Pittsburgh, air / hyd H-fame press 

25 Ton, Dake, H-frame hyd press,33.5" width btwn uprights,5-3/16" width btwn tbl channels 
100 Ton, Kaast #НРА-Р100/60, H-frame hydraulic press brake,11.8" stroke,26.75" DL,2022 
100 Ton, OTC #0100, Power Team hydraulic H-frame press,13-1/8" stroke,2 HP,#76777 
100 Ton, Rupe's Hydraulics, traveling H-frame hydraulic press,1998,updated 2023 

150 Ton, Dake #6-450, H-frame press, air operated, serial #192714T, #16451 

150 Ton, OTC, traveling bed H-frame press, 476232 

50 Ton, Dake #50H, adj. hyd H-frame shop press, 4" ram, 7" screw trvl. 


HYDRAULIC WHEEL PRESS MACHINE - (17 listings on our website!) 
75 Ton, Wheel press, 8"stroke,42" btwn bars,72" ram to resistance member,2 HP,#75083 
100 Ton, Niles, horizontal wheel press, #8879 


Presses, OBI 


60 Ton, Minster #6, OBI 


Presses, O.B.I., Back pres 


Minster 
Model:-6 


Geared, Single Crank Ат м 


Search ОВ! оп SurplusRecord.com to view all Nashville, TN 


241 listings. dE 2 503-8703 
Price: Call for Price 


SINGLE CRANKED BACK GEAR OBI PRESS MACHINES - (241 listings on our website!) 
22 Ton, Niagara #M22, OBI press, 2"str,8.75" SH,2" adj., 100-300 SPM, 20"x12.5" bed, A/C & brake, foot ... 
45 Ton, Bliss #C45, OBI press,2"stroke,12.75" SH,15 HP,45-95 SPM vari-speed,1978 

45 Ton, Bliss #C45, OBI press,4" stroke,12.25" SH, air clutch & brake,110 SPM,1968,#14183J 
45 Ton, Minster #5, OBI press,3"stroke,12.75" SH,90-180 SPM,Eddy current drive,7.5 HP 

45 Ton, Precision Industries #45N-GOBI, OBI press, 3" stroke, 120 SPM, 1998 

46 Ton, Federal #4, OBI single crank press,2" stroke,9-1/4" SH, air clutch & brake,#74906 

60 Ton, Bliss #C-60, OBI back geared ргеѕѕ,4" stroke,14-1/4" SH, air clutch & brake,#71636 

60 Ton, Bliss #С-60, OBI press,5"stroke,16" SH,21" x32" bed,90 SPM,reconditioned,1969 

60 Ton, Johnson #60, 3" stroke, 10-75 SPM, Wintress, 12" servo feed line, 22"x32" bed 

60 Ton, Minster £6, OBI Press, 4"stroke, 14-1/2" SH, 50 SPM, mech clutch, S/N 6-B553 

60 Ton, Minster #6, 4"str,15.5" SH,3"adj., 21" x32" bed, A/C, S/N 6-9030, 1963 

60 Ton, Minster #6, OBI back geared press,6"stroke,14"SH,air clutch & brake,#76280 

60 Ton, Precision 460NGPHS-OBS, 2"str,14" SH,11.5"thrt,21" x32" bed,100-450 SPM,1999 

60 Ton, USI Clearing #Torc-Pac, OBI press,4"str,13.5" SH,90 SPM,air clutch & brake,1967 

60 Ton, Verson #D-60-OBI, 4"str,14" SH,3"adj., 45 SPM, 32" x 21" bolster 

75 Ton, Bliss #С75, OBI press,4"stroke,17" SH,3.5" ram adjust.,air clutch & brake 

75 Ton, Clearing #75, OBI punch press,6" stroke,17.75" SH, air clutch & brake,50 SPM,#29252 
75 Ton, Minster #7, OBI press,7" stroke,18" SH,36" x24" bed,90 SPM,reconditioned,1984 

75 Ton, Niagara #M-75, OBI press,4" stroke,15.5" SDAU,3.375"adj.,90 SPM,air counterbalance 
90 Ton, Niagara #E-90, OBI single point gap frame press,9"stroke,18" SH,45 SPM,1985 

95 Ton, Bliss #28, back geared OBI press,8"stroke,17" SH,air clutch & brake,10 HP,#76822 
100 Ton, Chicago #100-36120, straight side press,6"str,12" SH,120" x36" bed,pwrd ram, A/C 
110 Ton, Bliss #C-110, Single Crank Back Geared OBI Press,6"str,17" SH,30-60 SPM,A/C,'80 
110 Ton, Bliss #С110, OBI press,6"stroke,21" SH,42" x27" bed,28" x22" ram,reconditioned,'71 
110 Ton, Bliss #C110, OBI backgeared press,8" stroke,17" SH,air clutch,auto lube.30 SPM 
125 Ton, Federal, OBI press,4"stroke,17-1/2" SH, air clutch, Wintress clutch/brake ctrl,#74095 
150 Ton, Clearing #150-P-701-OBI, OBI press, 6"stroke, 33" x 50"bed, air clutch 

150 Ton, Danly #150, OBI press,6" stroke,22-1/2"SH,35 SPM, air clutch & brake,#14230T 

150 Ton, Minster #G1-150, 12" stroke,26" SH,updated AB Mocologix 1200 ctris,A/C & brake 
150 Ton, Niagara #E-150, OBI press,30" x50" bed,10" stroke,26" SH (SDAU),6" adj.,1984 

165 Ton, Komatsu #OBS-150-2, 7.87" str,17.72" SH, 27-55 SPM, 49.21"x31.5" bed, Wintriss Smart Pac ctrl ... 
350 Ton, Warco, straight side double crank,10" stroke,60" x 45" bed, A/C,s/n 571591 

Rouselle #4F, 4"str,11" SH,3" ram adj.,18"thrt, 105 SPM, 26"x16" bed, A/C & brake 

125 Ton, Federal #F-329, sgl crank BG OBI press, 8"str,18.5" SH, 45 SPM, 40" x28" bed, 1977 


DOUBLE CRANK OBI FLYWHEEL PRESS MACHINES - (8 listings on our website!) 


55 Ton, Heim #5G, gap frame punch press,3"str,13" SH,4" ram adj.,120 SPM,A/C,dual palm buttons 
250 Ton, Bliss #С-250, 58" x34" bed,8" stroke,4-1/2" slide,17" SH,35 SPM,A/C & brake,1970 


72 GENERAL EQUIPMENT 


press,2.5" stroke,13" SH,32" x21" bed,3" adj.,70-210 


Seller: Pearl Equipment Co 


OH 
TN 
WI 
FL 
OH 
OH 
OH 
OH 
OH 
OH 
OH 
CT 
GA 
MI 
CA 
OH 
OH 
PA 
TN 
MI 
IL 
TX 


OH 
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CA 
NJ 

PA 
OH 
MN 
MI 

OH 
KY 


OH 
OH 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


419-841-3586 
931-381-1900 
262-548-6080 
800-638-8888 
216-478-6657 
800-622-4463 
419-841-3586 
419-841-3586 
419-841-3586 
800-622-4463 
800-622-4463 
860-628-9090 
770-621-0495 
586-530-4785 
626-444-0311 
800-622-4463 
419-866-6894 
814-454-1581 
615-369-7788 
586-563-5000 
847-640-8600 
915-256-2139 


800-622-4463 
800-622-4463 
626-444-0311 
732-566-1211 
717-846-2600 
800-622-4463 
952-933-6755 
616-868-1111 
800-622-4463 
502-219-7311 


800-622-4463 
800-622-4463 


DEALER 

D & H Machinery Inc 
Timco Inc 

WI Metalworking 
Generation Machine 
HGR Indust Surplus 
Yoder Machinery 

D & H Machinery Inc 
D & H Machinery Inc 
D & H Machinery Inc 
Yoder Machinery 
Yoder Machinery 
Stamptech Inc 
Equipment Hub 
Solomon Machinery 
Sterling Machy Exc 
Yoder Machinery 

D & D Industries 
Erie Mill & Press 
Alma Machinery - TN 
S & G Press & Machy 
Kempler Industries 
FMI Trading LLC 


DEALER 

Yoder Machinery 
Yoder Machinery 
Sterling Machy Exc 
Mullin Machinery 
Hildebrand Machy 
Yoder Machinery 
Naab Sales Corp 
Vander Ziel Machy 
Yoder Machinery 
Machinery Central 


DEALER 
Yoder Machinery 
Yoder Machinery 


121 Ton, Komatsu ZOBS110H-V3, OBI 


press,4.3" str,15" SH, air clutch & brake,2001 


OH 
TN 
TN 
TN 
TN 
OH 
OH 
TN 
WI 
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co 
OH 
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IL 
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IL 
TN 
WI 
TN 
OH 
OH 
IL 
TN 
NJ 
OH 
OH 
TN 
MI 
TN 
MI 
OH 
OH 
MI 


WI 
MI 


419-866-6894 
615-383-8703 
931-381-1900 
615-383-8703 
615-369-7788 
800-622-4463 
800-622-4463 
931-250-6181 
262-548-6080 
520-836-9727 
303-651-6545 
800-622-4463 
773-866-9600 
816-330-2138 
262-548-6080 
518-771-2111 
847-640-8600 
931-250-6181 
414-264-5848 
615-383-8703 
800-622-4463 
216-641-7897 
847-673-0556 
931-250-6181 
973-358-7208 
800-622-4463 
216-641-7897 
931-381-1900 
734-971-8860 
615-383-8703 
248-709-6723 
216-641-7897 
419-866-6894 
248-268-1603 


715-886-4926 
616-200-4308 


Mfr: Komatsu 
Model:OBS110H-V3 


SRID 
413692 
476313 
456613 
448033 
478858 
437569 
413694 
413693 
413695 
437577 
476018 
386845 
481275 
972749 
402991 
440179 
455758 
669581 
432075 
327589 
475646 
406140 


SRID 
476056 
469010 
424624 
464268 
458172 
469280 
470851 
439653 
471335 
440280 


SR ID 
433927 
469279 


Seller: Alma Machinery - TN 


Columbia, TN 
Tel: 615-369-7788 
SR ID: 396220 
Price: Call for Price 


DEALER 

D & D Industries 
Pearl Equipment Co 
Timco Inc 

Pearl Equipment Co 
Alma Machinery - TN 
Yoder Machinery 
Yoder Machinery 
Tom Hale Equipment 
WI Metalworking 
Peterson Machinery 
Automatics & Machy 
Yoder Machinery 
Asset Exchange Corp 
Revelation Machy 
WI Metalworking 
Great American Eqpt 
Kempler Industries 
Tom Hale Equipment 
Aleco Machinery 
Pearl Equipment Co 
Yoder Machinery 
Stys, Inc 

Adams Machinery Co 
Tom Hale Equipment 
National Machinery 
Yoder Machinery 
Stys, Inc 

Timco Inc 

Alma Machinery - MI 
Pearl Equipment Co 
Rygate, LLC 

Stys, Inc 

D & D Industries 
UPM, LLC 


DEALER 
Heart of WI Machy 
Affordable Machy 


SRID 
455760 
350319 
377547 
363032 
419765 
437532 
439805 
389449 
117591 
142811 
344776 
435813 
089048 
479949 
209798 
254821 
475654 
389450 
294666 
064409 
439797 
255088 
414995 
389448 
472033 
437536 
255090 
441546 
260707 
885518 
359244 
255091 
395019 
420457 


SR ID 
431505 
223529 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


Presses, O.B.I., 15" stro" SH.2"adj., 20°x12" bed 
Flywheel, Single i ES Niagara 
Crank ^ lodel:M-22 


Seller: UPM, LLC 
Ferndale, MI 
Search OBI on SurplusRecord.com to view all j Tel: 248-268-1603 
ПЕРТ SR ID: 448730 
475 listings. Price: Call for Price 


SINGLE CRANK OBI FLYWHEEL PRESS MACHINES - (475 listings on our website!) 

1 Ton, OBI press, #77240 

5 Ton, Kenco #054-105-200, OBI flywheel press,2"stroke,7-1/2" SH,13"throat,1/2 HP,#76944 

12 Ton, Alva Allan #BT12A, punch press, 1-1/2" stroke, 115/230v 1ph, 1 HP, 1960's 

12 Ton, Alva Allan #BT12A, punch press, 1-1/2" stroke, 115/230v, 1 HP, 1960's 

20 Ton, Walsh #20, OBI press, 1.5"stroke, 2"adjustment, serial #12180 

22 Ton, Bliss #C-22, OBI flywheel press, 2"str,10" SH,2.25"adj., 100-200 SPM, 23.5"x14.5"bed, А/С & ... 
22 Ton, Bliss #C-22, OBI flywheel punch press,2-1/2" stroke,9-1/4" SH, air clutch,#29146 

22 Ton, Bliss #M-22, OBI flywheel press, 2"str,10"SH,2.25"adj., 23.5"x14.5" bed 

22 Ton, Bliss, OBI flywheel press,2.25" stroke,10" SH,23.5" x14.5" bed,10" x8.5" ram,£14235J 

22 Ton, Niagara, OBI flywheel press,1.5" stroke,9.5" SH,2"adjustment,390 SPM,#14234J 

22 Ton, Niagara #A-22, OBI press,2.5" stroke,8.5" SH,12" x 20"bed,air brake,air cushion 

22 Ton, Niagara #A-22, OBI flywheel press,2.5" stroke,8.5" SH,100-200 SPM,S44825 

22 Ton, Niagara #M-22, OBI flywheel press, 1.5" str,9.5" SH,2"adj., 135-390 SPM, 20"x12"bed, A/C & ... 
27 Ton, Johnson #27-FW-PC, OBI flywheel press,3-1/2" stroke,11-7/8" SH,3 HP,120 SPM 

30 Ton, E.W. Bliss #215, OBI press, S44622 

30 Ton, Heim #3 OBI, 3" stroke,10-1/2" shut height,140 SPM,24"x15"bed,air clutch,1988 

32 Ton, Federal OBI press 2.5" stroke 

32 Ton, Minster £4, OBI punch press, 3"stroke, 130 SPM, air clutch, nice 

32 Ton, Minster #455, 4"str,11.5" SH,24"RL x 16"FB bed,100 SPM,air clutch & brake,1987 


MACHINERY CORPORATION 


Voice: 574.295.6161 
Text: 574.536.3400 


32 Ton, Minster #4SS, gap press,4"str,15" SH,2.25"adj.,90-180 SPM vari,24"x16"bed,'95 

32 Ton, Minster #B1-32 Fixed Base, press, 2.5" stroke, 2.25"slide adj., S/N 14035, #1479 

35 Ton, Niagara #M-35, 5" stroke,13.25" SH,57-150 SPM,24" x15" bed, 2.25" slide adj.,S44619 

40 Ton, Rousselle £4, OBI press, 3"str,12" SH,3.5"adj., 40-105 SPM, 26"x16"bed, A/C & brake 

45 Ton, Bliss #C-45, flywheel type OBI press, 3"str,12.25" SH,3"adj., 90 SPM, 29.5"x18"bed, А/С & ... 
45 Ton, Bliss #C-45, OBI flywheel press, 4"str,11.25" SH,3"adj., 29.5" x18"bed, light curtains 

45 Ton, Bliss #С-45, OBI flywheel press, 4"str,11.25" SH,3" adj., 90 SPM, 29.5"x18" bed, A/C & brake ... 
45 Ton, Bliss #СН-45, OBI press,2" stroke, 11-1/2" SH,3" adjust,29-1/2" x18" bed, A/C,1973 

45 Ton, Bliss, OBI flywheel press,4" stroke,11.25" SH,29.5" x18" bed,light curtains,#14233J 

45 Ton, Bliss, OBI press, 4"str,12.25" SH,3"adj., 90 SPM, 18"x29"bed, A/C & brake 

45 Ton, Federal #45, OBI press,flywheel,3" stroke,11" SH,18" x14" ram,28" x18" bed,70-120 SPM 

45 Ton, Minster £5, fixed base punch press, S/N 27251, 1989 

45 Ton, Niagara #M-45, OBI press,4"stroke,11" SH,110 SPM,air clutch & brake,£14210J 

45 Ton, South Bend #45FW-AC, sgl crank flywheel OBI press, 3"str,11.25" SH,2.5"adj., 28" x18" bed, 125... 
55 Ton, Heim £5, OBI Press, S/N H-3672 

60 Ton, Bliss #C60, OBI press,4"stroke,14.25" SH,3" ram adj.,air clutch,90 SPM,'89,#14164J 

60 Ton, Bliss #C60, OBI flywheel press, 4" str, 14.25" SH,3"adj., 90 SPM, 31.75" x21" bed, A/C & brake ... 
60 Ton, Brown & Boggs, OBI flywheel punch press, 5"str,12-3/8"SH,3" adj., 32" x22.5"bed, 86 SPM 

60 Ton, Federal £5, sgl crank flywheel OBI press, 4"str,12.25" SH,2.5"adj., 10" thrt, 90 SPM ... 

60 Ton, Federal #5, OBI press, 4"str,12.5"SH,10"thrt,2.5"adj., 90 SPM, 29.5"x18.5" bed, A/C & brake 

60 Ton, Federal #5A, OBI press, 4"str,10.25" SH,10"thrt,2.5"adj., 90 SPM, 29.5"x18.5"bed, A/C & brake ... 
60 Ton, Federal £5A, OBI press, 4"str,12.25" SH,11.5"thrt,2.5" adj., 90 SPM, 32" x21"bed, A/C & brake ... 
60 Ton, Federal, OBI stamping press, 6"str,15" SH,11.5"thrt,2.5" adj., 45 SPM, 1968 

60 Ton, L & J #W60, OBI press, 4"str,14" SH,4"adj., 24" x36" bed, А/С 

60 Ton, Minster #6, OBI power press,5"stroke,3" slide adj.,0-100 SPM,s/n 6-7362,#1450 

60 Ton, Minster #B1-60, flywheel gap press,3" str,12" SH,125-250 SPM vari-speed,'76,#9985 

60 Ton, Niagara #E-60, OBI press,6" stroke,32" x21" bed,12" x16" ram,air clutch & brake 

70 Ton, Federal #6, OBI press, 4"str,13.5" SH,3" ram adj., 75 SPM, 25.5"x33"bed, A/C & brake, 1975 

70 Ton, Federal, OBI press, 4"str,13.5" SH,3"adj., 95 SPM, 33"x25.5" bed, A/C & brake, 2000 

70 Ton, Heim #7GA Flywheel, gap frame single crank press,3" stroke, air clutch, 1986,#73274 

70 Ton, Rousselle #G1-70, Air Clutch Back Geared Punch Press, 3" str, 13"SH, 4" adj. 

75 Ton, Bliss #23M, single crank OBI press,4" stroke, 14"SH,16" x10" ram,24" X32" bed,45-900 SPM 

75 Ton, Niagara #E-75, OBI press,8" stroke,21"SH,90 SPM, air clutch & brake,#14204J 

75 Ton, Niagara #ES-75, OBI press,8"stroke,21"SH,90 SPM, air clutch & brake,#14199J 

75 Ton, Niagara, OBI press,8" stroke,21"SH,air clutch & brake,90 SPM,#14203J 

80 Ton, Federal OBI Flywheel, sgl crank, A/C,4" stroke,13.5" SH,36" x28" bed,120 SPM,10 HP 

80 Ton, Johnson #7F, OBI press,4"stroke,15-1/2" SH,air clutch & brake,7.5 HP,#70273 

90 Ton, Niagara #Е90, 7"str.,19.5" SH,air cushion, A/C,transverse mtd crankshaft,1985 

90 Ton, Niagara #E90S, 4-1/2" stoke 15-3/4" SH, 46 SPM 

220 Ton, Aida #NC1-200(1), single crank mech OBS press,6.29" stroke,20.14" SH,reconditioned 


PRESS FEED LINES - (12 listings on our website!) 
72" x .250"-.100" x 60000 Ib. Cauffiel w/coil loader,uncoiler,peeler,leveler,feed sys 
Aida Servo press line, 693 ton, 2018 


CAVITY DIE FLUID FORMING PRESSES - (4 listings on our website!) 
8600 Ton, Verson Wheelon Fluid Cell Forming Press #R8600-36x92, 5000 psi, 4.5" & 6"depth within 2... 
Avure Quintus ZQRL-63, fluid cell forming press, 42.9"-26.9" blank, 12.3" draw depth, forming pressure ... 


CUT-OFF PRESSES - (240 listings on our website!) 


5 Ton, Pneu Powr #2P-5, 2-Post, 10-1/2" x 12" die space, 1-1/2" post dia., air surge tank 
10 Ton, Air Ram, cut-off press, 3" str,14.6" open, 20.5" x15.5" bed, air surge tank 


GENERAL EQUIPMENT 


22 Ton, Niagara #M-22, OBI flywheel press, 


E-mail: yeomanmachinery? gmail.com 


80 Ton, Southbend Johnson Z80FW-AC, 
4"str,15.5" SH,3.5"a 
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419-866-6894 
419-866-6894 


December 2023 


Mfr: Southbend 
Model:80FW-AC 


Seller: D & D Industries 


Monclova, OH 
Tel: 419-866-6894 
SR ID: 341478 
Price: Call for Price 


DEALER 

Yoder Machinery 
Yoder Machinery 
Revelation Machy 
Revelation Machy 
Wenco Machinery 
D & D Industries 
Kempler Industries 
UPM, LLC 

Timco Inc 

Timco Inc 

Harris Machine Tool 
Perfection Machy 

D & D Industries 
Yoder Machinery 
Perfection Machy 
Turner Industries 
Roll Form Solutions 
TNT Industrial 

Alma Machinery - TN 


YEOMAN ZR—Metal Fabrication a Machine Tools 


© Look to Us for All of Your Press & Machinery Needs! 


dj., 40-85 SPM, 3A/C & brake 


SRID 
476050 
439799 
476276 
476278 
474526 
469636 
412953 
448729 
481332 
481333 
467412 
469729 
469637 
476901 
469762 
363693 
162632 
463886 
424168 


Proud Member of: 


MDNA ° AMEA 


Turner Industries 
Stamptech Inc 
Perfection Machy 

D & D Industries 

D & D Industries 
UPM, LLC 

D & D Industries 
Hildebrand Machy 
Timco Inc 

D & D Industries 
Great American Eqpt 
Advanced Jones Mchy 
Timco Inc 

D & D Industries 
HGR Indust Surplus 
Timco Inc 

Yoder Brothers 
Westway Machinery 
D & D Industries 

D & D Industries 

D & D Industries 

D & D Industries 
Metal Logics Inc 
McKean Machy Sales 
Stamptech Inc 
Turner Industries 
Liberty Machine 

D & D Industries 

D & D Industries 
Yoder Machinery 
Mullin Machinery 
Great American Eqpt 
Timco Inc 

Timco Inc 

Timco Inc 

Martin Machine Tool 
Yoder Machinery 
O'Connell Machy Co 
JM Die Ltd 

S & G Press & Machy 


DEALER 
American Steel 
National Machinery 


DEALER 
Century Machinery 
Century Machinery 


DEALER 
D & D Industries 
D & D Industries 


034309 
474652 
469764 
416484 
455762 
448731 
469638 
448336 
481331 
469639 
467439 
463524 
397221 
455763 
477351 
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427234 
385180 
441236 
440003 
439997 
439991 
476960 
456151 
426710 
924302 
473568 
439985 
439988 
439807 
478627 
467261 
397215 
397223 
481330 
133351 
439810 
029510 
300074 
424230 


SR Ір 
961572 
475536 


SR ID 
202266 
324408 


SR ID 


348856 
265649 
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December 2023 


CUT-OFF PRESSES - (240 listings on our website!) 

18 Ton, Tishken #CO-6-2, high speed cut-off press,2"stroke,8"bten post,3 HP,#75075 

18 Ton, Tishken #CO-6-18, 4-post cut-off press, #75279 

20 Ton, Dahlstrom #20TP, 4-Post cut-off press, 3"str, 15.5" die area, 2.5" post dia. 

25 Ton, Yoder #P-25, cutoff press, 2 HP, 1967, #11652 

25 Ton, Yoder #P-25, cutoff press, 3 HP, 1969, #11653 

40 Ton, B & K, 4 Post cut-off press, 4" str, 13-18" SH, 4" post dia. 

50 Ton, Tishken, 4-post cutoff press, 2.5"str, 30"x24" tbl., A/C & brake, #10906 

75 Ton, McKay #5516-M, 4-post design,holddown,air clutch & brake,bow tie blade,1968 

80 Ton, Airam #ATP-189, 4-post long bed pneumatic cut-off press, 3" str, 106" x 33.5" bed, air tank ... 
150 Ton, Tishken, 4-post cutoff press, 2.25"str, 3.5" post dia., 32" x26" slide area, A/C & brake, 25... 
B & K, 2-Post cut-off press, 6" SH, 17.5" btw post, 15" bed, 2 HP motor 

Hill Engineering, hyd flying cut-off press,4-post,nitrogen acceleratorm7.5 HP,#76798 

Superior Tool & Die, 4-post cut-off post, 2"str,5"-6" SH, 12" btw post, 42" bed Igth, З HP motor 

MV Machine, cut-off press, 2"str,12"x18" die area, Wichita clutch & brake 


DIE CUTTING PRESS MACHINES - (109 listings on our website!) 

9 Ton, Indusco #G 008XL, 2"stroke,5.1" DL,27.6" RL X 13.8"FB tbl,like new,2004 

20 Ton, Pederson Freeman £282, 17-1/2" x35-1/4" bottom platen,14-1/4" x22-3/4" upper platen 

25 Ton, Hudson #F63HS, travelling head,68x25" bed,20x20" head,adj.stroke to 5.75",42616 

25 Ton, Schwabe #05, 40" x 30" work surface, 36" x 24" beam size, 3" stroke, 6.75"DL, #16673C 

25 Ton, Herman Schwabe #DS-HD, 36" x30"table,33" x30" beam,3" stroke,8" opening, 1981 

35 Ton, Samco #TH-35, die clicker press, 230 V., 3 KVA 

50 Ton, Schwabe #DG-HD, die cutting press,hydraulic,38" x38" cutting area,10 HP,#29093 

70 Ton, Samco Strong #70-60, 67"x22" bed,6-3/4" stroke,7-1/2" daylight,sliding table,15 HP,1992,#11085 
800 Ton, U.S. Industrial #52-800-120-72, punch press, 20" stroke, 120" x 72" table 

Atom #Flashcut-Easy-888L30, knife cut die less die cutting system,120"x40" work surface,2018,#29256 
Atom #S-325-T-25, Beam Press, 62", S/N 15573, Elemac Light Curtain, 1989 

Hudson #MF9.5, swing arm clicker press, 6" str, 2007 

Herman Schwabe 4D, Clicker Press, 40x24, S/N 27268 

Visual #34-2, roller die cutter, 34" wide 

Steel Rule Die Bender & Cutter Set- Made in Italy 


DIE TRYOUT AND SPOTTING PRESSES - (44 listings on our website) 

5 Ton, Hydraulic die tryout press, 4-post,34" stroke,54" x24" bed,sgl lever,10 HP,#75295 

100 Ton, Кага, upacting 4-post hydra/pneumatic spotting press, 6" str, 6-1/8" DL, 12" cylinder dia. ... 
100 Ton, Sanki #SPD1310-100TD, hyd spotting press, 38.4"str, 41.2" DL, 51" x 39" bed 

100 Ton, Hydraulic Die Tryout & Spotting Press, 42.5" DL, 34"x50" platens, 3000 psi clamping ... 

100 Ton, Die Spotting Try-out press class 100, 6' x 6' approx size, 1970s 

224 Ton, Reis #TUS-180 OK-200, 106"str,118"DL, 71"x98"tbl., 1994 

224 Ton, Reis #TUS-180 OK-200, 4 post hyd spotting press, tilt down arm, 106"str,118" DL, 71"x98" ... 
335 Ton, MetalPress Machinery #MSP-SB-335, die spotting & mold tryout press, 118"x98" table 

440 Ton, MetalPress Machinery #MSP-SB-335, die spotting & mold tryout press, 138"x98" table 

Reis #TUS-180-OK-200, die tryout & spotting press, 60"str,104" DL, 76.75"x86.75" bed, 1988 


EXTRUSION PRESSES - (29 listings on our website) 

100 Ton, Loewy, extrusion stretcher,110' max. Igth,72" str.,Detwist,Oilgear 

400 Ton, St Lawrence #SHD1-4P-400, extrusion press with 50 ton ejector,12" stroke,1999 
1000 Ton, Bliss #HS1000, Hydro-Dynamic Extruding Forging Press (2 available) 

2000 Ton, Engel, extrusion press,4-post horiz hyd,40"str,150" DL,22" main ram dia,1995 
12000 Ton, Loewy extrusion press w/piercing mandrel for producing hollow products 


HIGH SPEED AND AUTOMATIC PRESSES - (116 listings on our website!) 

10 Ton, Bruderer #BSTA-10, .24"-1.5"stroke,6.4" SH,1.5" slide adjust,8.5"throat, 100-500 SPM 

30 Ton, Bruderer #BSTA-30, high speed press, .315"-1.57" stroke adj., 135-800 SPM, STK# 1451 

30 Ton, Bruderer ZBSTAG3OII, high-speed press, 3.35" str,9.17" SH,2"adj., 875-1500 SPM, 21"x20.5"bed ... 
32 Ton, Minster #B1-32, high speed press, fixed base, 1.5" stroke, S/N 21430, #1402 

35 Ton, V & O #35ST, 2"str,12" SH,3" ram adj., 75-225 SPM, 29"x16"bed, А/С & brake 

45 Ton, Bliss #HP2-45-36-30, high speed production press,1" stroke,air clutch,15 HP,#51670 

60 Ton, Bliss #CH60, hi-speed to 500 SPM,2"stroke,A/C & brake,32" x21" bed,bolster plate 

60 Ton, Minster #B1-60, hi-speed C-frame press,3"stroke,s/n 15300,remanufactured,#1440 

150 Ton, Minster #P2-150-54, 6"str,23" SH,4"adj., 20" window, 45-90 SPM, 54"x40"bed, А/С & brake, 1976 
Ingyu #Apex-45, straight side high speed press, .787"stroke, S/N 051203BL, #1472 


MOLDING COMPRESSION HYDRAULIC PRESSES - (64 listings on our website) 

12 Ton, Carver #2625, Up-Acting, 10" x 7" Bed, 5" Stroke, 0" - 9" DLO, 650F Heated 

50 Ton, Clifton #1500-50CM, hyd molding & laminating press,4-post,8" stroke,16"x16" hot plates,#29225 
50 Ton, Wabash #50-1515-2TMX, 4-post,upstroke,15"x15"hot plates, 10"stroke,5"-15" DL,#29222 

50 Ton, Wabash #50H-15-PX, hyd molding & laminating press,8" stroke,8"-17" DL,2000,#29224 

75 Ton, Allied, dual 75 ton 4-post,11"stroke,14" x9-1/2" x18" cube,air over hydraulic 

100 Ton, Italpresse 4PM/DE/1, hydraulic cold compression press, never used (3) 

100 Ton, PHI 4100U1818S-2UHO-F-Y-1-S3, hyd molding & laminating press, 10" stroke,15" DL, 429230 
200 Ton, Verson #200-HD2-72-4P, 36"str,80" DL,74" xb4"bed,AB PLC Ctrir,floor standing 

200 Ton, Vacuum press, electric platens 24" x 24, complete hyd & electric 

220 Ton, Rodgers, transfer compression molding press,18-24" str,48" DL,58" X36" bed,'81 

400 Ton, Dake 4-post molding, 20" stroke, 48" x 36"bed, 3 in stock, 1988, #4001 

1000 Ton, Slab side, 76" x 56"steam platen, 36"stroke & opening 

1200 Ton, Williams & White #C-4922, Hyd.Thermoplastic Mdl. Press, 72" daylight & stroke, 2019 
1500 Ton, Rod style, up-acting, 80"x130" steam platens, 24" stroke 


POWDERED METAL PRESSES - (22 listings on our website!) 

2 Ton, Dorst #TPA2, compacting press,1.18" upper ram str,.39"ejection,30-90 SPM,mech clutch 
2 Ton, Dorst #TPAP2, powder compacting press,mech clutch,toolholder,feed shoe,37-110 SPM 
35 Ton, Pentronix PTX #3102, Powder Compacting Press, mechanical, three mode design 

120 Ton, Hydramet, double acting, 8"fill, 10" die bore 

170 Ton, Hydramet #170XL, powdered metal press, 1990's 


TRIMMING PRESSES - (65 listings on our website!) 

20 Ton, Metal Mechanics, trim press die casting,14" stroke,37" x43" platen,27.5" x32.25" btwn tie bars 
20 Ton, Metal Mechanics, trim press die casting,18" stroke,29.5" x43.5" platen,18.5" x33.5" btwn tie bars 
20 Ton, Metal Mechanics, trim press die casting,32" stroke,59" DL,59" SH,moving table,2017 

30 Ton, Schwabe #4PHS, 48"x48" ,40" DL,19.5" str slide-out bed,10 HP,AB SLC 500,#2565 

75 Ton, B & T, trim press die casting,24" stroke,12" -36" DL/SH,61.5" x48" table,4"tie bar dia. 
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SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 
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216-478-6657 
800-394-1128 
732-566-1211 


800-622-4463 
626-444-0311 
419-866-6894 
419-866-6894 
816-330-2138 
419-866-6894 
313-839-9300 
519-729-2648 
519-729-2648 
419-866-6894 


520-836-9727 
248-379-0820 
248-379-0820 
520-836-9727 
516-825-7040 


888-439-3626 
860-628-9090 
905-803-9999 
860-628-9090 
419-866-6894 
800-622-4463 
305-635-2325 
860-628-9090 
248-709-6723 
860-628-9090 


847-276-2761 
847-640-8600 
847-640-8600 
847-640-8600 
972-842-2207 
814-836-4692 
847-640-8600 
734-971-8860 
814-454-1581 
734-971-8860 
734-971-8860 
330-283-5078 
360-399-7674 
330-283-5078 


248-251-5692 
248-251-5692 
248-251-5692 
586-754-9200 
586-754-9200 


519-729-2648 
519-729-2648 
519-729-2648 
616-241-1877 
519-729-2648 


DEALER 

Yoder Machinery 
Yoder Machinery 
Universal Tube 
UPM, LLC 

UPM, LLC 

D & D Industries 
UPM, LLC 
Met-Pro Machinery 
Universal Tube 
UPM, LLC 
Universal Tube 
Yoder Machinery 
Universal Tube 
Universal Tube 


DEALER 

Alma Machinery - TN 
Wheeler Machinery 
Icon Industries 
Vander Ziel Machy 
Turner Industries 
Die-Matic Tool & 
Kempler Industries 
Turner Industries 
Hilco Global Mexico 
Kempler Industries 
HGR Indust Surplus 
WI Metalworking 
HGR Indust Surplus 
Plastimach Corp. 
Mullin Machinery 


DEALER 

Yoder Machinery 
Sterling Machy Exc 
D & D Industries 
D & D Industries 
Revelation Machy 
D & D Industries 
Presses for Indust 
Metalpress 
Metalpress 

D & D Industries 


DEALER 

Peterson Machinery 
Reid Machinery Inc 

Reid Machinery Inc 

Peterson Machinery 
TrueForge Global 


DEALER 

Wenco Machinery 
Stamptech Inc 
Westway Machinery 
Stamptech Inc 

D & D Industries 
Yoder Machinery 
Holland Machy Co 
Stamptech Inc 
Rygate, LLC 
Stamptech Inc 


DEALER 

Liberty Machinery 
Kempler Industries 
Kempler Industries 
Kempler Industries 
Long Machine Tool 
Erie Machine Tool 
Kempler Industries 
Alma Machinery - MI 
Erie Mill & Press 
Alma Machinery - MI 
Alma Machinery - MI 
JM Machinery Inc 
Ind Machine Tools 
JM Machinery Inc 


DEALER 

Detroit Process 
Detroit Process 
Detroit Process 
Allied Machinery Co 
Allied Machinery Co 


DEALER 
Metalpress 
Metalpress 
Metalpress 
Icon Industries 
Metalpress 


SR ID 
437541 
448490 
369097 
338378 
338379 
348855 
338371 
323076 
424933 
338372 
341794 
435466 
341791 
369098 


SR ID 
383920 
465289 
022442 
434984 
320799 
293187 
460907 
399051 
444410 
466785 
478835 
428938 
477337 
280517 
466552 


SR ID 
437570 
427673 
469633 
424870 
474888 
429238 
453632 
423366 
423368 
461291 


SR ID 
140841 
435121 
434789 
140835 
141098 


SR ID 
471200 
463559 
385181 
467851 
437085 
437574 
119764 
388692 
338380 
467852 


SR ID 
398164 
473285 
475650 
475647 
930821 
424526 
475651 
259327 
475481 
259328 
180746 
210274 
392332 
225008 


SR ID 
459333 
459337 
463429 
160338 
245982 


SR ID 
480304 
480302 
480300 
969537 
480445 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


Presses, Straight Side 


45 Ton, L & J #EM45, SSDC press,2-1/ 
2"stroke,10-1/2" SH,air clutch & brake,5 
HP,#71087 


Presses, Straight Side, 
Double Crank (Single 


Action) Е Mfr: L & J 


Model:EM45 


ы В ller: Y Machi 
Search Straight Side Press on Seller Holland OH ТУ 


" KEE H Tel: 800-622-4463 
SurplusRecord.com to view all 665 listings. SR ID: 437575 


Price: Call for Price 


December 2023 


60 Ton, Minster #P2-60, straight side double 


crank Press, 2" stroke, 14" Shut Height ... 


E ELO 


Mfr: Minster 
Model:P2-60 


Seller: Alma Machinery - TN 


Columbia, TN 
Tel: 615-369-7788 
SR ID: 363993 
Price: Call for Price 


STRAIGHT SIDE DOUBLE CRANK (SINGLE ACTION) PRESS MACHINES - (665 listings on our website) 
20 Ton, Minster #PM2-20-2, 1.25"str,9.75" SH,1"adj., 10" windows, А/С & brake, 1974 

45 Ton, Minster #P2-45-36, SSDC, 2.5" str,17.5"SDAU,2"adj., 80-400 SPM, A/C & brake 

45 Ton, Minster #P2-45-36, SSDC press, 2.5" stroke, 400 SPM, s/n 14293, STK# 1456 

60 Ton, Burr Oak #FP2-36, fin press,1.5" stroke,12" SH,3" adjustment,34" x34"bed, 133-350 SPM 

60 Ton, Minster #P2-60-36 Piecemaker, SSDC press, 2"stroke, 125-400 SPM, s/n 23170, STK# 1454 

60 Ton, Niagara #PN-60, SSDC press,5"stroke,13" SH,air clutch & brake,1982,#14169J 

60 Ton, Rousselle #6SS56, 4" stroke,16" SH,air clutch & brake,5 HP,50 SPM,£14083J 

60 Ton, Rousselle #65556, 4"str,16" SH,3" ram, 50 SPM, 56"x22"bed, А/С & brake 

90 Ton, Lem £4508C, high speed SSDC, 3.15"str,9.84" SH, 45-150 SPM, 11" windows, die clamping, 2005 
90 Ton, Lem #4508C, SSDC high-speed press, 3.14" str,9.8" SH,.11"adj., 45-150 SPM, 53"x29.5"bed ... 

100 Ton, Bliss #HP2-100-60, SSDC press, 3" stroke, 60" R-L bed 

100 Ton, Heim #5100-30-80, SSDC press,6" stroke,18" SH,A/C & brake,30 SPM,#28950 

100 Ton, L & J #100-2-48, press,5"stroke,18-1/2" SH,18" windows, air clutch,15 HP,#70459 

100 Ton, Minster #P2-100-36 Piecemaker, SSDC press, 5"stroke, s/n 14354, reconditioned, STK# 1400 

100 Ton, Minster #P2-100-36 Piecemaker, SSDC press, 5"stroke, s/n 18409, reconditioned, STK# 1399 

100 Ton, Minster #P2-100-48 Piece-Maker, SSDC press,2.50" stroke,21.75" SH,80-350 SPM,1987 

100 Ton, Minster #P2-100-48 Piece-Maker, SSDC press,2.50" stroke,21.75" SH,80-350 SPM,1988 

100 Ton, Minster #P2-100-48 Piecemaker, SSDC press,4" stroke,160 SPM,s/n #23978,#1477 

100 Ton, Rousselle #10SS100, 30" x 100"bed, 4"stroke, 50 SPM, air clutch 

112 Ton, Minster #P2H-100, high speed press, 3.94" str,3.94" adj., 250 SPM, 48" LR x 31.5" FB bed, 1999 
125 Ton, Minster #PM3-125, 1.18" str,22.85" SH,.2"adj., 190-600 SPM, 48" x32" bed, 15" window 

150 Ton, D & K Chicago #55150-60-30, well maintained, fully operational 

150 Ton, Minster #P2-150, Straight Side Press & Perfecto Feed Line, double crank, 90 SPM, 60" L-R x... 
150 Ton, Minster #P2-150-54 PieceMaker, geared SSDC press,6"stroke,23" SH,45-90 SPM 

150 Ton, Minster #S2-150-48x36, SSDC, 48" x 36"bed 

160 Ton, Minster #S2-150-60-42, SSDC press,8" stroke,27.5" SH,air clutch & brake,#14188T 

200 Ton, Bliss #SC2-200, SSDC press, 8" stroke, 72" Bed R-L, 40-80 SPM 

200 Ton, Minster #E2-200-72-42, SSDC press, 10"str,27" SH,6"adj., 90 SPM, А/С & brake, 1981 

200 Ton, Minster #P2-200, 2"str,22" SH,6" ram adj., 70-210 SPM, 54"x44" bed, 22" windows, Omni Link ... 
220 Ton, Aida #HMX-2000M, SSDC press, 1.18"str,15.33" SH,2.36"adj., 200-600 SPM, 66.92" x37.4" bed, 2007 
250 Ton, Bliss #HP2-250-72-42, SSDC press, 6"stroke, 72" R-L 

250 Ton, Heim #S2-250-48-102, SSDC press, 12" stroke,36" SH,air clutch,1986,#14129J 

250 Ton, Heim #S2-250-48-102, SSDC, 12"str,36" SH, 20-40 SPM, 102" x48" bed, 12.5" windows, А/С & brake 
250 Ton, Minster Hevistamper #E2-250-60-44, SSDC, 2"str,20" SH,3"adj., 100-200 SPM, 44" x60" bed, 21" ... 
250 Ton, Minster #Е2-250-60-44, SSDC press, 2"str,20"SH,3" adj., 100-200 SPM, 44"x60" bed, A/C & brake, 
300 Ton, Bliss #SE4-300-120X84, 6"stroke,28" SH,10" adjustment,20-60 SPM,S/N 30165-1 

300 Ton, Danly #SE2-300-84-48, SSDC Stamping press,12" str,42" SH,10" adj,20-40 SPM 

300 Ton, Minster #E2-300-84-48, Hevi Stamper, SSDC press, 12"stroke,30" SH, air clutch,#14248J 

300 Ton, Minster Hevistamper #E3-300-54-36, SSDC press, 1.5"str,22" SH,6"adj, 150 SPM, А/С & brake ... 
300 Ton, Verson #SE4-300-108-84, SSDC, 24"stroke, 60" SH, 20 SPM, 10" ram adj., 1990 

330 Ton, Clearing Niagara #SC2-330-84-60, 84" x60" bed,18" str,36"SH,20-40 SPM,1997 

330 Ton, Clearing Niagara #SE2-300-84-48UH, SSDC, 8"str,32" SH,11"adj., 35-70 SPM, 48" x84"tbl., 30.75" ... 
330 Ton, Komatsu £E2M-300, SSDC press,7.9"str,21.7" SH,30-80 SPM,air clutch / brake,1985 

330 Ton, Komatsu, SSDC press,17.7" stroke,16.69" SH,air clutch & brake,1985,#14099J 

400 Ton, Heim #D2-400, SSDC press,10"stroke,27-3/16" SH, air clutch,1980,414128J 

400 Ton, Heim #D2-400, SSDC press, 10"str,27-3/16" SH,6" ram, 20 SPM, 102"x48"bed, A/C & brake, 26.5" ... 
400 Ton, Heim #S2-400-Maxi-Stamper, SSDC press,10" stroke,32" SH, air clutch,1994,#75357 

400 Ton, Minster #Е2-400, SSDC press,6" str,26" SH,0-120 SPM,6" ram adj,air clutch & brake 

400 Ton, Verson #S2-400-96-60T, SSDC press, 20"str,49" SH,16"adj., 96" x60" bed, 12-24 SPM, 40" window ... 
400 Ton, Verson #S4-400-180x96, 12" stroke, 58" SH, 180" x 96"bed, 10-40 SPM 

500 Ton, Bliss #SC2-500-108-60, straight side mechanical press,14" stroke,44" SH,A/C,1989 

500 Ton, Bliss #SC2-500-108-60, SSDC press, 14"str,44" SH,12"adj., 20-50 SPM, 60"x108" bed, 37" ... 

500 Ton, Clearing #52-500-108-60, SSDC press, 12"str,38" SH, 28 SPM, 108"x60"bed 

500 Ton, Heim #S4-500, 6"str,21" SH,10"adj., 100" x70" bed, Link 5100 APC ctrl, HT-1500 A/C & brake 

500 Ton, Verson #S2-500-144-60T, SSDC, 12"str,53" SH,8"adj., 144" x60" bed, 15-30 SPM V/S, А/С & brake ... 
550 Ton, Seyi #SAG-550, 12"str,20" SH,122" x61" bed,25-50 SPM,Coe servo feedline,'09 

600 Ton, Bliss #SE2-600, 72x48" bed,16"str,8" adj,38" SH,15-30 SPM,26x24" windows,exc 

600 Ton, Minster #Е2-600-48-36, SSDC,10"stroke,26" SH,48" x36" bed,12-25 SPM,1965 

800 Ton, Niagara #SE2-800-96-60, SSDC, 12"str,35" SH,18"adj., 15-30 SPM, 60"x96" bed, 43" window, А/С & ... 
800 Ton, Niagara #SE2-800-96-60, straight side mechanical press, 12" stroke,1990,rebuilt 2020 

800 Ton, Verson #C2-800-96-54, SSDC press,8" stroke,96" x54" bed,75 HP,12 SPM,#68749 

1000 Ton, Lake Erie, hydraulic press,4-post type,downstroke,24" stroke,floor standing,#29194 

1000 Ton, Minster Hevi Stamper #Е2-1000-144-60, SSDC press, 8"str,36" SH,6"adj., 144" x60" bed, 50 SPM 
1000 Ton, USI Clearing Press #S4-1000-180-90, 34" stroke,180" x90" bed size,with cushion 

2000 Ton, Clearing #F2-2000-84, SSDC,12"stroke,48" SH,84" x 60"bed,10 SPM 

3000 Ton, Aida #PK-3000, knuckle motion stamping press,9.84" stroke,47.24" x47.24" bed area,25-40 SPM 
3000 Ton, Danly #S2-3000-156-66 TF, SSDC,156" x66" bed,407mm str,1170mm SH,18/25 SPM 

Minster #Е2-1000, 144" x 60" HeviStamper 2-Point Eccentric Shaft straight side press,'00,4#32427 

Minster 4E2-300-54-36, SSDC, 1.5"str,22" SH,6" ram adj., 150 SPM, 54"x36" bed, 21" window, А/С & brake 
Minster #P2-100-36 Piecemaker, SSDC,5"stroke,0-150 SPM,s/n 13874,reconditioned [stk #1401] 

Minster #P2-100-48 Piecemaker, SSDC,4" stroke,80-160 SPM,s/n 14558,remanufactured [stk£ 1149] 

600 Ton, Heim #S2-600MS, SSDC press, 14"str,35" SH,12"adj., 10-20 SPM, 144"x70" bed, Omnilink 5000 ... 
500 Ton, Bliss #SC2-500-108-60, SSDC, 4"str,44" SH,12"adj., 20-50 SPM, 108"x60" bed, 1990 


STRAIGHT SIDE SINGLE CRANK (SINGLE ACTION) PRESS MACHINES - (57 listings on our website!) 
25 Ton, Havir, high speed SSSC press,2"stroke,7-1/4" SH,20" x20-1/2" bed, A/C,5 HP,#15364 

71 Ton, Minster #40T-4-1/2, SSSC ргеѕѕ,4" stroke,14" SH, air clutch,7-1/2 HP,40 SPM,#59576 

100 Ton, Niagara #SC1-100-24-24, 3"str, 21" SH, 100 SPM, 24"x 24"bed, А/С, 1967 

200 Ton, Minster #Е2-200-72, Straight side single crank, 8" stroke, 21" SH, 40 HP 


GENERAL EQUIPMENT 
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303-651-6545 
860-484-4449 
860-628-9090 
313-925-9041 
860-628-9090 
931-381-1900 
931-381-1900 
419-866-6894 
419-866-6894 
419-866-6894 
615-369-7788 
847-640-8600 
800-622-4463 
860-628-9090 
860-628-9090 
419-841-3586 
419-841-3586 
860-628-9090 
248-613-7770 
248-268-1603 
419-866-6894 
423-383-3197 
616-836-7501 
888-439-3626 
517-244-9919 
931-381-1900 
615-369-7788 
586-777-7440 
419-866-6894 
419-866-6894 
615-369-7788 
931-381-1900 
419-866-6894 
248-709-6723 
586-777-7440 
248-693-1400 
419-536-4445 
931-381-1900 
931-381-1900 
248-693-1400 
313-963-6576 
248-709-6723 
615-369-7788 
931-381-1900 
931-381-1900 
419-866-6894 
800-622-4463 
615-369-7788 
248-268-1603 
734-727-0605 
586-563-5000 
586-777-7440 
419-841-3586 
248-268-1603 
313-839-9300 
519-624-8616 
814-838-4629 
615-369-7788 
248-709-6723 
586-563-5000 
800-622-4463 
847-640-8600 
248-268-1603 
734-727-0605 
734-727-0605 
313-963-6576 
734-727-0605 
631-249-5566 
419-866-6894 
860-628-9090 
860-628-9090 
248-268-1603 
248-709-6723 


800-622-4463 
800-622-4463 
716-877-3666 
734-231-3603 


DEALER 
Automatics & Machy 
Global Machine 
Stamptech Inc 
General Machy LLC 
Stamptech Inc 
Timco Inc 

Timco Inc 

D & D Industries 

D & D Industries 

D & D Industries 
Alma Machinery - TN 
Kempler Industries 
Yoder Machinery 
Stamptech Inc 
Stamptech Inc 

D & H Machinery Inc 
D & H Machinery Inc 
Stamptech Inc 
Planet Machinery Co 
UPM, LLC 

D & D Industries 
Lyon Metal Roofing 
Holland Equipment 
Wenco Machinery 

R D Erbe & Assoc 
Timco Inc 

Alma Machinery - TN 
Nidec Press 

D & D Industries 

D & D Industries 
Alma Machinery - TN 
Timco Inc 

D & D Industries 
Rygate, LLC 

Nidec Press 

Met-Pro Machinery 
G-2000 Inc 

Timco Inc 

Timco Inc 

Met-Pro Machinery 
Master Machinery 
Rygate, LLC 

Alma Machinery - TN 
Timco Inc 

Timco Inc 

D & D Industries 
Yoder Machinery 
Alma Machinery - TN 
UPM, LLC 

Toledo Press Ind. 

S & G Press & Machy 
Nidec Press 

D & H Machinery Inc 
UPM, LLC 

Presses for Indust 
Ball Bros Machy 
AMTAC Corp 

Alma Machinery - TN 
Rygate, LLC 

S & G Press & Machy 
Yoder Machinery 
Kempler Industries 
UPM, LLC 

Toledo Press Ind. 
Toledo Press Ind. 
Master Machinery 
Toledo Press Ind. 
Prestige Equipment 
D & D Industries 
Stamptech Inc 
Stamptech Inc 

UPM, LLC 

Rygate, LLC 


DEALER 

Yoder Machinery 
Yoder Machinery 
O'Connell Machy Co 
Born Again 


SRID 
326918 
455421 
463557 
472863 
463558 
399706 
377551 
412877 
437083 
455768 
424170 
286765 
437535 
463555 
463556 
440397 
440398 
471332 
040363 
435019 
403059 
066882 
418581 
481313 
941857 
383849 
432080 
474889 
403056 
455765 
424172 
399707 
412874 
446387 
457730 
323078 
460940 
473548 
415068 
323077 
364480 
463867 
463434 
481338 
399708 
412876 
437573 
419768 
458585 
367545 
475541 
478823 
427344 
427442 
474905 
338000 
161350 
437422 
467170 
469894 
439812 
446071 
429220 
367542 
419434 
368652 
419435 
422939 
424855 
399372 
399373 
440062 
480097 


SRID 
433940 
433942 
602215 
443437 


75 


December 2023 SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


STRAIGHT SIDE SINGLE CRANK (SINGLE ACTION) PRESS MACHINES - (57 listings on our website!) DEALER SR ID 
200 Ton, Minster #S1-200-30-36, 12"str,18" SH,6"adj., 60 SPM, A/C & brake, 1965 OH 419-866-6894 D & D Industries 440008 
300 Ton, Bliss #51-300, 10"stroke, 30" SH, 36" x 42"bed MI 517-244-9919 R D Erbe & Assoc 275034 
1500 Ton, Clearing knuckle, 6"stroke, 12 SPM, 50" x 60"bed, Wichita air clutch IN 513-236-8300 RS Machinery 454592 
1500 Топ, E.W. Bliss #SE1-1500-54-60, straight side single crank press,eccentric geared, 1981 MI 586-752-0090 RAB Industries 386603 
Pumps 


" И 360 СРМ © 3194' ТОН, Sulzer Bingham, 3x6x9E 800 СРМ © 2718' ТОН, Pacific, JTC 4 stage 
Centrifugals, m mi) MSD 10 stage,3560 RPM (3) Mfr: Pacific 
piae T np š =" Mfr: Sulzer Bingham ande Model: 


Pumps = sss | УЖ „ма Model: | = Seller: Sub Pump & Mach 


Seller: Sub Pump & Mach ; L n Bridgeville, PA 
a ; Bridgeville, PA = Tel: 412-221-2823 
Search Centrifugal Pumps on ad Tel: 412-221-2823 Gre г SR ID: 832189 


i isti SR ID: 163901 š Price: Call for Price 
SurplusRecord.com to view all 3775 listings. Price: Call for Price 


CENTRIFUGAL PUMPS - (3,775 listings on our website!) DEALER SR ID 
10 GPM @ 85' TDH, Ingersoll-Rand, 1" CRVN, 3450 RPM, #CUP-559 TX 713-462-3176 Power Machinery LLC 128720 
20 GPM @ 568' ТОН, Pacific, 1.5x6 WYM, 3550 RPM, #CUP-346 TX 713-462-3176 Power Machinery LLC 128716 
80 GPM @ 110' TDH, Ingersoll-Rand, 4" EHS, 1745 RPM, #CUP-583 TX 713-462-3176 Power Machinery LLC 128692 
150 GPM @ 70' ТОН, Byron-Jackson, 2" TLM, 3600 RPM, #CUP-297 TX 713-462-3176 Power Machinery LLC 128680 
267 GPM @ 4315' TDH, Pacific 42A, 11 STG (barrel), 4500 RPM, #CUP-594 TX 713-462-3176 Power Machinery LLC 128648 
300 GPM @ 50' ТОН, Goulds #3147, 3x4-11, 1750 RPM, #CUP-408 (2) TX 713-462-3176 Power Machinery LLC 128640 
300 GPM @ 100' TDH, Flowserve £D824, 3x2x5F, imp 5.25' SS, 10 HP, 3500 RPM MA 508-754-5382 Alfred L Brown 133349 
300 GPM @ 185' TDH, Taco #FE2008, 2x2.5x8, 25 HP, 3500 RPM MA 508-754-5382 Alfred L Brown 133150 
350 GPM @ 3340' TDH, Byron-Jackson, 15"HHH Hydropress,22 stg,3600 RPM,ZCUP-507 TX 713-462-3176 Power Machinery LLC 128632 
370 GPM @ 250' ТОН, Byron-Jackson, 3x4x10 H-SM, 3550 RPM, serial #26110 TX 281-427-8800 Revak Keene Turbo 715709 
402 GPM @ 469' ТОН, Truflo #TSP, 4x2-11N horizontal sgl stage centrifugal pump,unused surplus CO 719-754-1981 Power Zone Equip 456277 
440 GPM @ 2480' ТОН, Pacific, 2.5" JTC, 10 STG, 3560 RPM, #CUP-147 TX 713-462-3176 Power Machinery LLC 128620 
530 GPM @ 3050' TDH, Ingersoll-Rand, 4x9-10N PA 412-221-2823 Sub Pump & Mach 033859 
540 GPM @ 2790' TDH, Bingham 3x4x9C HC250 PA 412-221-2823 Sub Pump & Mach 015307 
595 GPM @ 234' ТОН, Sulzer #API 610, 4x6x17, 60 HP, (2) pumps, unused OK 918-744-5588 Watt Equipment Inc 785653 
600 GPM @ 101' ТОН, Ingersoll-Rand, 5" BA, 1800 RPM, #CUP-701 (3) TX 713-462-3176 Power Machinery LLC 128591 
840 GPM @ 750' ТОН, Ingersoll-Rand, 5" HMT, 4 STG, 1775 RPM, #CUP-683 (4) TX 713-462-3176 Power Machinery LLC 128543 
900 GPM @ 143' ТОН, Gusher Pump #WB04291414, 4x6 PA 412-221-2823 Sub Pump & Mach 226161 
980 GPM @ 166' ТОН, Pacific, 6x14 WYM, 1800 RPM, #CUP-505 TX 713-462-3176 Power Machinery LLC 128523 
1000 GPM @ 2240' TDH, Worthington, 6 WA-2, 6 STG, 3600 RPM, #CUP-104 TX 713-462-3176 Power Machinery LLC 128520 
1010 GPM, United #VP, W-4x7 VP, inline vertical, S/N 97538 PA 412-221-2823 Sub Pump & Mach 226175 
1500 GPM @ 2900' TDH, Ruhrpumpen #6x8JTN, 8-stage, WCB casing,chrome internals(3) NC 918-629-6045 Vert. Turbine Pumps 952892 
1600 GPM @ 313 TDH, Goulds, 6x8-22, 1785 RPM, 1780 RPM, C1 Material (3) MI 800-432-2645 HECO Inc. 179983 
2000 GPM, Union, 1780 RPM, ZCUP-707 TX 713-462-3176 Power Machinery LLC 128453 
2100 GPM © 2300' TDH, United #BFHDS-B, 6x8,4 stage,3550 RPM,carbon steel, API,#459 TX 713-956-2002 PumpWorks 818613 
2150 GPM @ 185' TDH, Ingersoll-Rand ZW, 6x18,1 ѕїаде,1780 RPM,CS,API,#1779 TX 713-956-2002 PumpWorks 818147 
2180 GPM @ 280' TDH, Ingersoll-Rand #SF, 8x23,1 stg,1750 RPM,CLANSI,#4804 TX 713-956-2002 PumpWorks 818100 
2230 GPM @ 1090' ТОН, Ingersoll-Rand #JT, 6,1 stage,3580 RPM,CS,API,#2431 TX 713-956-2002 PumpWorks 818080 
2240 GPM © 162' TDH, Ingersoll-Rand £A, 8x15,1 stage,1800 RPM,316 SS,API,£1843 TX 713-956-2002 PumpWorks 817848 
2260 GPM @ 145' TDH, United #TC, 8x17,1 stage,1780 RPM,carbon steel,API,#3012 TX 713-956-2002 PumpWorks 818723 
2260 GPM © 1200' TDH, United #MS-C, 6,2 stage,2800 RPM,carbon steel, API,£1783 TX 713-956-2002 PumpWorks 818703 


2360 GPM @ 578' ТОН, Hazelton #8-2, centrifugal pump, type MS, 465 HP, refurbished 440-942-3003 Equipment Recovery 475643 


— á FEA QUICK SHIP PUMPS 
HEG (Ze Reconditioned & New Surplus, 
GA d Over 3000 Pumps in stock 


Specializing In: Ingersoll-Rand, Bingham, United, Pacific, and Union API 610, Boiler Feed, 
Single & Multi-Stage pumps. Bare Pumps or skidded units with drivers available. 
One Year Warranty 1-800-349-2018 * Tel: 713-956-6040 • Fax: 713-956-2141 


2360 GPM @ 2730' ТОН, United #WMSNDM, M-6x11,6 stage,3560 RPM,CS,API,#4742 TX 713-956-2002 PumpWorks 818843 
2360 GPM © 2730' ТОН, United #WMSNDM, M-6x11,6 stage,3560 RPM,CS,API,#4743 TX 713-956-2002 PumpWorks 818844 
2400 GPM @ 540' TDH, Ingersoll-Rand, 6x10x12AL OK 918-752-0309 Pump & Motor Works 389159 
2434 GPM © 924' ТОН, United #DSTHF, 6x24,2 stage,1780 RPM,carbon steel, API,#3265 TX 713-956-2002 PumpWorks 818624 
2450 GPM © 350' TDH, Pacific #SVCN, 8x11,1 stage,3560 RPM,carbon steel, API,#4260 TX 713-956-2002 PumpWorks 818405 
2500 GPM @ 125' TDH, Union #HHS, 8x8x18,1 stage,1200 RPM,carbon steel, API,#2026 TX 713-956-2002 PumpWorks 818477 
2500 GPM © 275' TDH, United #TC, 8x10x17,1 stage,1750 RPM,carbon steel, API,£3013 TX 713-956-2002 PumpWorks 818722 
2600 GPM @ 460' ТОН, Byron-Jackson #DVS, 6x8x12,3550 RPM,410 SS,new,#10117 TX 713-956-2002 PumpWorks 817548 
2600 GPM @ 1180' TDH, United #MS-C, 6,2 stage,2800 RPM,carbon steel,API,£1782 TX 713-956-2002 PumpWorks 818705 
2620 GPM @ 531' ТОН, United #DSTC, T6x13 TOP/TOP, 3560 RPM, #CUP-639 TX 713-462-3176 Power Machinery LLC 128437 
2700 GPM @ 565' ТОН, United #DVSHF, R-6x13,1 stg,3560 RPM,316 SS,API,new,#10280 TX 713-956-2002 PumpWorks 818674 
2750 GPM © 450' TDH, Byron-Jackson #DVS, 8x10x14,1 stage,3560 RPM,CS,API,#4034 TX 713-956-2002 PumpWorks 817550 
2750 GPM @ 455' TDH, Ingersoll-Rand #UDL, 6,1 stage,3550 RPM,C/S,API,#2183 TX 713-956-2002 PumpWorks 818124 
2800 GPM © 770' TDH, Pacific #HVC, 8x15,1 stage,3560 RPM,316 SS,API,#4080 TX 713-956-2002 PumpWorks 818240 
2880 GPM @ 200' ТОН, ITT Bell & Gossett #150, 8x10x17L, type HSC (2 Available) OK 918-752-0309 Pump & Motor Works 389768 
3000 GPM @ 2040' ТОН, Ingersoll-Rand ZHMTA, 8HMTA-4 OK 918-752-0309 Pump & Motor Works 390306 
3090 GPM @ 451' ТОН, Ingersoll-Rand #LNN, 200LNN OK 918-752-0309 Pump & Motor Works 390373 
3120 GPM @ 876' TDH, Pacific #KHC, 8" L OK 918-752-0309 Pump & Motor Works 390374 
3150 GPM @ 297' ТОН, Flowserve #16ENY-L, 4 STAGE, 1760 RPM, #CUP-3339 TX 713-462-3176 Power Machinery LLC 128423 
3400 GPM @ 388' TDH, United #VP, 8x20 VP OK 918-752-0309 Pump & Motor Works 390476 
3420 GPM @ 141' ТОН, Goulds #3196, 8x10-15G, DI Material (2 Available) OK 918-752-0309 Pump & Motor Works 390477 
3500 GPM @ 100' TDH, United #VP, N12x19VP OK 918-752-0309 Pump & Motor Works 390479 
3500 GPM @ 280' ТОН, Union #HOL, 8x10, 1 stage, 3560 RPM, 316 SS, API, #2437 TX 713-956-2002 PumpWorks 818517 
3500 GPM @ 289' TDH, Aurora £10-481-18 OK 918-752-0309 Pump & Motor Works 390478 
3550 GPM @ 175' ТОН, ITT Bell and Gossett #8100, 10x12x17 (4 Available) OK 918-752-0309 Pump & Motor Works 390480 
3600 GPM @ 480' TDH, United #DVS, S-10x14,1 stage,3550 RPM,carbon steel, API,#3134 TX 713-956-2002 PumpWorks 818649 
3600 GPM @ 480' ТОН, United #DVS, S-10x14,1 stage,3550 RPM,carbon steel,API,Z3127 TX 713-956-2002 PumpWorks 818650 
3700 GPM @ 52' ТОН, Goulds #3175, 10x12-18 OK 918-752-0309 Pump & Motor Works 390481 
3800 GPM @ 275' TDH, Ingersoll-Rand #SJV, 8,1 stage,1780 RPM,carbon steel,API,£254 TX 713-956-2002 PumpWorks 818116 
3800 GPM @ 275' TDH, Ingersoll-Rand #SJV, 8,1 stage,1780 RPM,carbon steel, API,Z310 TX 713-956-2002 PumpWorks 818117 
3950 GPM @ 120' TDH, Pacific #SVSN, 10x15,1 stage,1750 RPM,carbon steel, API,#77 TX 713-956-2002 PumpWorks 818431 
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4000 GPM @ 1000' ТОН, Byron-Jackson #DVSS, 10x10x12,2 stg,3560 RPM,CS,#2478 TX 713-956-2002 PumpWorks 817552 
4000 GPM @ 1000' ТОН, Byron-Jackson #DVSS, 10x10x12,2 stg,3560 RPM,CS, 42477 TX 713-956-2002 PumpWorks 817553 
4100 GPM @ 620' ТОН, United #DVS-C, 8,1 stage,3500 RPM,carbon steel, API,#2285 TX 713-956-2002 PumpWorks 818655 
4100 GPM @ 620' TDH, United 4DVS-C, 8, 1 stage, 3500 RPM, carbon steel, API, 42284 TX 713-956-2002 PumpWorks 818656 
4200 GPM @ 355' ТОН, Wilson Snyder #ESN, 10x12x22,1 stg,1750 RPM,12 chr,#4100 TX 713-956-2002 PumpWorks 818850 
4250 GPM @ 1160' ТОН, United #DVS-D, 8,1 stage,3550 RPM,carbon steel, API,#2486 TX 713-956-2002 PumpWorks 818658 
4400 GPM @ 450' TDH, Bingham #CD, 8x12x23B,1 stg,1760 RPM,12 chrome, API,#4493 TX 713-956-2002 PumpWorks 817294 
4400 GPM @ 870' TDH, Ingersoll-Rand #J, 8х17,1 stage,3570 RPM,CS,API,#3448 TX 713-956-2002 PumpWorks 818075 


POWER MACHINERY, LLC + ++ ü Rerate Any Centrifugal Pumping 
@ Pipeline and Refinery Equipment y ee Equipment Listed in these Pages 


13424 HEMPSTEAD ROAD 7 . ` " H 
HOUSTON, TX 77040 = Also New/Used Pumping Equipment * Gear Boxes 


A ОХР company Contact: Steven Reyenga: sreyenga@pmi-pump.com or Randy Garner: jgarner@pmi-pump.com TEL: 713-462-3176 


Contact us to rerate any centrifugal pumping equipment listed in these pages for optimum efficiency and operational expertise pending the law of physics. 
In addition, we can draw from a vast inventory of existing new and used centrifugal pumping equipment, as-well-as, gear boxes in our Houston, Texas yard. 


4500 GPM @ 360' TDH, Pacific #HVC, 10x22,1 stage,1770 RPM,carbon steel, API,#1669 TX 713-956-2002 PumpWorks 818217 
4500 GPM @ 680' ТОН, United #DVS-HH-C, 8, 1 stage, 3550 RPM, 12 chrome, API, #484 TX 713-956-2002 PumpWorks 818665 
4550 GPM @ 178' TDH, United, J-10x16 DSVP OK 918-752-0309 Pump & Motor Works 413575 
4560 GPM @ 267' ТОН, United #J10x21 (CF8M) OK 918-752-0309 Pump & Motor Works 413668 
4750 GPM @ 170' TDH, Goulds £3405, 12x14-14 OK 918-752-0309 Pump & Motor Works 413669 
4750 GPM © 870' ТОН, United #DVS-D, 8,1 stage,3560 RPM,carbon steel, API,#4037 TX 713-956-2002 PumpWorks 818663 
4800 GPM @ 90' TDH, Ingersoll-Rand, 10 AFV, 1800 RPM, ZCUP-474 TX 713-462-3176 Power Machinery LLC 128411 
4800 GPM © 160' ТОН, Ingersoll-Rand £A, 10x15,1 stage,1185 RPM,CS,API,£4545 TX 713-956-2002 PumpWorks 817786 
5000 GPM @ 130' ТОН, Goulds #3175, 10x12-22/19.88, AI/SS Trim (2 Available) OK 918-752-0309 Pump & Motor Works 413708 
5100 GPM @ 747' ТОН, Ingersoll-Rand #BHVS, 12x14,1 stage,3580 RPM,CS,API,Z3129 TX 713-956-2002 PumpWorks 817924 
5100 GPM @ 755' ТОН, Bingham #HSB, 10х12х15А,1 stage,3560 RPM,316 SS,API,#3405 TX 713-956-2002 PumpWorks 817351 
5200 GPM @ 266' ТОН, Ingersoll-Rand #JM, 10,1 stage,1780 RPM,CS,API,#978 TX 713-956-2002 PumpWorks 818079 
5250 GPM © 210' TDH, United #TC, H-10x19,1 stage,885 RPM,carbon steel, API,#935 TX 713-956-2002 PumpWorks 818732 
5500 GPM @ 175' TDH, Hayward Tyler, 12x14x16, Nuclear Surplus OK 918-752-0309 Pump & Motor Works 415048 
5600 GPM @ 70' ТОН, Bingham #CF, 14x14x17,1 stage,1170 RPM,316 SS,#2257 TX 713-956-2002 PumpWorks 817299 
5600 GPM @ 76' ТОН, Goulds #3180, 12x14-19, DI OK 918-752-0309 Pump & Motor Works 415074 
5600 GPM @ 77.3' ТОН, Goulds #3180, 12x14-19, DI OK 918-752-0309 Pump & Motor Works 415075 
5750 GPM @ 920' ТОН, United #DVS-HH-D, 10,1 stage,3570 RPM,CS,API,rebuilt,#2927 TX 713-956-2002 PumpWorks 818668 
5830 GPM @ 421' TDH, Guinard ZKSMK, 10x14-24, (2 Available) OK 918-752-0309 Pump & Motor Works 417950 
6000 GPM @ 92' ТОН, Goulds #3415, 14x16x18 Zoé 918-752-0309 Pump & Motor Works 417951 
6000 GPM @ 1079' TDH, Pacific #HVC, 12x19S, 1 stage, 3110 RPM, cf8m, API, #2904 713-956-2002 PumpWorks 818222 


LARGE INVENTORY OF NEW/USED AND OBSOLETE PUMPS ТТ] PARTS 


Goulds • IR * Worthington ° Warren ° Durco • Bingham • Ahistrom • and Others 


VISIT OUR ONLINE PARTS LIST AT: www.spmsurplus.com 


Search йу Manufacturer, Model, Size, Part Number or Material Requirement 


SUBURBAN PUMP a MACHINE SURPLUS EQUIPMENT WE CARRY DIFFICULT TO 
SPM Surplus 98 Vanadium Rd. Bldg. B - Bridgeville, PA 15017-3003 FIND COMPONENTS AND PARTS! 
new & obsolete pumps & parts Tel: 412-221-2823 * Fax: 412-221-2827 ° Email: subpump@aol.com Extensive Inventory of Parts 
6000 GPM @ 1079' ТОН, Pacific #HVC, 12x19S, 1 stage, 3110 RPM, cf8m, API, #2905 TX 713-956-2002 PumpWorks 818223 
6100 GPM @ 117' TDH, United #DSVP, 12x17 OK 918-752-0309 Pump & Motor Works 417952 
6250 GPM @ 265' TDH, Allis Chalmers, 14x10x20, Custom 9000 (4 Available) OK 918-752-0309 Pump & Motor Works 417953 
6250 GPM @ 1150' ТОН, Goulds #3620, 12x14-19SA,1 stg,3500 RPM,CS,API,new,#3351 TX 713-956-2002 PumpWorks 817709 
6250 GPM @ 1150' TDH, Goulds #3620, 12x14-19SA,1 stg,3500 RPM,CS,API,new,#3350 TX 713-956-2002 PumpWorks 817710 
6500 GPM © 189' TDH, Bingham ZCF, 12x12X17H,1 stage,1760 RPM,CS,API,£1946 TX 713-956-2002 PumpWorks 817296 
6500 GPM @ 1150' ТОН, Bingham #HSB, 10x14x20.625,1 stg,3560 RPM,316 SS,#3401 TX 713-956-2002 PumpWorks 817356 
6510 GPM @ 1245' ТОН, Bingham #DVDS, 14x14x18.5, 2 STG, 3560 RPM, #CUP-739 TX 713-462-3176 Power Machinery LLC 128399 
7000 GPM © 218' TDH, Ingersoll-Rand #AB, 10x18,1 stage,1750 RPM,CS,API,new,#295 TX 713-956-2002 PumpWorks 817851 
7000 GPM © 669' TDH, Allis-Chalmers #SHP, 14x12,1 stage,3560 RPM,CLAPI,£1285 TX 713-956-2002 PumpWorks 817206 
7000 GPM @ 1050' TDH, Sulzer Bingham #10x14x16.5BX-HSB, horiz.sgl stg,unused surp CO 719-754-1981 Power Zone Equip 220917 
7250 GPM @ 485' ТОН, United #DVS, 10x16,1 stage,3550 RPM,carbon steel, API,£3027 TX 713-956-2002 PumpWorks 818637 
7250 GPM @ 550' TDH, United #DVS, 10x16,1 stage,3550 RPM,carbon steel, API,£3022 TX 713-956-2002 PumpWorks 818636 
7300 GPM € 2283' TDH, BWP, 10x12x15 DVMXD, 2 STG, 4200 RPM, ZCUP-100 TX 713-462-3176 Power Machinery LLC 128379 
8650 GPM @ 600' ТОН, Ingersoll-Rand #BHV, 12,1 stage,1750 RPM,CS,API,Z256 TX 713-956-2002 PumpWorks 817918 
8650 GPM @ 600' ТОН, Ingersoll-Rand #BHV, 12,1 stage,1750 RPM,C/S,API,#597 TX 713-956-2002 PumpWorks 817919 
9000 GPM @ 46' TDH, Goulds £3175, 14x14x18H Titanium wet end PA 412-221-2823 Sub Pump & Mach 093222 
9000 GPM @ 175' ТОН, Goulds #3409, 14x16-17, Iron OK 918-752-0309 Pump & Motor Works 417954 
9000 GPM @ 485' ТОН, Bingham #HSA, 16x20x29,1 stage,1170 RPM,CS,API,new,#2835 TX 713-956-2002 PumpWorks 817339 
9000 GPM @ 485' ТОН, Bingham #HSA, 16x20x29,1 stage,1170 RPM,CS,API,new,#2831 TX 713-956-2002 PumpWorks 817341 
9000 GPM © 850' TDH, Ingersoll-Rand #FA, 12x17,1 stg,3580 RPM,5 chrome,new, £527 TX 713-956-2002 PumpWorks 818021 
9000 GPM @ 850' ТОН, Ingersoll-Rand #FA, 12x17,1 stage,3580 RPM,CS,API,new,#522 TX 713-956-2002 PumpWorks 818022 
9100 GPM @ 50' TDH, Ingersoll-Rand £16SL (2 Available) OK 918-752-0309 Pump & Motor Works 417955 
10000 GPM @ 78' ТОН, ITT #150, 18x16S OK 918-752-0309 Pump & Motor Works 417957 
10000 GPM @ 150' TDH, Worthington £14LC3 (2 Available) OK 918-752-0309 Pump & Motor Works 417956 
10000 GPM @ 158' TDH, Ingersoll-Rand #ALV, 16,1 stage,1150 RPM,CLANSI,£4293 TX 713-956-2002 PumpWorks 817894 
10000 GPM @ 158' TDH, Ingersoll-Rand #ALV, 16,1 stage,1150 RPM,cast iron, API,#4294 TX 713-956-2002 PumpWorks 817895 
11500 GPM @ 2200' ТОН, Bingham #MSD-D, 14x14x18C, 2 STG, 3560 RPM, #CUP-729 TX 713-462-3176 Power Machinery LLC 128357 
12000 GPM @ 130' ТОН, Goulds #3420, 20x24-30 OK 918-752-0309 Pump & Motor Works 417958 
12000 GPM @ 290' ТОН, Delaval, 18x16, 1 stage, 1400 RPM, cast iron, API, #3055 TX 713-956-2002 PumpWorks 817668 
12000 GPM @ 360' ТОН, Bingham #HSA, 16x20x34,1 stage,1180 RPM,316 SS,API,£1545 TX 713-956-2002 PumpWorks 817343 
12100 GPM @ 823' TDH, Ingersoll-Rand, 12x19J OK 918-752-0309 Pump & Motor Works 417959 
12500 GPM @ 160' ТОН, Bingham #C-VCM-2, 18x34,2 stage,880 RPM,CS,API,new,#646 TX 713-956-2002 PumpWorks 817208 
12500 GPM @ 160' ТОН, Bingham #C-VCM-2, 18x34,2 stage,880 RPM,CS,API,new,#649 TX 713-956-2002 PumpWorks 817209 
13925 GPM @ 260' TDH, Weir #CAIG72-40T, 187 PSI € 122°F, S/N 11614-022 PA 412-221-2823 Sub Pump & Mach 226167 
15104 GPM @ 138' TDH, Ingersoll-Rand, 16x20x23SLA (3 Available) OK 918-752-0309 Pump & Motor Works 418029 
16500 GPM @ 100' ТОН, Ingersoll-Rand #20LFV OK 918-752-0309 Pump & Motor Works 418030 
31250 GPM @ 700' ТОН, United, 30x29 DVS, 1780 RPM, #CUP-746 TX 713-462-3176 Power Machinery LLC 128340 
39265 GPM @ 125' TDH, Ahlstrom #ZZZ-80, 316 S/S, 610 RPM PA 412-221-2823 Sub Pump & Mach 106378 
Amtrol Calheat Transfer Pump, 1.5x2x7 HPF, S/N 11231-2, Rebuilt PA 412-221-2823 Sub Pump & Mach 226171 
Clyde Union ZHHS, 10x10x15, pump casing with spares UT 801-971-3736 K L M Mining Inc. 768880 
Goulds #3175S, pump, 316 S/S, 4x6-12 PA 215-664-6016 Global Equipment 264369 
Goulds #3196, 4x6-13, Titanium 3, 12.000 impeller trim, serial #N724H250 LA 936-465-8072 DXP Enterprises Inc 089123 
Goulds #3196, 1x2-10, CDAMCU, 8.500 impeller trim, serial #N724H247 LA 936-465-8072 DXP Enterprises Inc 089125 
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Goulds #3196, 6x8-17, 316 SS, 14.250 impeller trim, serial #N728H561 LA 936-465-8072 DXP Enterprises Inc 089129 
Goulds #3410, split case water pump,12x10x14/12.6,iron construction,reconditioned UT 801-971-3736 KL M Mining Inc. 768878 
Ingersoll-Rand #5GT case PA 412-221-2823 Sub Pump & Mach 099784 
Pacific #3JTC6, multi stage pump, rebuilt storeroom spare, 2017 MN 612-810-1955 Peak Machinery Inc 221138 
Summit #2198, 3 x 4-7 Centrifugal Pump, Stainless Steel PA 215-664-6016 Global Eguipment 295444 


Centrifugals, Vertical, Pumps (Including Deepwell and Turbine Pumps) 


VERTICAL TURBINE PUMPS - (80 listings on our website!) DEALER SR ID 
150 GPM @ 39' TDH, Ingersoll-Rand #APW, 8JK OK 918-752-0309 Pump & Motor Works 427742 
250 GPM, Gusher #CL3x3-13SEL-12CDM-BDP, Vertical Centrifugal Pump wi 920-361-5208 AIS, LLC 367187 
339 GPM @ 141' TDH Grundfos #CR64-2-2 A-G-A-E,vt multistage,316SS,208-230/460V. AB 780-444-4370 Crossman Auto 174311 
700 GPM @ 10' TDH, Peabody Floway, Type PA, Size 6 (2 Available) OK 918-752-0309 Pump & Motor Works 427743 
766 GPM @ 98' TDH, Byron-Jackson #VLT, 1100MQ-2, (2 Available) OK 918-752-0309 Pump & Motor Works 427744 
900 GPM @ 75' TDH, Taco, in line vertical centrifugal pumps, 25 HP (2) MA 978-365-9675 Morris Mechanical 884530 
2700 GPM € 470' TDH, Peerless, vertical multi-stage pump, 1780 RPM OK 918-752-0309 Pump & Motor Works 149189 
3450 GPM @ 920' TDH, Bingham £VCR, 12x18-21A, DI/11-13% chr. Stl. (7 available) OK 918-752-0309 Pump & Motor Works 715178 
4373 GPM @ 250' ТОН, Ingersoll Rand #20KKL/YH-2, 2 stage, Size 14LF OK 918-752-0309 Pump & Motor Works 095876 
5000 GPM @ 70'-90' TDH/Stg, VTP J20FC, CI w/316SS Imps, 1180 RPM, New NC 918-629-6045 Vert. Turbine Pumps 768054 
5000 GPM @ 95'-130' TDH/Stg, VTP J18EC, CI w/316SS Imps, 1780 RPM, New NC 918-629-6045 Vert. Turbine Pumps 768053 
5100 GPM @ 70'-82' TDH /Stg, VTP J20FC, CI w/316SS Imps, 1180 RPM, New NC 918-629-6045 Vert. Turbine Pumps 752207 
5200 GPM € 88' ТОН, Worthington, 18H600, СІ/ВЕ, 1780 RPM, Remfg. NC 918-629-6045 Vert. Turbine Pumps 846716 
5500 GPM @ 145' ТОН, Peerless #16HH, 2 stage, 1780 RPM, СІ/ВЕ, unused NC 918-629-6045 Vert. Turbine Pumps 269388 
5500 GPM € 300'/400' ТОН, Layne #17EH, 3 or 4 stage, 1770 RPM, СІ/ВЕ (2) NC 918-629-6045 Vert. Turbine Pumps 241772 
5500 GPM @ 400' ТОН, Byron-Jackson #30DC-20CKXH-2, bowl assy., nuclear surplus OK 918-752-0309 Pump & Motor Works 715183 
6000 GPM € 120'-165' TDH/Stg, VTP J20CC, CI w/316SS Imps, 1780 RPM, New NC 918-629-6045 Vert. Turbine Pumps 752204 
6000 GPM @ 275' ТОН, Layne 25RKMC, 4-Stg., CI w/BF, New NC 918-629-6045 Vert. Turbine Pumps 752222 
6070 GPM @ 820' TDH, Ingersoll-Rand #29-APKD, 6 stage (3 available) OK 918-752-0309 Pump & Motor Works 519202 
6400 GPM @ 1000' TDH, Ingersoll-Rand, 29" APKD OK 918-752-0309 Pump & Motor Works 568084 
6500 GPM € 100' ТОН, Goulds #20GHXC, 2 stage, СІ/ВЕ, 1180 RPM, unused NC 918-629-6045 Vert. Turbine Pumps 306399 
7296 GPM @ 881' TDH, Ingersoll-Rand #30APKD, 11 stage, 11/13% chr, nuclear surp (2 available) OK 918-752-0309 Pump & Motor Works 519207 
7700 GPM @ 80'-106' TDH/Stg, VTP J24EC, Cl w/316SS Imps, 1180 RPM, New NC 918-629-6045 Vert. Turbine Pumps 752208 
7700 GPM @ 145'-185' TDH/Stg, VTP J20FC, CI w/316SS Imps, 1780 RPM, New NC 918-629-6045 Vert. Turbine Pumps 752206 
8340 GPM @ 360' TDH, Ingersoll-Rand #32APKD-3, nuclear surplus (2 available) OK 918-752-0309 Pump & Motor Works 512363 
10000 GPM @ 188' ТОН, Goulds #30BLC, 3 stage, 880 RPM, СІ/ВЕ, unused (2) NC 918-629-6045 Vert. Turbine Pumps 241773 
10000 GPM @ 208' ТОН, Goulds #20GHXC, 2 stage, CVBF, 1780 RPM, unused NC 918-629-6045 Vert. Turbine Pumps 306400 
10250 GPM @ 90'-120' TDH/Stg, VTP J27CC, Cl w/316SS Imps, 1180 RPM, New NC 918-629-6045 Vert. Turbine Pumps 752210 
10800 GPM @ 55'-85' TDH/Stg, VTP J30CC, all 316 SS, 880 RPM, New NC 918-629-6045 Vert. Turbine Pumps 752213 
11800 GPM @ 60'-92' TDH/Stg, VTP J30DC, СІ w/316SS Imps, 880 RPM, New NC 918-629-6045 Vert. Turbine Pumps 752215 
12800 GPM @ 70'-94' TDH/Stg, VTP J30EC, CI w/316SS Imps, 880 RPM, New NC 918-629-6045 Vert. Turbine Pumps 752217 
13000 GPM @ 400' ТОН, Goulds #30BLC, 3 stage, 1180 RPM, CVBF, unused (2) NC 918-629-6045 Vert. Turbine Pumps 241774 
14200 GPM @ 105'-150' TDH/Stg, VTP J30CC, all 316 SS, 1180 RPM, New NC 918-629-6045 Vert. Turbine Pumps 752212 
15000 GPM @ 150' ТОН, Goulds, 20х30 BHC, СІ/ВЕ (2 available) OK 918-752-0309 Pump & Motor Works 373173 
15800 GPM @ 115'-165' TDH/Stg, VTP J30DC, CI w/316SS Imps, 1180 RPM, New NC 918-629-6045 Vert. Turbine Pumps 752214 
16400 GPM @ 60'-100' TDH, VTP J33CLC, CI w/316SS Imps, 880 RPM, New NC 918-629-6045 Vert. Turbine Pumps 752218 
19000 GPM @ 25' ТОН, Johnston #30LS, 505 RPM, all 316 SS NC 918-629-6045 Vert. Turbine Pumps 306402 
23000 GPM © 25' TDH, Johnston #30MS, 1 stage € 505 RPM,all 316 SS NC 918-629-6045 Vert. Turbine Pumps 306398 
23000 GPM € 100'-125' TDH/Stg, VTP J36CC, CI w/316SS Imps, 880 RPM, New NC 918-629-6045 Vert. Turbine Pumps 768055 
24000 GPM @ 53' ТОН, Peerless #30HH, 1 stage, 892 RPM (4 available) OK 918-752-0309 Pump & Motor Works 148414 
24000 GPM € 60' TDH, Goulds £44-GHC, 1 stage, CI/BF OK 918-752-0309 Pump & Motor Works 715186 
26000/22000 GPM @ 50'/33' ТОН, Johnston £30LS,1-stg @ 705/590 RPM,all 31655 (3) NC 918-629-6045 Vert. Turbine Pumps 165577 
26000 GPM @ 100'-125' TDH/Stg, VTP J36DC, CI w/316SS Imps, 880 RPM, New NC 918-629-6045 Vert. Turbine Pumps 752220 
30000 GPM @ 33' ТОН, #42HXH, VMT, 1 stage, new (2 available) OK 918-752-0309 Pump & Motor Works 855342 
30000/25000 GPM @ 45'/30' ТОН, Johnston #30MS, 1-stage,705/590 RPM,all 316SS NC 918-629-6045 Vert. Turbine Pumps 165578 
269 GPM @ 1290 psi, National #3000-5L 35.6 GPM @ 150 psi, Waukesha 725, horiz rotary 
Positive Displacement y Quintuplex, 3.25" plunger, 300 RPM, used lobe positive displacement pump, 1.5" ... 
ж ЫР; y Mfr: National T Mfr: "Waukesha 
Pumps Model:3000-5L SS Model:25 
Seller: ВРІ Midstream sc) Seller: EcReCon Inc. 
= > ND Pedericktown, NJ 
Search Positive Displacement Pumps on Tel: 701-609-7074 : Tel: 856-299-4500 
š Lett SR ID: 392829 Эд SR ID: 424614 
SurplusRecord.com to view all 299 listings. Price: Call for Price ` : Price: Call for Price 
POSITIVE DISPLACEMENT PUMPS - (299 listings on our website!) DEALER SRID 
50 GPM Q 1500 psig, Union #1-3/4x3-CD100 piston pump, 250 F MN 612-810-1955 Peak Machinery Inc 221136 
331 GPM, Leistritz #L2NG-126/180-AHOKI-G, 3 Screw Pump, 8"x8", 316 S/S LA 225-978-6000 Univ Indust Assets 437560 
357 GPM, Sulzer £2, 4100' TDH, 600 HP, 3600 RPM, 4160 V. IL — 847-541-5600 Wabash Power Equip. 394465 
450 GPM Q 300 psi, Ampco Pumps Co. #RBZP1-320-DM, Stainless Steel positive displacement pump KY 502-778-3883 Special Projects 458632 
Aerzen #VM237D, positive displacement blower,n112.60 KW,new storeroom spare,2015 MN 612-810-1955 Peak Machinery Inc 221134 
IMO £54063RIP, rotary positive displacement 3-screw pump, 75 HP, 1780 RPM, new OH 440-942-3003 Equipment Recovery 470309 
RECIPROCATING PLUNGER PUMPS - (49 listings on our website!) DEALER SRID 
2.5 GPM @ 45000 psi, Flow waterjet, 100 HP diesel, 10 hours CA 510-887-7500 Sierra Equipment 370545 
26 GPM Q 20000 psi, Gardner-Denver £TF-4505H, 350 HP, Cat Tier III diesel TX 713-641-6006 Boatman Industries 064057 
26/35 GPM @ 20000/15000 psi, Gardner-Denver #TX450HB, 350 HP,mtd hvy duty skid TX 713-641-6006 Boatman Industries 064062 
59 GPM Q 8040 psi, Wheatley #T7340H, triplex pump, 308 HP, 265 RPM CO 719-754-1981 Power Zone Equip 413553 
65.8 GPM Q 2000 psi, Giant Industries #GP7255A, industrial pump, s/n #95140 CT 203-753-5103 Traver IDC 811892 
75 GPM Q 500 psi, Ajax T-150 Medium, 235 RPM, steel billet fluid ends, 2-1/2" x 5", (6 available) OK 918-752-0309 Pump & Motor Works 519232 
75 GPM Q 1343 psi (Max), Ingersoll-Rand (Aldrich), 2-3/8x4HS3, 325 RPM, steel billet (2 available) OK 918-752-0309 Pump & Motor Works 519233 
85 GPM @ 3260 psi, Wheatley #5P-323, quintuplex pump package, 70 HP, 400 RPM CO 719-754-1981 Power Zone Equip 433145 
116 GPM @ 875 psi, Gardner-Denver #65T, 2-3/4" x3" aluminum bronze,unused (2) TX 713-464-1832 Power-Flow Intl 639344 
138 GPM @ 6200 psi, Gardner Denver #TEEF, triplex pump, 300 RPM, 165 HP CO 719-754-1981 Power Zone Equip 276878 
140 GPM @ 1811 psi, National #J-165M, triplex production pump pkg,165 HP,400 RPM CO 719-754-1981 Power Zone Equip 226004 
150 GPM @ 1015 psi, WEI 6 x 5, Duplex Double Acting Piston Pump 4" - 5" x 5" Stroke TX 713-464-1832 Power-Flow Intl 298429 
197 GPM @ 1060 psi, Wheatley #T140-4, triplex pump package,133 HP,400 RPM CO 719-754-1981 Power Zone Equip 433142 
240 ОРМ Q 650 psi, Well Equipment Duplex piston pumps, 4"x5"stroke,dbl acting complete w/motor,belt ... TX 713-464-1832 Power-Flow Intl 379078 
National Oilwell #Varco MD-60, Bear Triplex Plunger pump pkg,new 60 HP motors (3) OK 405-677-6637 S & W Power Systems 080623 
Weatherford #MP-10, triplex pump TX 432-561-8700 LarMar Industries 287249 
SUBMERSIBLE PUMPS - (7 /istings on our website!) DEALER SRID 
100 GPM @ 150' TDH, Hazelton type SCT, S/S,50 HP,1170 RPM,size 3-20,460 V. AZ 520-349-0187 L & J Investments 087167 
180 GPM @ 50' TDH, BJM ZXP-SK15C, XP submersible pump,2 HP,3460 RPM ND 701-572-2393 Ind Equipment Sales 223511 
570 ОРМ © 59' ТОН, BJM ZSK55C, submersible trash pump,7. 5HP,1750 RPM ND 701-572-2393 Ind Equipment Sales 223510 
Hydromatic #S4m750m2-4, serial #59603, 7.5 HP, 32.2 amps, 3 phase, 230 V. WA 509-838-8000 K & N Electric Mtr 867454 
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155/400 CFM, Kinney #KT-150, rotary piston, 7.5 
HP, MB-400 Booster, 2004 


Vacuum Pumps ¿(a Mir: 


Kinney 
Model:KT-150 
Seller: Liberty Machinery 
Lincolnshire, IL 
Search Vacuum Pumps on SurplusRecord.com [ Tel: 847-276-2761 


to view all 249 listings. Price: Cali for Price 


December 2023 


Mfr: Nash 
Model:CL-202 
Seller: EcReCon Inc. 


Pedericktown, NJ 


Tel: 856-299-4500 
SR ID: 281932 
Price: Call for Price 


190 СЕМ @ 25" Hg., Nash #CL-202, Vacuum 
Pump, 10 HP, 1760 RPM, 230/460 V. 


VACUUM PUMPS - (249 listings on our website!) 


28 SCFM, Becker #U440/09, Vane vacuum pump, S/N 2909921, 2015 MX +52-155-1451-7028 
32.5 СЕМ, Leybold #D40B, Trivac vacuum pump,rotary vane dual stage mechanical,3 ph,208/460 VAC,50/60 ... MA 978-621-6645 
300 СЕМ, Kinney #KLRC-300-KFA, vacuum pump MI — 800-992-4525 
900-1150 CFM, Nash #SC-7CI, liquid ring, 2018, 2 yr warranty CT 203-300-1199 
3000 CFM @ 24" Hg., Nash #CL-3002, stainless steel AL 205-856-3700 
9000 CFM @ 24" Hg., Nash #CL9002, 9001, 9003, vacuum pump, rebuilt w/warranty AL 205-856-3700 
14000 СЕМ, Nash #CL-14002, 14001, Vacuum Pump, Rebuilt w/Warranty AL 205-856-3700 
26.9" HG, Gebr Becker #CVPF-25, vacuum pump & tank, 1700 RPM, 1980 WA 425-513-8263 
Becker #U4.100SA, Vane Vacuum pump, S/N 2824053, 220 V., 2014 MX +52-155-1451-7028 
Becker #VT4.25, Vane vacuum pump, S/N 2880273, 220 V., 2014 MX +52-155-1451-7028 
Dekker #VMX-0553-KAi-01, Vacuum Pump, 220V, Skid mounted, 5803 Hours, 2007 NC 704-288-1904 
Falk Gear Drive #8-56663,Lincoln motor,1750 RPM,125 HP,skid mounted drive pkg TN 615-494-1210 
Nash #904L1-2-3, Rebuilt AL 205-856-3700 
Nash #90412, Cast Iron vacuum pump, 1996 PA 215-664-6016 


VACUUM PUMPS 


Sales * Repairs * Rebuilds 
Over 25 Years Experience Serving the Pulp, Paper, Chemical, 


Mining, Power Suppliers, Poultry, and Steel Industries. 


ECM, Inc. 
1455 Red Hollow Rd. 
Birmingham, AL 35215 


€——— INC. Tel: 205-856-3700 • Fax: 205-856-3740 ° www.ecmpumps.com 


Nash #904M1-2-3, Rebuilt AL 205-856-3700 
Nash #904T2-1, Rebuilt AL 205-856-3700 
Nash #904U2, rebuilt AL 205-856-3700 
Nash #CL-402, vacuum pump, 2007 PA 215-664-6016 
Nash #CL-3002, vacuum pump, full Stainless Steel c, rebuilt PA 215-664-6016 
Sihi Pump #LPHR65327AB-ADB-4B-4, new storeroom spare MN 612-810-1955 
Squire Cogswell #125-0A, s/n 117918, 25 HP 460V, water cooled, in plant AL 256-831-1211 
Squire Cogswell #140B DLX, 40 HP, 460V, new motor & pump, complete, under power AL 256-831-1211 
Squire Cogswell #C130B 02 TM, 30 HP 460V recent rebuild,only 1424 hrs,in plant AL 256-831-1211 
Stokes #412H-11, remfd by MHV, 4"inlet, rotary piston pump, 1-year warranty MI 269-543-4291 
Sulzer #ZTO-40M3739, fan pump, rebuilt 2017 PA 215-664-6016 
Travaini #TRME-100-12601C1, skid mounted vacuum pump, 50 HP Reliance motor, 1996 TX 281-328-2900 
Travaini #TRTSCH-1A, Dynaseal vacuum pump, 5 HP, serial #69622, 2001 TX 281-328-2900 
Large Lot Of Vacuum Pumps TN 865-705-0416 


INDUSTRIAL RADIATORS - (59 listings on our website!) 


Caterpillar #3508, radiator TX 713-929-2056 
Caterpillar #3516, radiator, 2013 TX 713-452-7438 
Caterpillar ZPERFEX-32, radiator, off D398 TX 432-561-8700 
Caterpillar #Perfex-OV32-EB, radiator, 32 sq.ft., 1000 RPM TX 432-561-8700 
Caterpillar ZPerfex-V-750, radiator, 1080 RPM, 75' fan TX 432-561-8700 
Cummins, radiator, KTA19 or GTA19 engine, air cooler TX 713-929-2056 


PLANISHERS - (10 listings on our website!) 


Eckold #KF460 Kraftformer, planishing hammer,.157" sheet thickness,4.7 HP,150/300 SPM IL 847-580-6800 
Jetline #RG3-96, 96"inline planisher,22"-75" part dia.,forwarding/reversing,3/4 HP,#76394 OH 800-622-4463 
Jetline #RU5-72 universal planisher, 72" throat, 40" max diameter, 15000 Ib planishing force, 1996 OH 513-771-2111 
Sahinler #SM-50 Sir planishing hammer, 110 Ib top weight,10 HP,240 V.,3 phase,2002 OH 513-575-1152 


RIVET SPINNERS - (13 listings on our website!) 


Taumel #BK-120, spin rivetor,6"throat,17.5"x12.5" table,vari-speed,12" vert clearance,#14165J TN 931-381-1900 
VSI #TM20, rivet spinner,8"throat,3/4 HP,dual palm buttons,pressure stops,#76088 OH 800-622-4463 
VSI #TM23, rivet spinner,3" stroke,15" open height,1 HP,dual palm buttons,1999,#75603 OH 800-622-4463 


RIVETERS - (54 listings on our website!) 
Chicago #82, 1/4" and 3/16", dual head, adjustable centers, 12" throat, excellent IL 


Rivet Machine Sales 
CHICAGO ° MILFORD ° NATIONAL ° TOWNSEND ° ORBITAL 


COMPLETE REBUILT TRADE WELCOME ° PLUS PARTS ° TOOLING - SERVICE 


B&B RIVET MACHINE SALES • 95 Cousins Dr. • Aurora Ontario LAG 1B2 
Tel: 905-841-3114 ° Fax: 905-841-9161 ° Email: sales@usedrivetmachines.com 


616-868-1111 


312-543-6772 


B&B 


Rivet Machine Sales 


Chicago #T-786890, pneumatic riveter, 36"throat, 6"max opening, #14550 MI 


GENERAL EQUIPMENT 


DEALER 

Hilco Global Mexico 
Seurat 

Reclaim Source Corp 
Airvac Technical 
Engineered Coatings 
Engineered Coatings 
Engineered Coatings 
Sanson Machy Group 
Hilco Global Mexico 
Hilco Global Mexico 
Carolina Mchy Sales 
Aggregate Systems 
Engineered Coatings 
Global Equipment 


Engineered Coatings 
Engineered Coatings 
Engineered Coatings 
Global Equipment 
Global Equipment 
Peak Machinery Inc 
Standard Industrial 
Standard Industrial 
Standard Industrial 
Metallurgical High 
Global Equipment 

L C Mayfield 

L C Mayfield 

Bridges Elk Valley 


DEALER 

Swift Equipment 
Mustang Cat Pwr Sys 
LarMar Industries 
LarMar Industries 
LarMar Industries 
Swift Equipment 


DEALER 

Blumberg Machinery 
Yoder Machinery 
Great American Eqpt 
Chrisgo Equipment 


DEALER 
Timco Inc 
Yoder Machinery 
Yoder Machinery 


DEALER 
Estes Machinery Co 


Vander Ziel Machy 


SR ID 
448863 
475509 
397679 
448719 
677205 
290036 
636598 
397686 
448865 
448864 
460643 
266335 
429386 
222357 


OVER 200 VACUUM PUMPS 
IN STOCK: 
200 CFM to 16,000 CFM 


636595 
636596 
859809 
278993 
222366 
221135 
268313 
268311 
268316 
060640 
222416 
391133 
391132 
439888 


SR ID 
460937 
377594 
271055 
271056 
271057 
461714 


SR ID 
444447 
431278 
368795 
461683 


SR ID 
481336 
431259 
431260 


SR Ір 
077989 


201612 
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RIVETERS - (54 listings on our website!) DEALER SR ID 
Franklin, hydraulic riveter, #15393 MI 616-868-1111 Vander Ziel Machy 271171 
Milford #57 Impact riveting machine, pneumatic,.187" dia.,.75" length,12" throat (2) WA 425-513-8263 Sanson Machy Group 225997 
Milford #S423, riveter,12" throat,vibratory feed, 1/4" dia.,3" length,floor mount,'88,#10226 MI 616-949-5910 Turner Industries 038970 
VSI #TM-23, .62"diameter capacity,3" stroke,15" open height,5520 Ib.force,9" throat MI 616-949-5910 Turner Industries 252347 
VSI #TM-23, .62" diameter capacity,3" stroke,15"open height,5520 Ib.force,9" throat MI 616-949-5910 Turner Industries 252348 


Fanuc, S-420i, robot manipulator, 1997-10 Fanuc, ArcMate 120iBE, 6-Axis robot,R30iA 
, Mfr: Fanuc controller,20 Kg,1667mm H ... 
Robots, Industrial KZ Model:S-4201 Mfr: Fanuc 
= | Seller: Hilco Global Mexico Model:ARCMATE 120IBE 
MX Seller: В A B Industries 
B Tel: +52-155-1451-7028 MI 

Search Robots on SurplusRecord.com to view SR ID: 446553 < Tel: 586-752-0090 
кын Price: Call for Price SR ID: 394663 

all 528 listings. Price: Call for Price 


Fanuc, R-2000iA/125L, industrial robot, RJ3iB Genesis, Versa 2, Fanuc ARCMate 120iB/10L, Motoman, 6-Axis Nu Tech Teachable robotic 
controller, 6 axes, jointed, warranty Lincoln 500 amp welder, 2006 welder, Thermalarc 400LTS power supply 


Mfr: Fanuc Mfr: Genesis WE Mfr: Motoman 
Model:R-20001A/125L я Model:VERSA 2 li i Model:6-AXIS NU TECH TEACHAB 
Seller: Antenen Robotics 2 Seller: Altman Machinery Co = " ROBOTIC WELDER 

West Chester, OH Chicago, IL П Seller: Peterson Machinery 
Tel: 513-860-8800 Tel: 773-247-4343 Casa Grande, AZ 
SR ID: 142470 SR ID: 376202 Tel: 520-836-9727 
Price: Call for Price ITEM Price: Call for Price SR ID: 158051 

Price: Call for Price 


INDUSTRIAL ROBOTS - (528 listings on our website!) DEALER SR ID 
ABB, 4400 Foundry plus robot, 6-Axis, 130 Ib. payload, 360?rotation ON 519-729-2648 Metalpress 479978 
ABB, 6400 Foundry plus robot, 6-Axis,441 Ib. payload,98.4" reach,360°rotation,heavy duty seals,1999 ON 519-729-2648 Metalpress 479992 
ABB, 6400 Foundry plus robot, 6-Axis,441 Ib. payload,98.4" reach,360°rotation,heavy duty seals,1999 ON 519-729-2648 Metalpress 479993 
ABB, 6400 Foundry plus robot, 6-Ахіѕ,441 Ib. payload,98.4" reach,360°rotation,SC4 ctris,2005 ON 519-729-2648 Metalpress 479994 
ABB, IRB 2400-16, robot, 6-Axis, 44.1 Ib. payload, 61.024"horizontal reach ID 208-851-8568 Liberty Machine 443843 
ABB, IRB 2600, 20 kg, IRC5 MI 810-245-8757 D & B Industrial 419452 
ABB, IRB 4600 foundry Plus2, IRC5 MI 810-245-8757 D & B Industrial 419451 
ABB, IRB 5400 paint robots, 6-Axis, 25 kg payload, 123"reach, S4P+ control, 2002 (4) IL 630-690-7986 Surplus Asset 062612 
Fanuc, 410/160, complete palletizing system, 10' powered pallet, 16' live pallet NC 704-285-2223 Ex-Factory 373294 
Fanuc, ArcMate 120iBe Rj3iC, dual arm welding cell w/headstock tailstocks OH 513-860-8800 Antenen Robotics 400720 
Fanuc, CR-15iA, collaborative robot, R-30iB ctrl, power cables, like new, 2018 NY 716-219-8061 Universal Robotic 472899 
Fanuc, LR Mate 200iD/7L, R30iB (3) MI — 810-245-8757 D & B Industrial 450555 
Fanuc, M-6iB/6S, industrial robot, R-30iA controller, 6 axes, jointed, warranty OH 513-860-8800 Antenen Robotics 141699 
Fanuc, M-10iA/10S, industrial robot, R-30iA controller, 6 axes, jointed, warranty OH 513-860-8800 Antenen Robotics 141700 
Fanuc, M-20iA/35M industrial robot, R-30iB controller, 6 axes, jointed, warranty OH 513-860-8800 Antenen Robotics 101524 
Fanuc, M-710iC/70, 6-Axis robot with R-30iA control,70 Kg,2050mm reach,2013,#105124 MI 586-752-0090 R A B Industries 472046 
Fanuc, M-900iB/700, 6-Axis robot with R-30iB control,700 Kg,2832mm reach,2015,#105123 MI 586-752-0090 R A B Industries 472049 
Fanuc, M-900iA/350, robot system w/R-30iA control,low hours,tested,video,warranty,2008 MI 231-928-5748 SCC Machinery Inc 393804 
Fanuc, M-2000iA/900L, 6-Axis monstor robot,R30iB ctrl,900 Kg,4683mm reach,2015,#105122 MI 586-752-0090 RA B Industries 472036 
Fanuc, P-250iB15661RB1F, Robot, W/ R-30ib Pendant, S/N P2502631, 2016 OH 216-478-6657 HGR Indust Surplus 481059 
Fanuc, Paint Mate 200iA/5L, 6-Axis robot, R-30IB ctrl,5 Kg,892mm reach,2017,#105127 MI 586-752-0090 R AB Industries 472051 
Fanuc, Paint Mate 200iC/5L, 6-Axis robot,R-30IB ctrl,5 Kg,892mm reach,2017,#105126 MI 586-752-0090 В А B Industries 472050 
Fanuc, R-1000iA/100F, 6-Axis robot, R-30ib control, 100 KG, 2230mm reach, 2015, #105113 MI 586-752-0090 В А B Industries 466689 
Fanuc, R-2000iB/125L, 6-Axis robot, R-30ib control, 125 KG, 3005mm reach, 2015, #105110 MI 586-752-0090 В А B Industries 466692 
Fanuc, R-2000iB/165F, 6-Axis robot data sheet with R-30iA ctrl,165 Kg,2655mm reach,2009 MI 586-752-0090 R AB Industries 463662 
Fanuc, R-2000iB/165F, 6-Axis robot data sheet with R-30iA ctrl,165 Kg,2655mm reach,2009 MI 586-752-0090 R AB Industries 463665 
Fanuc, R-2000iB/185L, 6-Axis robot, R-30ia control, 185 KG, 3060mm reach, 2010, #105107 MI 586-752-0090 RA B Industries 466687 
Fanuc, R-2000iB/200R, 6-Axes robot, R-30ib control, 200 KG, 3095mm reach, 2014, #105056 MI 586-752-0090 В А B Industries 466694 
Fanuc, R-2000iB/200R, 6-Axes robot, R-30ib control, 200 KG, 3095mm reach, 2015, #105057 MI — 586-752-0090 R A B Industries 466695 
Fanuc, R-2000iB/210F, 6-Axis robot, R-30ib control, 210 KG, 2655mm reach, 2015, #105064 MI — 586-752-0090 R A B Industries 466637 
Fanuc, R-2000iB/210F, 6-Axis robot, 210 Kg, 1655mm reach, R-30ia control, 2015, #105097 MI — 586-752-0090 R A B Industries 466677 
Genesis parts handling robotic cell, Fanuc R-2000ib robot arm,Fanuc R-j3ic ctrl,pendant ctrl,AB ... IL 847-427-3333 Perfection Machy 469726 
Kuka, KR-6-R900, Sixx robot w/KRC4 control, only 800 hours w/warranty, 2014 MI 231-928-5748 SCC Machinery Inc 393807 
Kuka, KR-700PA, heavy payload palletizer robot w/KRC4 control Fanuc ABB,2014 MI 231-928-5748 SCC Machinery Inc 393801 
Lincoln, eCell robotic weld cell Fanuc 100iBe, Rj3iB MI 810-245-8757 D & B Industrial 419454 
Panasonic, TA-1400, Manipulator Robot, W/ Aur01060 Teach Pendant, 2013 OH 216-478-6657 HGR Indust Surplus 481052 
Panasonic, TA1600, G2 ctrllr,7th Axis turntable positioner,G2 welder,6 kg payload,1.4m reach,2010 ON 519-621-3333 New Age Robotics 422023 
Panasonic, VR-008 All, 6-Axis,G1 ctrl,8 KG payload, HM2-500 welder,wire feeder,'99 ON 519-621-3333 New Age Robotics 284230 
Rainbow Robotics, RB10-1300, collaborative robot, 10 KG,1300mm reach. brand new w/2 yr warranty,#105112 MI 586-752-0090 RA B Industries 466702 
Universal Robot, UR-5 Cobot, 5 Kg payload,850mm radius,teach pendant,power cables,2017 (8) NY 716-219-8061 Universal Robotic 472904 
Yaskawa Motoman, HC10, collaborative robot w/YRC1000, only 2 hrs w/warranty, 2018 MI 231-928-5748 SCC Machinery Inc 393800 
Yaskawa Motoman, MH50 II, robot system w/DX200 control,tested,video,warranty MI 231-928-5748 SCC Machinery Inc 393806 
Bystronic #Xpert-80/1530, robot welder, 60" OA,61" BH, 7.8"str,20" open, 6-Axis BG, 2019 IL 312-226-4150 Mchy Marketing Intl 463686 


1/4" x 2" Waterbury £10 Heavy frame automated 2-1/2" x 20' Reed #A25, 3-die cylindrical thru feed 


7 2 flat die thread roller,150 PPM,vibe ... thread roller,15 HP,1980 
Rollers, Th read xi SS Mfr: Waterbury-Farrel FL Mfr: Reed 
чө? Model:10 Kë? : Model:A25 
Seller: FH Machinery Inc ] Seller: Univ. Metalworking 
Ivyland, PA Houston, TX 
Search Thread Rollers on SurplusRecord.com to Tel: 915 355 6641 Tel: 713-675-4145 
i Let) SR ID: 374009 SR ID: 210395 

view all 204 listings. Price: Call for Price Price: Call for Price 
THREAD ROLLERS - (204 listings on our website!) DEALER SR ID 
3/8" x 3" Waterbury-Farrel #20, flat die hand feed thread roller,5 HP,60 SPM,coolant pump PA 215-355-6641 FH Machinery Inc 464350 
5/8" Tesker #30, thread roller, 1-1/2" spindle, vari-speed, thru feed only, 1990 PA 215-355-6641 FH Machinery Inc 436970 
5/8" Tesker #30, thread roller, 2 die cylindrical, vari-speed, 1986 PA 215-355-6641 FH Machinery Inc 441533 
1" x 1-1/2" Reed #A21, 3-die thread roller,1/4"-1"thread dia,(3) C-7231 overhung die holders IL 847-673-0556 Adams Machinery Co 403148 
1" National, thread roller, #68941 OH 800-622-4463 Yoder Machinery 468707 
1-15/16" Grob #RMOd, thru-feed & in-feed, 2-die, 6 ton, many spare parts & tooling IL 312-543-6772 Estes Machinery Co 948137 
2" x 2.25" Kinefac #MC-5, thread roller, 300-900 RPM MI 248-926-8400 Lee Stevens Machy 292152 
2-5/8" Reed #A23, 3 die cylindrical thread rolling machine, 1-9/16" spindle dia.,100 PPM ON 905-482-2659 Walden Machinery 364028 
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THREAD ROLLERS - (204 listings on our website!) DEALER SR ID 
3" x 4-1/2" Kinefac #MC-25F, thread roller,2-1/2"thur feed dia.,2-1/2" spindle dia.,25 HP,coolant tank PA 215-355-6641 FH Machinery Inc 476279 
3" Kinefac #MC-25F, 2-die cylindrical thread roller,2-1/2" spindle dia.,25 HP,coolant tank CT 203-367-6777 Hariton Machy Co 463508 
Press Room Equipment, thread up tbl., 100" x 17" tbl lift gate, 43" passline ht, pneumatic lift OH 419-866-6894 D & D Industries 469647 
Angor £HS-15, inclined high speed thread roller, #70471 OH 800-622-4463 Yoder Machinery 453736 
GOVAMA #HK-85, 2 die cylindrical thread rolling machinery,10-850 kN rolling force ON 905-482-2659 Walden Machinery 361740 
Kine #MC5-F, thread roller,thru feed or infeed,10 HP,with hydraulic unit & motor,#16765 OH 800-622-4463 Yoder Machinery 431142 
Kinefac ZMC-4 Kine Roller, thread roller, 25-360 RPM, (3) MI 248-926-8400 Lee Stevens Machy 292153 
Kinefac #MC-5F, 2 die horizontal, hydraulic, extra options available, late as 1979 MA 413-244-9335 Stanley Machinery 779421 
Reid, 2 die horizontal, 27 ton, 10 sets of dies, 1988 MA 413-244-9335 Stanley Machinery 120410 
Tesker £30, thread roller,5/8" max dia.,3" die face width,vari-speed,thru feed only,1986 PA 215-355-6641 FH Machinery Inc 434931 
Waterbury-Farrel #00, inclined thread roller, 419495 OH 800-622-4463 Yoder Machinery 468470 
Waterbury £10, thread roller hand feed, 2-1/8" die pocket, heavy frame, s/n #11016890 OH 216-771-6473 IFE Machinery 080616 


17 Stand, Ardcor, 18 station base, 1.750" shafts, 24 Stand, Tishken #24-HWS, 3" spdl dia., 36" roll 


SC ba 10"roll space space, 40 HP, 14" horiz cc, 1986 
Rollformers Sg | Mfr: Агасог Mfr: Tishken 
i Model: г Model:24-HWS 
Seller: Roll Form Solutions < Seller: D & D Industries 
Grand Haven, MI zi Monclova, OH 
Search Rollformers on SurplusRecord.com to Tel: 616-638-0407 S Tel: 419-866-6894 
i ien Ri SR ID: 205356 g ; SR ID: 258420 
view all 430 listings. Price: Call for Price > x: Price: Call for Price 
ROLLFORMERS - (430 listings on our website!) DEALER SR ID 
З Stand, Custom, cantilever rollformer, 1.5" dia., 6" rollspace, 7.75" horiz cc, 3"-4" vert cc OH 419-872-2364 Universal Tube 338500 
6 Stand, Tishken, rollformer, 2" spdl dia., 15" rollspace OH 419-872-2364 Universal Tube 341802 
7 Stand, Custom, cantilever rollformer, 3" rollspace,8" horiz cc, 3.5"-4.5" vert cc OH 419-872-2364 Universal Tube 338502 
т Stand, Flagler dual head adjustable rollformer,to 52" W,5HP,mtrzd adjust,to 3/4"leg FL 305-635-2325 Holland Machy Co 119763 
8 Stand, ASP, for metal stud & track, tooling, quick adj hole punch, cutoff OH 419-843-6051 American Steel 306110 
8 Stand, Lockformer, drive turn hemming rollformer,20-26 gauge,will turn a 7/16"or 1/2"hem OH 513-575-1152 Chrisgo Equipment 461682 
10 Stand, Engel #DH3510-4, duplex rollformer, 1.25" shadt dia., 3" shaft Igth, 36" strip W, 5" horiz ... OH 419-872-2364 Universal Tube 444497 
10 Stand, Foshan #DH100, rollformer with pre-punches,2" dis shafts,9" roll space,7.3 HP OH 800-622-4463 Yoder Machinery 476881 
10 Stand, Tishken #10MW2, 15"roll space, 2"spindles, 12"horizontal centers MI 248-613-7770 Planet Machinery Co 167681 
10 Stand, Tishken #28-HW-3, rollformer, 3" spdl dia., 30" rollspace, 14" horiz cc, 6.5"-8.5" vert ... OH 419-872-2364 Universal Tube 448215 
10 Stand, Yoder #M-1-1/2, 10"roll space MI 616-638-0407 Roll Form Solutions 362393 
11 Stand, Knudson #KS-246A, for 3.5" & 5.5" x 16 gauge stud, (2) lines available GA 770-886-6827 CJE Machine 928694 
12 Stand, Bradbury #130, duplex rollforming line, 1.5" shaft, 37" blank W, 20000 Ib. ... OH 419-872-2364 Universal Tube 444499 
12 Stand, Tru Tech, rollformer,2" shaft dia.,8" roll space,forward/reverse,10 HP,#77098 OH 800-622-4463 Yoder Machinery 469325 
12 Stand, Yoder #M1-1/2, rollformer, #70963 OH 800-622-4463 Yoder Machinery 469326 
12 Stand, Yoder #M2-1/2, base, #62279 OH 800-622-4463 Yoder Machinery 469322 
12 stand, Yoder, rollformer, 1.5" shaft, 8" roll space, 11" horiz cc, 4.5"-7.5" vert adj. OH 419-866-6894 D & D Industries 416486 
14 Stand, Ardcor, rollforming line, 39" rollspace, 2.25" shaft dia., hyd expansion, loop arm ctrl OH 419-841-3586 D & H Machinery Inc 476306 
14 Stand, ASC, for roof decking or siding, cutoff, lots of tooling sizes OH 419-843-6051 American Steel 306109 
14 Stand, Lockformer "S" cleat former, 22 gauge,duct connector,1-1/8" shaft dia.,#27454 IL 847-640-8600 Kempler Industries 116365 
14 Stand, Tishken £4-MW-2, 2" spdl dia., 15" rollspace, 12" horiz cc, Teco MA7200 drive OH 419-872-2364 Universal Tube 341801 
14 Stand, Tru Cut, 1-1/2" shafts, 10" roll space MI 616-638-0407 Roll Form Solutions 362396 
14 Stand, Tru Tech, 1-1/2" shafts, 12"roll space MI 616-638-0407 Roll Form Solutions 362395 
15 Stand, Marion, sgl line trim rollformer,43" roll space,2-1/2" arbor dia.,R to L,5 HP IA 515-999-2999 N S Machine Corp. 392773 
16 Stand, Contour rollformer, 3-1/2" shaft dia.,20" roll space,60 HP,15-100 FPM,#74168 OH 800-622-4463 Yoder Machinery 471337 
16 Stand, Tru Tech, rollformer,2"shaft dia.,8" roll space,10 HP,forward/reversing,#77099 OH 800-622-4463 Yoder Machinery 471339 
18 Stand, B & K, rollformer, 3-1/4" roll shaft dia., 52" roll space, 12" vert adj. OH 419-872-2364 Universal Tube 287745 
18 Stand, Contour #CR-1.5-18, 1-1/2" shafts, 10"roll space MI 616-638-0407 Roll Form Solutions 362394 
18 Stand, Engel #4618, 2 sided rollformer,1-1/2" shaft dia.,6" center distance of spindles,#68997 OH 800-622-4463 Yoder Machinery 471352 
18 Stand, Pearson #M1-1/2, duplex rollformer,1-1/2" shaft dia.,5-1/2" roll space, 466889 OH 800-622-4463 Yoder Machinery 471351 
19 Stand, Maplewood Duplex, 20"-48"roll space, 1-3/4" spindles MI 248-613-7770 Planet Machinery Co 240057 
24 Stand, Tishken #24-MW-3, rollformer,3" spdl dia,36" rollspace,equal gearing,auto lube,1984 FL 813-444-4555 Southern Fab Machy 467164 
26 Stand, RLM, 3"shaft gear boxes 24" roll space MI 616-638-0407 Roll Form Solutions 479986 
27 Stands, Max Technologies, 2" spdl dia., 24" roll space, 15' horiz cc, 4.5"-9.5" vert adj. OH 419-872-2364 Universal Tube 302847 
Engel 4825 HVAC Rollformer, Forms Slips, Drives, Male & Female Button Punch Snaplock NJ 732-566-1211 Mullin Machinery 460484 
Engel Industries #V-3510, Rollformer OH 419-536-4445 G-2000 Inc 434764 
GMC #PL-16E, 16 ga. lockformer, 23 FPM, Pittsburgh attachment, hvy duty caster wheels CA 714-545-0940 Mfr. Solutions 464923 
СМС #PL-16E, 16 ga. lockformer, 23 FPM, Pittsburgh attachment, hvy duty caster wheels CA 714-545-0940 Mfr. Solutions 464924 
GMC #PL-18E, 18 ga. lockformer, Pittsburgh attachment, PF-18E pwr flanger, DCR-18E drive cleat roll ... CA 714-545-0940 Mfr. Solutions 464927 
GMC #PL-18E, 18 ga. lockformer, Pittsburgh attachment, PF-18E pwr flanger, DCR-18E drive cleat roll ... CA 714-545-0940 Mfr. Solutions 464928 
ОМС #PL-20E, 20 ga. lockformer, 32 FPM, Pittsburgh attachment CA 714-545-0940 Mfr. Solutions 464926 
Lockformer, cleat former 22 gauge, serial #9535, 20 amp, 250 V., 3 phase NJ 908-296-4952 J P Metal Works 393579 
Lockformer, 20 gauge rollformer w/auto guide flanging attachment, 110 V., 1 phase GA 770-621-0495 Equipment Hub 440511 
RLM #2, 2" shaft gear boxes, 26" roll space, 30 stations MI 616-638-0407 Roll Form Solutions 375153 
Roper Whitney Pexto #3416-H, manual rollforming machine,16 gauge,foot pedal ctrl,1989 WI 262-548-6080 WI Metalworking 456677 
Yoder £W25, gearboxes, (6) OH 419-872-2364 Universal Tube 341805 
CBM LY 1275, rollforming system, Dual System Decoiler, Straightener, Welder,1999 FL 813-444-4555 Southern Fab Machy 434713 


Rolling Mill Equipment 


2 HIGH ROLLING MILLS - (58 listings on our website!) DEALER SR ID 


3" x 5" IRM #3050T, 2-Hi lab rolling mill, D2 roll material, 2 HP AC gearmotor RI — 401-722-7815 Intl Rolling Mills 360050 
5" x 14" Ruesch, 2-Hi rolling mill, heavy duty construction, used friendly design RI 401-722-7815 Intl Rolling Mills 428603 
6" x 10" Fenn, 2 Hi coil to coil rolling mill with cladding,variable speed,#75656 OH 800-622-4463 Yoder Machinery 431109 
6" x 12" Ruesch, 2-Hi rolling mill, Satin 2RA finish, 15 HP, vari-speed AC inverter RI 401-722-7815 Intl Rolling Mills 360041 
8" x 10" Lewis w/edging, uncoiler & recoiler OH 419-843-6051 American Steel 944335 
8" x 10" Ruesch, 2-Hi rolling mill RI — 401-722-7815 Intl Rolling Mills 360042 
9" x 12" Fenn £081, 2-Hi rolling mill, 2 heavy duty herringbone gears, 50 HP RI — 401-722-7815 Intl Rolling Mills 360048 
10" x 10" Fenn #101, 2 Hi rolling mill, powered screw downs, 50 HP, #14209 CT 203-484-0400 Machy International 475452 
12" x 5" Waterbury-Farrel, 2-Hi wire flattening rolling mill,100 HP,500-1500 RPM PA 215-355-6641 FH Machinery Inc 365431 
2 HIGH AND 4 HIGH ROLLING MILLS - (17 listings on our website!) DEALER SR ID 
4" x 6" IRM #4060, 2-Hi/4-Hi hot lab rolling mill with payoff & recoiler, new RI — 401-722-7815 Intl Rolling Mills 360053 
4" x 6" Stanat ZTA-215, 2-Hi/4-Hi rolling mill, 52100 roll material, 5 HP RI — 401-722-7815 Intl Rolling Mills 360043 
5" x 8" Ruesch, 2-Hi/4-Hi rolling mill, 15 HP, vari-speed DC controller RI 401-722-7815 Intl Rolling Mills 360040 
10.5" x 12" Fenn £101, 2-Hi/4-Hi rolling mill, 2 heavy duty herringbone gears, 150 HP RI — 401-722-7815 Intl Rolling Mills 360049 
20" x 24" 125 with uncoiler & recoiler OH 419-843-6051 American Steel 980101 
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18" & 32" x 32" wide Mesta, reversing, uncoiler, 1.87" x 8" x 8" Fenn #081, 4-Hi work roll driven 


А А ; і recoiler AGC rolling mill, 25 HP 
Rolling Mills, 4HI ББТ H Mfr: Mesta Mfr: Fenn 
ST" Ef Model: ! Model: 
Seller: American Steel 2 Seller: Intl Rolling Mills 
" " " y - 2 Toledo, OH U» Pawtucket, RI 
Search 4 High Rolling Mills on Tel: 419-843-6051 e Ve, Tel: 401-722-7815 
А ien } SR ID: 167582 SR ID: 360047 

SurplusRecord.com to view all 40 listings. Price: Call for Price Price: Call for Price 
4 HIGH ROLLING MILLS - (40 listings on our website!) DEALER SR ID 
10" x 8" Waterbury-Farrell, temper pass mill,4-Hi,sliding base,60" OD,16"-20"ID,non-reversing design MI 734-727-0600 Galaxie Corporation 294393 
10" x 20" x 20" 4-Hi non reversing rolling mill, #13893 CT 203-484-0400 Machy International 337847 
16" x 30" x 60", 1600-1600-1600 HP, 4-High or 6-High ASP OH 419-843-6051 American Steel 180767 
United, 4-Hi mill, cold rolling,5"x18" x14" material,.15" -12" width S/S,.010"-.215"thick PA 412-826-4950 TDI Group LLC 302182 


Saws, Band, Horizontal and Vertical 


Saws Band “a 9" x 17" W.F. Wells #W-9-1, vari-hydraulic, 12" x 10.25" Marvel #PA260 EPC, horiz. band 
2 d 70-380 SFPM, horiz. bandsaw, 3 HP ... saw, 1-1/4" x 12'11" blade 
Horizontal - b w: ; zi Mfr: W.F. Wells à Mfr: Marvel 
Model:W-9-1 Model:PA260 
Bandsaws ) - == Seller: Sterling Machinery Seller: Pioneer Machine 
Б 7 | d South El Monte, CA Rosenberg, TX 
Search Horizontal Band Saws on . * Tel: 626-444-0311 Tel: 479-651-3683 
i Let) B жа = SR ID: 022289 SR ID: 393796 
SurplusRecord.com to view all 735 listings. Price: Call for Price Price: Call for Price 

HORIZONTAL BAND SAWS - (735 listings on our website!) DEALER SR ID 
7" x 11" DoAII #DS-280M, 2 speed dual miter manual band saw,flood coolant,#1120004 MI 616-868-1111 Vander Ziel Machy 434996 
7" x 12" Enco £137-317, horiz band saw, 110/220 V., 1-phase, vertical attachment CA 714-441-1992 ACT Machinery 461289 
7.8" x 11.8" Thomas #250SAR, horiz band saw, coolant, 2002 MI 616-836-7501 Holland Equipment 455424 
8.5" x 16.25" Kysor #KA-16, Horizontal Band Saw, 1-1/4" blade, S/N 820806 OH 216-478-6657 HGR Indust Surplus 477342 
9" x 14" М.Е. Wells #W-914A, CNC horiz band saw, 1" x .035" x 11'6" blade, 70-380 SFPM, air vise ... CO 303-651-6545 Automatics & Machy 448173 
9" x 16" Baxter #280M, horiz band saw, 12' x 1" blade, 60-350 FPM, 2007 ON 905-803-9999 Westway Machinery 480347 
9" x 16" Kalamazoo #9AW, horizontal band saw,1"blade,1 HP,coolant,swivel vise,#76877 OH 800-622-4463 Yoder Machinery 468467 
9" x 17" W.F Wells #W-9-1, semi-auto horiz bandsaw, 1" x .035" x 11'6"blade, 50-450 SFPM WI 262-965-3655 Alternative Machine 455965 
10" x 8" Ellis #1600, bandsaw,55-115-230 FPM,10' x 1"blade,hyd adjusting feed ctrl,new MN 800-770-5638 SOMINN Machy Sales 461285 
10" x 10" Amada #HA250W, Fully auto horiz bandsaw,1-1/4" Blade,78-262 FPM,5 HP,1997 IL 847-290-0167 Myers Technology Co 460614 
10" x 10" Arca #HL-250, horiz band saw, 138"L x 1.33"W x .043"T blade, 60-230 FPM, 2005 FL 800-638-8888 Generation Machine 457733 
10" x 11.8" Amada £HA-250W, auto horiz bandsaw,1-1/4" x11'6" x0.042" blade,89-295 FPM,2012 MI 866-367-7297 Westbrook Engrg 474823 
10" x 12" Amada #H-250SA-II, horizontal band saw,138" x1" blade,power head elevation,#77308 OH 800-622-4463 Yoder Machinery 476061 
10" x 12" Amada #HA-250W, horizontal band saw, 138" x 1.34" x .43" blade, auto shuttle feed CA 310-909-2020 Machnet 469036 
10" x 12" Master Cut #S-300HB, horizontal band saw,150"x1-1/4" blade,5 НР,1996,#77049 OH 800-622-4463 Yoder Machinery 471298 
10" x 16" Clausing #C250A, automatic horizontal band saw,1"blade,2 HP,70-280 FPM,1998 OH 614-255-9000 Worldwide Machine 481436 
10" x 16" Scotchman #SH1016, swivel head horizontal band saw,manual,coolant system TX 713-694-1790 KEC Inc 467815 
10" x 16" М.Е. Wells #L-10, horizontal band saw, #76763 OH 800-622-4463 Yoder Machinery 456234 
10" x 16" Wilton #7020, manual horizontal band saw,vari-speed,coolant,1.5 HP,135" x1"blade WI 262-548-6080 WI Metalworking 456614 
10" x 17" М.Е. Wells #W-10-1, horiz bandsaw,64"roller infd tbl,60-425 FPM,S/N 92175,'92 IA 515-233-6330 Smith Machinery Co 446622 
10" Wilton #1016, horizontal band saw WI 262-548-6080 WI Metalworking 456611 
10.2" x 11.8" Cosen #C-260NC, fully automatic scissor style band saw,bundling clamps,2022 MN 952-933-6755 Naab Sales Corp 470854 
10-1/4" x 10-1/4" Daito #GA260, horizontal band saw, #75888 OH 800-622-4463 Yoder Machinery 456238 
10.6" x 18.5" Kalamazoo #MS1318SA, mitering horizontal band saw,3 HP,2014,#77325 OH 800-622-4463 Yoder Machinery 476035 
11" x 11" Ellis #1600, horizontal band saw,manual,1 HP,120" x 1" x .035"blade,new,2022 IL 847-571-0523 Blackout Equipment 380318 
11.5" x 10.25" Everising #H260HB, horiz bandsaw, 155" x 1.3" x 0.042" blade, 65-330 fpm AZ 520-836-9727 Peterson Machinery 450561 
12" x 10" MasterCut #S-300HB, automatic horizontal metal cutting band saw,150" blade KY 502-419-9170 Machinery Bargains 385918 
12" x 12" DoAII #DC-310NC-II, fully automatic double column horizontal band saw, 50-400 RPM MN 763-710-5160 Source Machy Sales 475996 
12" x 12" DoAII #DC-310NC-II, dual column fully automatic horizontal band saw MN 763-710-5160 Source Machy Sales 473651 
12" x 12" Hyd-Mech #H-12A, fully auto horizontal band saw,13'6" x 1-1/4"blade CT 203-367-6777 Hariton Machy Co 463504 
12" x 12" Hyd-Mech #H12A, auto horiz band saw, 13'6" x 1" x .035" blade, 75-400 SPM, hyd vise KY 502-219-7311 Machinery Central 476013 
12" x 18" Clausing Kalamazoo #MS1218VS, semi-automatic horizontal saw, wet MI 616-868-1111 Vander Ziel Machy 434995 
12" x 20" DOAII, automatic horizontal band saw, #59766 OH 800-622-4463 Yoder Machinery 456250 
12.5" x 12.5" Kasto #POS/GA4, horizontal band saw,hydraulic mitering,spare blades,#77086 OH 800-622-4463 Yoder Machinery 476064 
12.75" x 12.75" Hemsaw #H90A-1, horizontal pivot bandsaw, 3 HP, new 1А 515-233-6330 Smith Machinery Со 464825 
13" x 13" FMB #Pegasus-DS, semi-auto horiz band saw, 14'8" x 1-1/4" x .042" blade, 52-394 FPM TX 479-651-3683 Pioneer Machine 393795 
13" x 13" Peerless #SHB-1120NC, semi-auto mitering horiz bandsaw, 184" x 1.25" x 0.042" blade, 50-330 ... WI 262-965-3655 Alternative Machine 455964 
13" x 14" Marvel Spartan #PA13/2, automatic horizontal band saw,automatic barfeed NC 704-821-7370 Charleston Annex 480994 
13" x 14" Marvel #Spartan-PA13/2, automatic horizontal band saw,162"x1-1/4"blade,1997 MN 952-933-6755 Naab Sales Corp 450657 
13" x 16" Wellsaw #1316S, horizontal band saw, miter, 1"blade, coolant, 2 HP, 1 phase OH 800-745-6008 C W Wood Machinery 464230 
13" x 18" Baileigh #BS-20M-DM, 60°mitering head PA 717-625-0302 Weaver Metalworking 448525 
13" x 18" Hyd-Mech #S20, horizontal band saw, 1"blade, coolant with wash down hose AL 256-831-1211 Standard Industrial 448253 
13" x 18" Hyd-Mech #S20-Series-ll, horizontal band saw,miter,1" blade,2 HP,coolant OH 800-745-6008 C W Wood Machinery 471266 
13" x 18" Hyd-Mech #S20A, automatic,1" blade,swivel head їо 60°,solid outfeed table,roller ... MO 314-291-9360 Zimmerman-McDonald 470239 
13" x 18" Hyd-Mech #520А, horiz bandsaw,1" x 1410" blade,Auto PLC Touchscreen,2015 FL 813-444-4555 Southern Fab Machy 475762 
13" x 19" Trajan #1319, mitering horizontal band saw,150"x1"x.035" blade,2 HP,2012,#77324 OH 800-622-4463 Yoder Machinery 476032 
13" x 21" DoAII #C-1321DS, mitering horiz bandsaw,50-400 FPM,180" х1-1/4" x.042"blade,'04 CA 888-589-6721 Wheeler Machinery 474863 
14" x 14" Hyd-Mech #H-14, horizontal band saw,15'4"x1-1/2" blade,bundling attachment,2004,#77158 OH 800-622-4463 Yoder Machinery 476065 
14" x 14" Hyd-Mech #H-14A, dual column horizontal band saw,automatic PLC touchscreen,excellent,2018 WI 262-854-5054 Meridan Machinery 468393 
14" x 20" Hem #Twister, horizontal sgl column mitering band saw, 1.25" x .042" x 180" blade ... AZ 800-289-3519 Midstate Machinery 471214 
15" x 17" WE Wells #F-15, auto horiz band saw, 1" x 0.35" x 14'-5" blade, 75-300 FPM, hyd blade ... KY 502-219-7311 Machinery Central 467167 
15" x 18" Wells #14, horizontal twin post band saw,w/automatic shuttle type bar feed,#29217 IL 847-640-8600 Kempler Industries 455372 
15" x 20" WE Wells #F-15-3U, automatic feed horizontal band saw,10 HP,1991,#56260 OH 800-622-4463 Yoder Machinery 469405 
16" x 16" Amada #HA-400W, auto,50-295 FPM,7.5 HP,15' x 1-1/2" x .050" Carbide blade MI 586-755-5353 Gibbs Machinery Co 167490 
16" x 16" Amada #HFA-400W, fully automatic horizontal band saw, 50-295 FPM, 1993 CA 888-589-6721 Wheeler Machinery 465294 
16" x 20" Hyd-Mech #S-23A, horizontal band saw,16'10" x 1-1/4" blade,5 HP,75-350 SFM OH 614-255-9000 Worldwide Machine 481437 
16" x 22" Hem #Cyclone, auto bar feed saw w/mitre cap., bundle attachment, 1.25"blade, V/S WI 715-886-4926 Heart of WI Machy 431504 
16" x 25" Hyd-Mech #M-16A, automatic band saw, 18'6" x 1-1/4"blade, 7.5 HP VFD CA 310-487-3800 RAAR Group USA 462921 
16" x 25" Hyd-Mech #M-16A, horizontal band saw, 18'6" x 1-1/4"blade, 7.5 HP VFD TN 615-383-8703 Pearl Equipment Co 465324 
16" Amada £HA400W, Fully auto horiz bandsaw w/ 1-1/4" Blade,7.5 HP V/S,chip conv,1997 IL 847-290-0167 Myers Technology Co 460612 
16" Hyd-Mech #H-16A, fully auto column type bandsaw,prog. control,1.5" blade,10 HP IL 847-290-0167 Myers Technology Co 454664 
16" Wells #F-16-2A, Fully automatic horizontal dual post bandsaw,, 2005 IL 847-290-0167 Myers Technology Co 466496 
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HORIZONTAL BAND SAWS - (735 listings on our website!) 

17" Behringer, #HBP430A, dual column automatic horizontal band saw,2"blade,1995 

17.75" x 40" Ficep #K100, 1.61"blade width, mitering, Ficep CNC, 2013, #31910 

18" x 18" Hyd-Mech #H-18A, dual column horizontal band saw,automatic PLC ctrl,2001 

18" x 20" Hem #H130HM-DC, 72-400 FPM variable,DRO,variable down feed,power in-feed,10 HP,1.5"blade ... 
18" x 22" Amada Machinery America #VT4555 (8-Mark-ll), new 2023 

20" x 18" DoAII #460NC Continental, horiz bandsaw, 1.5" x 192"blade, 10 HP, 2012 

20" x 18" Marvel # PA460 HD, horiz. band saw, 1-1/2" x .050" x 17'11" blade, 70-330 SFPM 

20" x 30" Ocean #DCM-20/30-Terminator, double miter cut horizontal band saw, 2005 

20" Hemsaw #CT2000HA-DC-C, double column band saw,2" x 22'2" blade,S/N 1012507,2007 

21.6" x 27.5" Kesmak #KLS-550 Servo feeding fully-auto band NC bandsaw, V-Vise for small tubing, NC ... 
22" x 14" Baileigh #BS-360SA, band saw,192"x1.5"x.04" blade,swivel vise,5 HP,2015 

22" x 22" Hyd-Mech #H-22A, auto cycle,column type,2"blade,PLC,bundling,vari vise pressure,10 HP,2000 
22" x 48" W.F. Wells #M-36-3, semi-automatic mitering horizontal band saw,342" x2-5/8"blade,2004 

24.4" x 30" Cosen #C-620NC, automatic dual column band saw, 10 HP, 2" wide blade, 2023 

27.5" x 15.7" Berhringer #HBP-310, auto horiz bandsaw,13.49"round cap,7.5 HP,1997 

28" x 32" Marvel #PA-28, horiz band saw, 2" x .063" x 26'3" blade, 50-250 SFPM, hyd hold down, vise ... 
39-3/8" D-F #V6-G42100, double column,hyd automatic band sawing machine,new 

39.5" x 43" Marvel #Spartan-PA4043 EPC, hvy duty horiz band saw, 3" x .063" x 437" blade 

47.2" x 20" Behringer #HBP510-1208GA, dual column horizontal band saw,dual column,guillotine ... 

49" x 10" BTM #TP125.30 Advanced Technology band saw, 21'7" x 1-1/4"blade,3 HP,65-350 SFM,2019 
Amada #Marvel-800-PCS3, band saw, Siemens Simatic HMI PC3 CNC ctrl, 2020 

DOAII #C-4, horizontal band saw, #75717 

DoAII #C-10, Automatic Bandsaw, 220 V. 

DoAII #C-916, horizontal band saw, #76467 

Spartan #PA10, band saw 

Wells #370, horizontal band saw, #75328 


18" x 37" Jet Metal / Wood #VBS-18MWEVS, 
vertical band saw, 150" x 1.25" x 16" blade ... 


Saws, Band, 
Vertical (Bandsaws) 


Mfr: Jet 


Search Vertical Band Saws on к Tel: 626-444-0311 


Р "ET SR ID: 443568 
SurplusRecord.com to view all 543 listings. Price: $3,250 


Model:VBS-18MWEVS 
Seller: Sterling Machy Exc 
South El Monte, CA 


TN 
NY 
MN 
CA 
OR 
WI 
TX 
IL 
IA 
IL 
OH 
IL 
IL 
IL 
OH 
IL 
TX 
TX 
IA 
WI 
WI 
OH 
CA 
OH 
CT 
OH 


615-383-8703 
631-249-5566 
952-933-6755 
213-627-2847 
503-620-9031 
262-284-5611 
479-651-3683 
773-866-9600 
515-233-6330 
847-571-0523 
800-622-4463 
847-525-0099 
847-580-6800 
847-571-0523 
419-824-9848 
312-226-4150 
281-277-3726 
479-651-3683 
515-999-2999 
414-486-9700 
414-486-9700 
800-622-4463 
714-612-1480 
800-622-4463 
860-964-6549 
800-622-4463 


December 2023 


DEALER 

Pearl Equipment Co 
Prestige Equipment 
Naab Sales Corp 
Century Machinery 
Fahey Machinery Co 
Machinery Works Inc 
Pioneer Machine 
Asset Exchange Corp 
Smith Machinery Co 
Blackout Equipment 
Yoder Machinery 
Raco Machinery Inc 
Blumberg Machinery 
Blackout Equipment 
AMM Industries, LLC 
Mchy Marketing Intl 
Esco Machine 
Pioneer Machine 

N S Machine Corp. 
Machine Tool Tech 
Machine Tool Tech 
Yoder Machinery 
TNT Industrial 

Yoder Machinery 
CNC Parts 

Yoder Machinery 


SR ID 
450518 
464980 
448570 
238565 
244195 
456183 
393799 
460947 
468378 
430005 
476894 
469868 
457696 
470924 
399536 
480336 
112909 
393798 
344515 
461717 
475173 
456523 
457884 
456524 
466508 
456531 


18.5" x 20.5" Hyd-Mech #V-18, mitering vertical 
band saw, 1.25" x 14'6" x 0.42" ... 


Mfr: Hyd-Mech 
Model:V-18 


Seller: Westway Machinery 


Mississauga, ON 


Tel: 905-803-9999 
SR ID: 436316 
Price: Call for Price 


VERTICAL BAND SAWS - (543 listings on our website) 

10" x 14" Marvel #V-10A2, auto feed, hyd.clamp, tilt, coolant, serial #D205210 

10.25" x 10.25" Kasto #SSB-260VA, auto vert bandsaw,162"x1.5"x0.050" blade,49-410 FPM 
13.25" x 13.25" DoAII ZTF-1421H, 1" x 171" blade, 480 V., 350 RPM, hydraulic vise 

14" x 39" Jet #VBS-1408, 14" Band Saw,82-330 fpm,1/8 - 1/2"blade 

15" Craftex, tilting table vertical band saw, 120 VAC, 1 phase, 10 amps 

16" x 10" DoAII #ML-16, vertical bandsaw, 1/8"- 3/4" x 120" blade, 60-1600 FPM, blade welder/grinder ... 
16" x 12" DoAII #1612-3, vertical band saw,26-1/2" x33-1/2"table,table tilts,3 HP,1968 

16" DoAII, vertical band saw,24" x24"table,122" X3/4" blades,blade welder,1 HP,#77142 

18" x 12" Grob £4V-18, Vertical Band Saw,40-5000 FPM,3 HP,blade welder,V/S blade drive 

18" x 18" Hem #V100LA-2, fully automatic vertical band saw,171" x1.5"blade,5 HP,1996 

18" x 20" Hyd-Mech #V-18, vert tilt frame bandsaw, 14'11"x1-1/4"x.042" blade, 65-385 FPM, '04 
18" x 20" Hyd-Mech £V-18, vert tilt ffame bandsaw, 1.25" x 179" blade, 65-385 FPM, 19" wheel dia. ... 
18" x 20" Kalamazoo #VT-18, vertical band saw, #62132 

18" x 20" Marvel £814, vertical band saw 

18" x 20" Marvel #MK-1-Series-8-Mark, vertical tilting band saw,24-1/2" x33" T-slotted work table 
18" x 20" Marvel #Series-8-Mark-l, vertical tilt frame band saw,14'6" x 1"blade,#12199A 

18" x 22" Hyd-Mech #V-18APC-60, vert bandsaw,7.5 HP,65-385 SFM,1.25"x16'11"blade,new 

18" x 22" Marvel #8-MK-II, vertical saw,1"blade,2 HP,45°miter,50-450 FPM,coolant,vise,2005,#11153 
18" x 22" Marvel #8-Mark-ll, vert tilt band saw,24"x48"table,14" х 1" х .035"blade,2011 

18" x 22" Marvel #8-Mark-ll, vert tilt frame bandsaw,14'6" x1" x.035"blade,50-450 FPM,'98 

18" x 22" Marvel #Series-8-Mark-lll, vertical band saw,184" x1-1/4" x.042" blade,5 HP,2010 

18" х 22" Marvel #Series-8-Mark-lll, vertical band saw, 15'4" x 1.25" x 0.042" blade, 50-450 FPM ... 
18" x 24" Hemsaw £VT120HA-60-CTS, hyd vertical bandsaw, new 

18" x 25" Marvel #B1APC, vertical bandsaw,15'6" x 1-1/4"blade,60-400 FPM,S/N 462411,'94 

18" x 31-1/2" Hyd-Mech #V18 Extra High, vertical band saw,45°head tilt,coolant,1998,#77095 

18" Grob #4V-18, hyd feed table,RW-8 Grob blade welder & grinder,28" x24"tbl,40-5000 FPM 

18" Grob #4V-18, vert bandsaw,40-5000 FPM,3 HP,blade welder,V/S blade drive,speed indicator 
18" Grob #NS-18, vertical band saw, #75924 

18" Grob #NS-18, vertical band saw,24"x24" table,25°table tilt,2 HP,blade welder,#77051 

20" x 24" Hem #VT-130 Smart saw, vertical band saw with mitering, 1.5"blade, 10 HP 

20" x 25" Marvel Series #2125A-PC60, automatic vertical saw, 2003 

20" x 25" Marvel #2150M, semi-auto,tilting column,60?miter cutting,conveyor,2013,#32730 

20" Delta 228-640, vertical band saw, 156-1/2" x 1" blade, 2 НР 

20" Delta 428-651, vertical bandsaw, 1 HP, 115 V., 20" thrt, 3/8" blade 

20" Delta Milwaukee, vertical band saw,tilting tbl,brake,upgraded blade guides,S/N 1817-A 

20" DoAII #2012-1H3, vertical band saw,151"band length,5 HP,table tilts,electric foot pedal 

20" DoAII #2013-V, vertical band saw, parts machine, serial #300-871498 

20" Powermatic £87, vertical band saw,24" x24"table,149"blade length,2 HP,blade welder 

21" x 22.5" Marvel/Amada #MV525, Vertical Bandsaw,45? power tilt Heavy duty,1.5" Blade 

24" x 12" Grob #NS24, vertical band saw, 28" x24"tilt table, 1 HP, blade welder 

24" x 28.5" Hem #V140HM60, semi-auto vertical tilt frame bandsaw, 1.5" x 20' blade, 10 HP, 2012 
24" x 31" DoAII #2012-VH, vertical band saw, 30-5500 RPM, power feed tbl. 

24" Hem #VT130HA-60SS, automatic vertical tilt miter smart saw., 2008 

31.5" x 37.5" Marvel #800A-PC3S-60, tilting vertical band saw,15 HP Blade Drive,1.5"blade,PC3 ... 
35.5" x 13" DoAII #3613-20, V/S, vertical band saw, 5-300 FPM 

36" x 12" DoAII 436-3, vertical band saw,24"x30-1/2"table,hyd table,3 HP,blade welder 

36" х 13" DoAII #3613-V3, vertical band saw,199"x1"blade,3 HP,550-5500 FPM 

36" x 20" Marvel Spartan #S36V, vertical contour saw, split T-slotted tilt table, 3 HP 

36" x 20" Tannewitz #GH, vertical band saw 

40" x 36" Vertical Bandsaw, S/N 11525 

40" Kysor Johnson #KVH-40, vert bandsaw,hyd pwr tilt tbl,blade welder,blade grinder 

Amada #VM-3800, plate/block vert band,2" blade, 150" Igth,24"ht,31-1/2" throat,auger,10 HP,1996 
DoAII #V36, vertical band saw with blade welder, S44626 

НЕМ #V100M, vert infeed tilt frame semi-auto,clnt sys,45° tilting head left or right,2 HP 


GENERAL EQUIPMENT 


IL 
OH 
AL 
NC 
ON 
CA 
PA 
OH 
CA 
sc 
MI 
MI 
OH 
NV 
GA 
MI 
MN 
MI 
IL 
MI 
PA 
NJ 
IA 
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OH 
CA 
OH 
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IA 
MN 
NY 
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OH 
OH 
OH 
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OH 
MI 
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815-285-2660 
419-536-4445 
256-828-3429 
704-288-1904 
416-366-2326 
626-444-0311 
717-846-2600 
800-622-4463 
888-589-6721 
803-359-7000 
866-367-7297 
248-426-5555 
800-622-4463 
775-722-2236 
770-621-0495 
616-868-1111 
800-770-5638 
616-949-5910 
847-580-6800 
866-367-7297 
717-846-2600 
973-497-7570 
515-233-6330 
515-233-6330 
800-622-4463 
513-771-1952 
888-589-6721 
800-622-4463 
800-622-4463 
615-459-7983 
320-685-8819 
631-249-5566 
573-334-3828 
847-957-9731 
515-233-6330 
800-622-4463 
800-622-4463 
800-622-4463 
847-290-0167 
800-622-4463 
248-426-5555 
216-761-7011 
414-405-4103 
615-459-7983 
502-219-7311 
800-622-4463 
714-253-4707 
847-673-0556 
616-836-7501 
216-478-6657 
515-999-2999 
847-525-0099 
847-427-3333 
847-290-0167 


DEALER 

Mobius Group LLC 
G-2000 Inc 

Die-Matic Tool & 
Carolina Mchy Sales 
Platinum Asset 
Sterling Machy Exc 
Hildebrand Machy 
Yoder Machinery 
Wheeler Machinery 
Machinery Solutions 
Westbrook Engrg 
Tramar Industries 
Yoder Machinery 
Breitmeyer 
Equipment Hub 
Vander Ziel Machy 
SOMINN Machy Sales 
Turner Industries 
Blumberg Machinery 
Westbrook Engrg 
Hildebrand Machy 
Machinery Values 
Smith Machinery Co 
Smith Machinery Co 
Yoder Machinery 
Mohawk Machinery 
Wheeler Machinery 
Yoder Machinery 
Yoder Machinery 
Opincar Machinery 
Metal Fab Machinery 
Prestige Equipment 
SE Missouri Machine 
Arlington Machinery 
Smith Machinery Co 
Yoder Machinery 
Yoder Machinery 
Yoder Machinery 
Myers Technology Co 
Yoder Machinery 
Tramar Industries 
McKean Machy Sales 
Badger Machine 
Opincar Machinery 
Machinery Central 
Yoder Machinery 
JPS International 
Adams Machinery Co 
Holland Equipment 
HGR Indust Surplus 
N S Machine Corp. 
Raco Machinery Inc 
Perfection Machy 
Myers Technology Co 


SR ID 
718841 
475669 
275079 
450649 
446286 
435546 
433192 
476068 
465296 
013511 
459331 
461830 
456559 
470525 
481278 
434997 
467408 
463551 
446736 
477120 
476301 
476442 
464826 
456167 
471357 
400722 
446760 
456540 
471353 
461453 
275746 
426925 
375031 
461073 
468379 
476885 
476888 
476886 
457927 
476896 
450895 
471615 
461126 
461454 
457854 
476942 
453392 
473252 
455425 
477332 
220980 
470197 
469769 
454665 
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December 2023 SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


VERTICAL BAND SAWS - (543 listings on our website!) DEALER SR ID 
Marvel #Touchtech-2125A-PC60, Tilt Frame Automatic Vertical Bandsaw,14000 Ib.feed table IL 847-290-0167 Myers Technology Co 450503 
18" x 22" Hem #V100LA-2, automatic vertical band saw, 15' x 1.25"blade, 2000 PA 215-332-3200 N A Machy Sales 435012 
18" x 22" Marvel #Series-8-Mark-lll, vertical tilt frame saw,15'4" x 1.25" x .042"blade MI 616-868-1111 Vander Ziel Machy 443703 
20" Jet #VBS-2012 #414482, verical band saw,2 HP,156-1/2" blade,24" x22-1/2"tilt table CA 916-870-8061 Slater Honey Farms 471681 


CS == 6" x 48" Trennjaeger #РМС-8/48, longitudinal 24" MetlSaw #CS2-14T8, 12"W x 6"H 
Saws, Cold, Friction =; m circular cold saw, for 4" bar grating cap,30HP,full auto,air clamp, 14' feed table,1993 


H ` ` FAN Mfr: Trennjaeger ITE T Mfr: Metlsaw 
And Carbide — A Model:PMC-8/48 „ОРГУ. Model:cs2-14Ts 


Seller: Allstate Saws = Seller: Liberty Machinery 


Aurora, IL WË M ev Lincolnshire, IL 


Search Carbide, Friction and Cold Saws on 1 Tel: 630-892-7297 


= -— SR ID: 082272 
SurplusRecord.com to view all 227 listings. Price: $21,500 


Tel: 847-276-2761 
SR ID: 291150 
Price: Call for Price 


CARBIDE, FRICTION AND COLD SAWS - (227 listings on our website) DEALER SR ID 
1-5/8" Rush #CH-CMO1-5, 2-Axis Auto-Cut CNC Carbide Cut-Off Machine,'06 IL 847-673-0556 Adams Machinery Co 370973 
3" Amada #CM-275DG, 11" Blade, 0.394" - 2.55" Sq. Cap, 10 HP, 20' Feed Table, 2018 IL 847-276-2761 Liberty Machinery 387020 
3.5" Soco #315AC, cold cut saw, 12.5" blade, 25/50 RPM ON 905-803-9999 Westway Machinery 467206 
3-1/2" Soco #MC-275PV, ferrous, 12" blade, 4"vise opening, 1.4 НР, 60/120 RPM ON 905-669-7507 Trader Machinery 470877 
3-3/4" Doringer #D300, Ferrous Cold Saw, 220 Volts, 3 Phase, Two Speed CA 562-692-8095 GTH Used Machinery 454668 
4" Soco #MC-360NFA-DR, non-ferrous cold saw, 14" dia. blade, coolant, 2004 OH 419-866-6894 D & D Industries 341480 
4-1/2" Dake #Cobra-350-ax, Auto Cold Saw, 3 HP,pwr stock feed sys,14"blade,S/N 20565 OK 918-234-8665 Benchmark Machine 450889 
4-1/2" Doringer #0350, Cold Saw,Ferrous, 14" blade,3 HP,220 Volts 3 Phase Two Speed CA 562-692-8095 GTH Used Machinery 459339 
4-1/2" Doringer #0350, cold saw, 14" blade, 220 Volts, 3 HP, Single phase CA 562-692-8095 GTH Used Machinery 465257 
4-3/4" Dake / MEP #Tiger-350, Circular Cold Saw,2.2/3.25 HP,15/30/45/90 RPM CA 562-692-8095 GTH Used Machinery 450504 
5-7/64" Kaltenbach #SKL400NA, 15-3/4"blade,auto feed cold saw,PLC ctrl,mitre cut cap WI 715-886-4926 Heart of WI Machy 821961 
5-1/2" Kasto #PSK140-PL, ferrous cold saw, #18811 OH 800-622-4463 Yoder Machinery 456684 
8" Kaltenbach #KSV-630, hydraulic cold saw, #13254 OH 800-622-4463 Yoder Machinery 456685 
9" Nishijimax #NHC-230-Series, non-ferrous high speed circular saw TX 479-651-3683 Pioneer Machine 392966 
11" Nishijimax #NHC-280-Series, non-ferrous high speed circular saw TX 479-651-3683 Pioneer Machine 392967 
12" Bewo Scotchman #315 LT, non-ferrous cold saw MI 616-836-7501 Holland Equipment 412627 
14" Drake, cold saw, 230 V., 3-phase, 2.5 HP, swivel base, vise AL 256-828-3429 Die-Matic Tool & 287405 
14" Kalamazoo (KMT) #CT-350A-NC, auto cold saw, 8" pneumatic vise, vari clamp AZ 800-289-3519 Midstate Machinery 441283 
14" Scotchman #350-14LT, cold saw,hand downfeed,60°L & R mitering,5 HP,#76994 OH 800-622-4463 Yoder Machinery 469400 
14" Scotchman #CPO-VS-350HT, Steel Cutting Cold Saw NJ 732-566-1211 Mullin Machinery 475443 
14" Scotchman, High Speed Cold Saw NJ 732-566-1211 Mullin Machinery 475445 
14.9" Elumatec #MGS-73, cold saw, pneumatic clamps, 2014 IL 312-226-4150 Mchy Marketing Intl 463689 
30" Trennjaeger #LTS760, cold saw, new, 2023 IL 630-892-7297 Allstate Saws 391518 
Dake Wilton MEP #Cobra-350 CNC-FE cold saw, 14"blade,7"vise opening,3400 RPM,#16337 MI 616-868-1111 Vander Ziel Machy 392747 
Dake #Euromatic-370s, Semi Auto Cold Saw , removable surface wear plates, S/N 2697 OK 918-234-8665 Benchmark Machine 450891 
Emmegi #Twin-Ferro, cold & carbine saw, 2019 CA 818-514-1254 Machinery Resources 470229 
Hyd-Mech, semi auto cold saw, 2 C370-2SI heads, 14.5" blade, 2008 AL 256-828-3429 Die-Matic Tool & 278336 
Scotchman #CPO-350-LT/PD, Semi auto cold saw,pnuematic head actuation,new/used blades MN 763-710-5160 Source Machy Sales 479926 
Simec #MEC-120CN, cold cut saw OH 440-582-3400 Kent Corporation 120714 
Trennjaeger #TUS-470, cold saw, new, 2023 IL 630-892-7297 Allstate Saws 372938 
Scrap Yard Machinery and Equipment 

MAGNETIC SEPARATORS FOR SCRAP YARD - (27 listings on our website!) DEALER SR ID 
Magnapower #ECS1500, Eddy current sorter, 60", VFD ctrls, feeder ctrls, eccentric high inductive ... IL 847-750-3339 Alan Ross Machinery 473514 
Magnapower #PMDS32/60, 24" Rare Earth drum & 24" vibratory feeder,splitter box,mounted on stand,new IL 847-750-3339 Alan Ross Machinery 473519 
Magnapower #PMDS32/120RE, 48" Rare Earth drum & 48" vibratory feeder,splitter box,mounted on stand,new IL 847-750-3339 Alan Ross Machinery 473518 
Magnapower #OCP3310E, crossbelt magnetic separator, compact, 40"x75" IL 847-750-3339 Alan Ross Machinery 477105 
Magnapower #OCP3512E, crossbelt separator, 60"W rotating cleaning belt, 2.2 KW,new IL 847-750-3339 Alan Ross Machinery 474828 


Aymas #SH100, preshredder, 59"x79" apporx 
feed opening, 150 HP, new 


Shredders { y Mfr: Aymas 


Model:SH100 
Seller: Alan Ross Machinery 
Zion, IL 
Search Shredders on SurplusRecord.com to Tel: 847-750-3339 


view all 178 listings. Price: Call for Price 


Badger #B2060T, shredder, 9 litre 325 HP John 
Deere diesel engine, 3 meters wide 


Mfr: Badger 
Model:B2060T 


Seller: Alan Ross Machinery 


Zion, IL 
Tel: 847-750-3339 
SR ID: 448202 
Price: Call for Price 


SHREDDERS - (178 listings on our website!) DEALER SR ID 
Bano #MAC-S35-90, single shaft shredder, 900mm rotor dia., 3500mm rotor length, 600 HP IL 847-750-3339 Alan Ross Machinery 477104 
Columbus McKinnon, £1.500, stationary tire shredder, 150 HP, mounted on base w/gearbox IL 847-750-3339 Alan Ross Machinery 464241 
REI #HD-4275-R16, signel shaft shredder, 75 HP, 460/480 V. IL 847-750-3339 Alan Ross Machinery 481257 
Shred Pax #AZ-45-SNP, shredder, Shred-N-Pax ctrl IL 312-226-4150 Mchy Marketing Intl 467194 
SSI #M85, shear shredder, 35"x52" cutting chamber,includes 40" x 25'discharge conveyor IL 847-750-3339 Alan Ross Machinery 461278 
BAR AND BILLET SHEARS - (32 listings on our website!) DEALER SR ID 
Amforge, 230 Ton, Shear, Feeding Equipment OH 216-289-6505 Advanced Equipment 872594 
Ficep #CTC-H, size 180/1500 KW auto hot shearing system (heating furnace included),1989 AZ 248-225-8979 Ray Jacobs Machy 414699 
Ficep hot billet shear, 7"billet,induction heater & clnt sys,2 manipulators,like new AZ 248-225-8979 Ray Jacobs Machy 299145 
Nova, 10" hyd bar shear, 7.5 HP Veljan hydraulic pump, 2013 OH 419-866-6894 D & D Industries 258424 
Nova, 10" x .250" hyd bar shear, 2013 OH 419-866-6894 D & D Industries 258425 


. — - 16 ga. x 4.4' Famco #P-A52, pneumatic power 
Shears, Power Squaring === squaring shear,squaring arm,1994,#76914 


& Plate (Gauges) \ 2 Model:P ASD 


Seller: Yoder Machinery 


Holland, OH 
Search Power Shears on SurplusRecord.com to Tel: 800-622-4463 


SR ID: 468464 


view all 210 listings. Price: Call for Price 


84 GENERAL EQUIPMENT 


11 ga. x 8' Amada #S-2532, 97" OA, 96" sq. arm, 
FOPBG, 2 


Model:S-2532 


Seller: Heart of WI Machy 


Nekoosa, WI 
Tel: 715-886-4926 
SR ID: 431502 
Price: Call for Price 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


POWER SQUARING SHEARS (GAUGE) - (210 listings on our website) 

16 ga. x 4.4' Tennsmith #5216, manual shear 

16 ga. x 4.4' Tennsmith, foot shear, #76563 

14 ga. x 10' Erbend #EMS3220, NC motorized shear,750mm servo motorized BG system 

14 ga. x 10' GMC #EPS-1014M, mech shear, 26 SPM, 36" FOPBG, Siko DRO, 60" sq. arm, (2) 24" front ... 
14 ga. x 10' RAS #Smartcut-52.30, electro-mechanical shear,manual back gauge 

12 ga. x 4' GMC #EPS-0412M, mech shear, 35 SPM, 26" BG, 60" sq. arm, 36" front support arm 

12 ga. x 6' Redbud #SH-18-140-72, shear & stacker, hyd cylinder, straight rake blade, 10000 Ip. 
12 ga. x 10' Wysong #1210, mechanical shear,15 hold downs,112"squaring arm,1964 

10 ga. x 4' Niagara #1R4-10, power squaring shear, 50.5" knife blade, 75 SPM, FOPBG, remote foot ... 
10 ga. x 5' Betenbender, hyd,Phenolic table top,light curtain front fence,5 station go-to position ... 
10 ga. x 6' Cincinnati #100-R, hyd hold downs, 30" man back gauge, S/N 22167 

10 ga. x 6' Cincinnati #1006-R, metal shear w/Microcomputer gauge ctrl,36" FOPBG,#29247 

10 ga. x 8' ОМС #EPS-0810M, mech shear, 26 SPM, 26" BG, 60" sq. arm, 36" front support arm 

10 ga. x 10' Atlantic ZHDM1010, hyd shear, 18 holddowns, FOPBG, sa. arm, foot pedal, 1988 

10 ga. x 10' Cincinnati Milacron #1010, shear, 32" tbl. ht, 5 HP Baldor motor 

10-14 ga. x 10' Primeline #M1014.M1010, electro-mech power shear, FOMBG,all steel frame 

10 ga. x 10' Standard £AS135-10, hyd power squaring shear 

10 ga. x 10' Wysong #1010, mechanical, 36" FOPBG, 60 SPM, squaring arm, foot pedal 

10 ga. x 10' Wysong £1010, mechanical power squaring shear,ROMBG,55 SPM,16 holddowns 

10 ga. x 10' Wysong #1010-RD, meta shear,24" FOPBG,10'squaring arm,16 hold downs,#29261 

10 ga. x 10' Wysong #1025, 10' x 1/4" capacity, 120" length, 55 SPM. 96" squaring arm, 15 HP... 

10 ga. x 12' Cincinnati #1012, Shear, S/N 34271 

16 ga. x 4.3' Tennsmith #52H, hyd shear, 45 SPM, 230/460 V., 3-phase, foot pedal, start/stop push ... 


3/16" x 6' Wysong #772, metal shear,36" 
FOPBG,42" squaring arm,2 support arms,#29203 


Shears, Power Squaring = ae "pm: 
& Plate (Inches) 


EE y ' Mfr: Wysong 
Assen, Model:772 


Seller: Kempler Industries 


IL 
Search Power Shears on SurplusRecord.com to Tel: 


: TN: R ID: 44607 
view all 602 listings. Price: Call | for Price 


POWER SQUARING SHEARS (INCH) - (602 listings on our website!) 

.075" x 6' Braner CTL shear 

1/8" x 8' Pearson, hyd shear,24" FOPBG,13 hold downs,shadow light system,squaring arm 

3/16" x 4' Amada #M-1245, mechanical power shear, FOPBG, 6 hold downs,1980 

3/16" x 10' Cincinnati #1410, hyd shear, 18 gap, 60 SPM, 11 holddown, 1/4" rake angle, 11/16" ram ... 
3/16" x 10' Niagara #710B, pwr sq. shear, 24" BG, 65 SPM, sq. arm, 1968 

3/16" x 18' Cincinnati #2518, shear, 19" thrt, 25 HP, 480 V., 3-phase, motorized BG 

1/4" x 4' GMC #HS-0425E, hyd shear, 12-20 SPM, 24" FOPBG, 60" sq. arm, 24" front support arms, quick ... 
1/4" x 6' Amada #M-2060, Mechanical Squaring Shear, Squaring Arm 

1/4" x 6' Amada #M-2060, mechanical power squaring shear, 60 SPM, 1980 

1/4" x 6' Birmingham #H-0665, hyd shear, 26-40 SPM, 6'4" blade Igth, (2) 40' front supports, sq. arm ... 
1/4" x 8' Cincinnati 4250-HS, pwr sq. shear, 1" x 3" x 102" blade, 26-63 SPM, 10 hyd holddowns ... 
1/4" x 8' Cincinnati #250HS, hydraulic,36" power back gauge,square arm,power rake,stroke adjust,15 ... 
1/4" x 10' Accurshear #625010, 36" back gauge, 10'squaring arm, 1999 

1/4" x 10' Accurshear #625010, hydraulic shear,42" back gauge,16 hold downs,20 HP,#15841 

1/4" x 10' Accurshear #625010, hydraulic shear, 36" FOPBG, squaring arm, 20 HP, 1997 

1/4" x 10' Accurshear #625010, hydraulic squaring shear,36" FOPBG,16 hold downs,#77346 

1/4" x 10' AccurShear, hydraulic, 36" FOPBG, S.A., angle gauge 

1/4" x 10' Amada #M-3060, mechanical power shear,36" FOPBG,13 hold downs 

1/4" x 10' Cincinnati #1810, mechanical power squaring shear,24" back gauge,60 SPM 

1/4" x 10' Cincinnati #2500X10, programmable hyd shear,36" FOPBG,conveyor w/sheet ... 

1/4" x 10' Cincinnati #250HS-10, hyd shear,CNC front & rear gauging,1999 

1/4" x 10' Cincinnati, hydraulic shear,36" FOPBG,sq. arm,15 holddowns,32-70 SPM,15 HP 

1/4" x 10' Edwards #6-5/3000, Hydraulic Shear, 15 HP, 4" side frame adj, 22 SPM, 12 hold down, 40" ... 
1/4" x 10' Fabmaster #51025, hyd shear, 36" motorized BG, 48" sq. arm, (2) 48" front support arms ... 
1/4" x 10' GMS #GMV-3006, hyd power shear, 39" FOPBG, 15 HP, sq. arm 

1/4" x 10' Haco, hyd shear, adj. str, FOPBG, 112" sq. arm, 40" front support arm, adj. blade gap 

1/4" x 10' Krras #RAS306, hyd shear, motorized BG, 15 HP, 2011 

1/4" x 10' LVD #JS-25/10, hyd squaring shear,FOPBG,5 HP,12-50 SPM,(17) hold downs,1987 

1/4" x 10' Niagara Sparatan ZSP-10-1/4, hydraulic,40" back gauge,power rake,adjustable stroke,7-1/2 .. 


Voice: 574.295.6161 
Text: 574.536.3400 E-mail: yeomanmachinery gmail.com 


1/4" x 10' Primeline 43100X6, hyd shear,32" FOPBG,9'9" sqauring arm,17 hold downs, 29199 

1/4" x 10' Summit #10X1/4, hyd shear, sq. arm, 3 front arm supports, electric foot switch 

1/4" x 10' Summit, hydraulic power squaring shears,32" FOPBG,48" squaring arm,18-26 SPM 

1/4" x 10' Wysong #1025, mechanical, 36" FOPBG, 60 SPM, squaring arm, foot pedal 

1/4" x 10' Wysong #1025, shear, 16 holddown, 55 SPM, 36" FOPBG, sq. arm, 2 support arms, 1983 
1/4" x 10.5' U.S. Industrial #US1025MS, hyd shear, 14 SPM, 4.7"thrt, 36" FOPBG w/ indicator, front arm ... 
1/4" x 12' Accurshear #B835012, Hydraulic Shear, 1/4" mild steel, 165 L-R x 92" F-B x 84" tall, 21000 ... 
1/4" x 12' Atlantic ZHDS-12-1/4, hyd shear, 39" BG, 20 HP, SP9 ctrlr 

1/4" x 12' Niagara #IF-12-1/4, hydraulic shear 

1/4" x 12' Tennsmith #1225, hyd,36" programmable back gauge,rear sheet support sys 

.312" x 6' Wysong #630RKB, mechanical shear,60 SPM,Wichita air clutch & brake 

5/16" x 12.3' Ermaksan £HGD, hydraulic swing beam shear, 18 hold downs, 2017 

3/8" x 4' Cincinnati #2504RG, power squaring shear,36" rear back gauge,5 hold downs,10 HP 

3/8" x 10' Accurshear #837510, hyd squaring shear w/SC-2 CNC ctrl,36" BG,30 HP,1988 

3/8" x 12' Cincinnati #2512, mechanical power squaring shear,48" back gauge,4"throat 

3/8" x 12' Cincinnati #2512, mechanical power shear, 36" back gauge, 15 HP 

3/8" x 12' Cincinnati #3750, hyd shear, motorized BG, 480 V., 3-phase 


GENERAL EQUIPMENT 


847-242-8982 


IL 
OH 
FL 
CA 
PA 
CA 
OH 
PA 
KY 
MO 
OH 
IL 
CA 
CA 
IL 
FL 
IA 
AR 
CA 
IL 
TN 
OH 
CA 


847-537-7700 
800-622-4463 
386-304-3720 
714-545-0940 
717-625-0302 
714-545-0940 
419-841-3586 
717-846-2600 
502-219-7311 
314-291-9360 
513-236-8300 
847-640-8600 
714-545-0940 
562-667-5618 
847-957-9731 
386-304-3720 
515-233-6330 
800-643-5839 
888-589-6721 
847-640-8600 
615-383-8703 
216-478-6657 
626-444-0311 


December 2023 


DEALER 

CNC Exchange 
Yoder Machinery 
Sierra Victor 

Mfr. Solutions 
Weaver Metalworking 
Mfr. Solutions 

D & H Machinery Inc 
Hildebrand Machy 
Machinery Central 
Zimmerman-McDonald 
RS Machinery 
Kempler Industries 
Mfr. Solutions 
Blackstone Machy 
Arlington Machinery 
Sierra Victor 

Smith Machinery Co 
SMF & Machine Tools 
Wheeler Machinery 
Kempler Industries 
Pearl Equipment Co 
HGR Indust Surplus 
Sterling Machy Exc 


SRID 
468932 
453644 
470222 
464962 
317176 
464960 
476303 
464361 
446650 
470381 
416016 
463850 
464957 
450559 
441686 
470224 
443948 
448948 
474864 
466789 
481071 
478865 
443543 


3/16" x 10' Cincinnati #1410, mechanical, foot 
treadle, 60 SPM, S/N 33216 


AZ 
GA 
NY 
NJ 
OH 
BC 
CA 
WA 
CA 
FL 
NJ 
MI 
WI 
MI 
TN 
OH 
AR 
NY 
WI 
IA 
MI 
CA 
MD 
ON 
AR 
ON 
TX 
o 


IL 
MI 
IA 
AR 
NJ 
CA 
TN 
TX 
UT 
PA 
MI 
WI 
OH 
FL 
WI 
IL 
TX 


XN 


248-225-8979 
770-621-0495 
631-467-9400 
973-497-7600 
419-866-6894 
250-571-4703 
714-545-0940 
425-513-8263 
714-441-1992 
800-638-8888 
973-497-7600 
616-949-5910 
414-405-4103 
616-868-1111 
615-383-8703 
800-622-4463 
800-643-5839 
631-467-9400 
414-264-5848 
515-999-2999 
866-367-7297 
562-692-8095 
410-945-0040 
905-803-9999 
479-785-2554 
905-803-9999 
915-256-2139 
860-680-9811 
616-949-5910 


847-640-8600 
616-836-7501 
515-999-2999 
800-643-5839 
973-497-7600 
626-444-0311 
615-383-8703 
479-651-3683 
385-321-3934 
717-625-0302 
248-626-0200 
414-486-9700 
800-622-4463 
251-943-0048 
414-264-5848 
773-866-9600 
915-256-2139 


Mfr: Cincinnati 
Model:1410 


Seller: Icon Industries 
Grand Rapids, MI 


Tel: 616-229-2957 
SR ID: 391138 
Price: Call for Price 


DEALER 

Ray Jacobs Machy 
Eduipment Hub 
Federal Eduip Div. 
Machinery Values 

D & D Industries 
Mine Power Services 
Mfr. Solutions 
Sanson Machy Group 
ACT Machinery 
Generation Machine 
Machinery Values 
Turner Industries 
Badger Machine 
Vander Ziel Machy 
Pearl Equipment Co 
Yoder Machinery 
SMF & Machine Tools 
Federal Equip Div. 
Aleco Machinery 

N S Machine Corp. 
Westbrook Engrg 
GTH Used Machinery 
Centra Corporation 
Westway Machinery 
Diamond Jack Machy 
Westway Machinery 
FMI Trading LLC 

NE Industrial Mchy 
Turner Industries 


© Kick Into Some Great Deals! 
YEOMAN GZ Look to Us for All of Your SHEARS & MACHINERY Needs! 


Stocking Dealers in Metal Fabrication & Machine Tools Since 1980 


SR ID 
465262 
481280 
372935 
443337 
431223 
443263 
464935 
264758 
480259 
436780 
414496 
395287 
432493 
444463 
465323 
476028 
476146 
372933 
420356 
371440 
416839 
474817 
386440 
476420 
415307 
477259 
478824 
445867 
479968 


Proud Member of: 


MDNA * AMEA 


Kempler Industries 
Holland Equipment 

N S Machine Corp. 
SMF & Machine Tools 
Machinery Values 
Sterling Machy Exc 
Pearl Equipment Co 
Pioneer Machine 
Revolution Machine 
Weaver Metalworking 
Midwest Machinery 
Machine Tool Tech 
Yoder Machinery 
Gulf Coast Machy 
Aleco Machinery 
Asset Exchange Corp 
FMI Trading LLC 


455374 
429002 
371438 
448947 
455208 
473303 
481070 
374674 
112388 
448524 
424180 
474935 
476951 
393534 
441460 
460949 
458665 


85 


December 2023 


POWER SQUARING SHEARS (INCH) - (602 listings on our website!) 

3/8" x 12' Cincinnati #3750-FSU, hyd power sq. shear, 48" FOPBG, 15 holddown, 16-56 SPM, 120" sq. ... 
3/8" x 12' Standard #AS-250-10, hydraulic, 36" FOPBG, squaring arm 

3/8" x 12' Wysong #1238, mech,48" FOPBG,(19) pwr hold downs,dbl end frame design,extra blade 

3/8" x 12' Wysong #1238, mechanical power sq. shear, 40 SPM, 48" FOPBG, 19 holddowns, 11' sq. arm 
3/8" x 16' Pacific #300G16, Hydraulic Plate Shear, 18"throat,1" x 4"knife,36" BG,2000 

3/8" x 20' Cincinnati #3750FSU, hyd power squaring shear,48" FOPBG,15 hold downs 

3/8" x 25' Cincinnati #3FL, shear, 36" FOPBG 

1/2" x 10' Accurpress #850010, 1" x4"knife,124" knife Igth,36" BG,16 downholds,'91 

1/2" x 10' American Hercules 48500120, hydraulic shear, 36" back gauge 

1/2" x 10' IMTS #MGNK-31-33, hyd shear,40" FOPBG,5"thrt,13 SPM,17 holddowns,34" passline,2017 
1/2" x 10' Primeline #VR10H500, CNC hyd shear w/CNC back gauge,pneumatic sheet support,angle gauge 
1/2" x 10.2' JMT Durma #SBT-3013, hydraulic power squaring shear,39.37" FOPBG,39 HP 

1/2" x 12' American Hercules #Alpha, hyd power sq. shear, 10 holddowns, 36" FOPBG, 1"x4"knife, 80" ... 
1/2" x 12' Atlantic #HDS12X12, hydraulic shear w/SC70 ctrl,39" power back gauge,2008,#29274 

1/2" x 12' Cincinnati #500HS12, hydraulic power squaring shear,48" FOPBG,13 hold downs 

1/2" x 12' Pacific #500R12, hydraulic power squaring shear,48" FOPBG,14 hold downs 

1/2" x 13' AFM Bystronic #MK13-40, 48" Elgo prog. BG, 4 front support arms 

5/8" x 6.4' Butech #MS-625-78, shear, R to L, 100 HP AC, flywheel & air clutch, 2000 

5/8" x 12' Cincinnati #5FL12, 48" power back gauge,adj rake angle,12'squaring arm,#31354 

3/4" x 8' Cleveland mechanical crane shear 

3/4" x 12' Cincinnati #6212, shear 

3/4" x 20' Pacific #750R20, Hydraulic Shear, 48" BG, 18"throat, 1975 

1" x 12' Cincinnati #10012, mechanical shear, 48"back gauge, 40 HP, 20 SPM, 1944 

Pearson #5612/5, Shear, 10" X 125MS/129 1/4" 

4' Power shear, made in the USA 

Cincinnati #4SE-12, hydraulic power shear,48" FOPBG,18" throat,40 HP 

1/4" x 12' Cincinnati #2CC12, pwr squaring shear w/squaring arm,rear sheet support sys 


62" x .375" to .020" B & K, 60000 Ib. 


tes Mfr: вак 
Gei | EL Я Model: 


Slitting Lines 

Seller: American Steel 
Toledo, OH 

Tel: 419-843-6051 

SR ID: 263517 

Price: Call for Price 


Search Slitting Lines on SurplusRecord.com to 
view all 155 listings. 


SLITTING LINES - (755 listings on our website!) 

8" x .062" Stanat Design slitting line w/banding line, 2000 Ib.,mandrel uncoiler,slitting head 

12" x 2.50" Stanat #S-180-12, slitting line, 4200 Ib., 60" OD, 15.5"-20.5"ID, 22" face mandrel, 20"W ... 
12" Torrington, slitter 

18" x 2.875" Ruesch, 3000 Ib., 25 HP, steel stripper rings 

18" x 3" Ruesch #N2818 slitting line, 3" arbors, 5000 Lbs., Excellent Condition 

20" x 3-3/4" Paxson, slitting line, 10000 Ib. 

22" x 4" Tacke Olalde, slitting line, 10000 Ib., 20" recoiler, 16" -24" entry, 24" W, 72" OD 

24" x .090" Ruesch slitting line, 5000 Ib.,4" arbor,uncoiler,edge guides & tension stand 

26" x .105" Ruesch #146, slitting line with slip core drum, 20000 Ib. 

26" x .105" Ruesch #146, slitting line with slip core drum & dual oscillating recoilers,20000 Ib. 
33" x 5" Stamco, (2) headed slitting line, 10000 Ib. 

36" x 5" SPM, slitting line, 20000 Ib., 16"-20"ID, entry & exit passline roll, hyd expansion 

36" x 10" Paxson, slitting line w/ automatic strapping, 60.7:1 gear reducer, 20" -24" hyd expansion 
41" x 6.30" Georg #KS160/250-1000W, slitting line,15000 Ib.,GO, GNO,Copper, Aluminum 

48" x .120" Loopco, dual injector head loop slitting line,40000 Ib.,72" OD,20"-24"ID 

48" x .135" Stamco / Herr Voss slitting line w/2 sliiter heads & banding line,30000 Ib. 

48" x 5.5" Yoder, 40000 Ib., 125 HP AC recoiler, driven head 

48" x 7" Paxson, slitting line, 20000 Ib., peeler table, scrap baller, tension stand 

54" x 6.5" Arbors, 20000 Ibs, TACI driven head slitting line, uncoiler, peeler 

60" x .187" Paxson, slitting line,40000 Ib.,72" OD,20"-24"ID,L to R,entry 3-arm turnstile 

60" x 9" Pro-Eco, slitting line, 45000 Ib., 72" OD, 24"-30"ID, hyd lift & trvl., 1977 

72" x 1/2" Pro-Eco, heavy gauge slitting line components, 69000 Ib., R to L 

72" x 8" Paxson, drop-in slitter heads (2) with tooling 

72" x 8" Stamco, injector head slitting line,60000 Ib.,80" OD,20" -24"ID,50 FPM,arm entry turnstile 
72" Loopco slitter heads, with tooling & drives (2) 

114" Custom, panel edge trimmer/slitter 

Combination of Coil Slitting and Cut to Length Line, 0.5-3mm X 1600mm x 10 ton 


1" to 8-5/8" OD x Heavy/Light Wall Pipe/Tube, 


Straighteners, Bar, Built-to-Order 


» Mfr: 


Pipe and Tube Ba * <= Model: 


Seller: American Steel 
Toledo, OH 
Search Straightener on SurplusRecord.com to Tel: 419-843-6051 


: mu SR ID: 387550 
view all 71 listings. Price: Call for Price 


BAR, PIPE AND TUBE STRAIGHTENERS - (71 listings on our website!) 

1/16" -1/2" Bertolette #300 Staight-O-Matic round parts straightener, 16" max length,5 HP 

.250-.562" Shuster #3GRS, gear driven bar & tube straightener, .125-1.125" OD x .078"dia tubing,1998 
.375" - 2.5" Mannesmann Meer, 6-Roll 

.375" Oak, tube straightener, 2 plane 

4" Bronx, straightener, 6-roll vertically opposed, RL feed, 7" dia. x 9" L roll 

48" Galdabini Twin 3000 Pipe Str Line, 3000 ton,straightens pipe up to 6"wall thk,'16 


STRETCH FORMING MACHINES - ( 18 /istings on our website!) 

11 Ton, NAS horizontal stretch wrap forming press, 136"part Igth,extrusion die heads 3"dia 

12 Ton, Hufford L & F CNC horizontal stretch wrap forming press £A5, 115"part Igth,extrusion die ... 
12.5 Ton, Hufford #A-5, extrusion stretch forming press long arm machine 

17.5 Ton, Hufford #A-10, extrusion stretch forming press, s/n 24, 219" standard arm 

17.5 Ton, Hufford horizontal stretch wrap forming press #A10, 205" part Igth,4" xb" extrusion head 8 ... 
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WI 
AR 
OH 
OH 
TN 
WI 
CA 
MN 
WI 
MI 
FL 
WI 
KY 
IL 
WI 
WI 
AR 
MI 
NY 
OH 
IL 
WI 
IL 
OH 
CT 
ON 
WA 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


414-264-5848 
800-643-5839 
513-771-1952 
502-219-7311 
615-383-8703 
414-264-5848 
310-487-3800 
800-770-5638 
414-486-9700 
517-787-3100 
386-304-3720 
414-264-5848 
502-219-7311 
847-640-8600 
414-264-5848 
414-264-5848 
479-785-2554 
734-727-0600 
631-249-5566 
216-961-0444 
773-247-4343 
414-534-7512 
847-580-6800 
216-478-6657 
860-964-6549 
905-738-8730 
425-513-8263 


DEALER 

Aleco Machinery 
SMF & Machine Tools 
Mohawk Machinery 
Machinery Central 
Pearl Equipment Co 
Aleco Machinery 
RAAR Group USA 
SOMINN Machy Sales 
Machine Tool Tech 

F P Miller Company 
Sierra Victor 

Aleco Machinery 
Machinery Central 
Kempler Industries 
Aleco Machinery 
Aleco Machinery 
Diamond Jack Machy 
Galaxie Corporation 
Prestige Equipment 
Northern Machine 
Altman Machinery Co 
Equilibrium Machy 
Blumberg Machinery 
HGR Indust Surplus 
CNC Parts 

Sabito Machinery 
Sanson Machy Group 


SR ID 
415309 
476147 
395070 
471517 
420496 
426664 
430404 
416527 
448254 
418357 
470232 
405132 
429365 
479948 
443287 
450485 
389592 
151487 
414679 
262701 
399064 
425156 
465274 
478862 
471947 
389122 
264142 


72" x .500" to .017" Pro-Eco w/scrap cutter, 
80000 Ib., terminal equip 


MI 
OH 
OH 
MI 
IL 
OH 
OH 
MI 
TN 
MI 
OH 
OH 
OH 
IL 
MI 
MI 
MI 
OH 
OH 
MI 
MI 
NJ 
IN 
OH 
OH 
OH 


734-727-0600 
419-841-3586 
419-872-2364 
248-693-1400 
847-803-8700 
419-872-2364 
419-872-2364 
734-727-0600 
615-383-8703 
734-727-0600 
859-802-7509 
419-841-3586 
419-872-2364 
917-608-2882 
734-727-0600 
734-727-0600 
248-693-1400 
419-841-3586 
419-832-0100 
248-626-0200 
313-839-9300 
973-358-7208 
219-405-1144 
734-854-8700 
419-824-9848 
419-872-2364 


Europe 


4.50" x .32" Cartacci #6VIS, 6-roll tube 
straightener, 21mm -114mm dia. tube,1998 


r 


IL 

TN 
OH 
OH 
OH 
NY 


CA 
CA 
CA 
CA 
CA 


847-673-0556 
615-369-7788 
419-843-6051 
419-841-3586 
419-872-2364 
516-825-7040 


213-627-2847 
213-627-2847 
310-487-3800 
310-487-3800 
213-627-2847 


Mfr: Pro-Eco 
Model: 


Seller: American Steel 


Toledo, OH 
Tel: 419-843-6051 
SR ID: 862939 
Price: Call for Price 


DEALER 

Galaxie Corporation 
D & H Machinery Inc 
Universal Tube 
Met-Pro Machinery 
Johnston Machinery 
Universal Tube 
Universal Tube 
Galaxie Corporation 
Pearl Equipment Co 
Galaxie Corporation 
Mfr. Improvement 

D & H Machinery Inc 
Universal Tube 
Strong Machinery 
Galaxie Corporation 
Galaxie Corporation 
Met-Pro Machinery 
D & H Machinery Inc 
Freedom Machy Co 
Midwest Machinery 
Presses for Indust 
National Machinery 
Pro Mach 

VX-LLC 

AMM Industries, LLC 
Universal Tube 
Bosporas 


Mfr: Cartacci 
Model:6VIS 


SR ID 
396859 
429216 
254632 
709686 
269131 
254633 
254634 
329057 
386003 
429278 
225101 
431233 
254635 
118779 
429280 
328811 
804676 
419887 
294261 
469603 
297322 
475537 
361849 
247217 
381691 
269800 
481074 


Seller: Galaxie Corporation 


Wayne, MI 
Tel: 734-727-0600 
SR ID: 221895 
Price: Call for Price 


DEALER 

Adams Machinery Co 
Alma Machinery - TN 
American Steel 

D & H Machinery Inc 
Universal Tube 
TrueForge Global 


DEALER 
Century Machinery 
Century Machinery 
RAAR Group USA 
RAAR Group USA 
Century Machinery 


SR ID 
341745 
403153 
218730 
467857 
316370 
128898 


SR ID 
965819 
841298 
397770 
258713 
870589 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


STRETCH FORMING MACHINES - (18 listings on our website!) 


275 Ton, Sheridan, (can increase to 300 ton) stretch press, vertical push type CA 310-487-3800 
Sheridan #TC-L300/90-R, CNC stretch forming press w/DeMott 3423 CNC controller CA 310-487-3800 
STRETCHING AND SHRINKING MACHINES - (19 listings on our website!) 

Marchant 24A, shrinking/stretching machine, 4"throat, pneumatic driven, with shrinking or stretching ... CA 213-627-2847 
Marchant #4H, shrinking & stretching machine, hydraulic powered, w/shrinking or stretching jaws CA 213-627-2847 
Marchant #6A, 6"throat, pneumatic driven, w/shrinking or stretching jaws, serial #127, Large ... CA 213-627-2847 
Marchant #6FG, shrinking/stretching machine, 6" throat, kick type, w/shrinking jaws, serial £277 CA 213-627-2847 
Marchant #6FG, shrinker/stretching machine,6"throat,70000 Ib.tensile strength,#74901 OH 800-622-4463 
Marchant £12A Shrinking and Stretching Machine, 12" throat, pneumatic driven, w/shrinking or ... CA 213-627-2847 
Marchant #12F, shrinker/stretching machine, 12"throat,foot pedal,70000 Ib.tensile strength,#74900 OH 800-622-4463 
TCE-Erco #1447, shrinker stretcher, kick type, 6" thrt, with shrinker & stretching dies CA 213-627-2847 
Haimer Power Clamp Preset NG, 22.4" shrink fit, 17.5 HP, 2007 MI 248-426-5555 
SWAGING MACHINES (SWAGERS) - (66 listings on our website!) 

No. 2H Fenn, 15/16" Hydroformer swaging machine, 7.5 HP,2"tubing,2.687" W x 2"H x 3.5"L die PA 215-355-6641 
No. 3F Fenn, 2 Die Rotary Swager, Stock £ 14188 CT 203-484-0400 
No. 103 Abbey Etna, 1"cap., 16 rolls, 1-9/16" dia. roll, 1-7/8" W x 1-1/8"H x 3"L die, 1957 OH 419-872-2364 
No. 158 Etna, 1-1/2" tube dia. cap. x 8" die Igth, 3/4" solids, 7-1/2 HP, tlg. IL 312-543-6772 
No. 206 Abbey Etna, 2" swagger, #57480 OH 800-622-4463 
No. 312 Torrington, 7/8" (22mm) rotary 2 die swaging machine,water cooled head PA 215-355-6641 
No. 312 Torrington, 7/8" rotary 2 die swaging machine,3/8" solids,water cooled head PA 215-355-6641 
No. 4F Fenn, 4 die rotary swaging machine,2-1/2"tube cap.,15/16" solid cap.,#14231 CT 203-484-0400 
No. CC20VS Finn-Power, crimper & swager,hydrualic,50 tons force,.47" -1.93" dia.,auto/manual modes,4.8 ... MI 616-949-5910 
No. P20MS/1 Finn-Power swager, 1.5"capacity, 5 HP IL 847-571-0523 


Testing Equipment 


ENVIRONMENTAL CHAMBERS - (114 listings on our website!) 


8.6"W x 8.6"D x 22.8" H Environmental Test Chamber for univ testing machines, new MI 586-756-4280 
16"W x 11"D x 12"H Tenney ZTUJR, temperature chamber, -103°F to 392°F, 120 V., Watlow F4 prog. ... CA 323-770-0634 
16"W x 11"D x 12"H Tenney #TUJR, temperature chamber, -94°F to 392°F, 120 V., Watlow EZ-Zone сїгїг CA 323-770-0634 
20"W x 18"D x 16"H Associated ZBHD-403, temperature chamber, 220 V., 1-phase, Watlow F4 prog. ctrl CA 323-770-0634 
24"W x 24"D x 24"H CSZ #ZPS-8-1.5-H/AC, temperature chamber, -31°F to 356°F, 208 V., 3-phase CA 323-770-0634 
30"W x 30"D x 30"H Cincinnati Sub-Zero CSZ £ZH-16-2-2-H/AC, Environmental Chamber MI 586-756-4280 
38"W x 38"D x 38"H CSZ #ZPRCHS-322-6-6-SC/AC, portable cooling & heating unit, 460 V., 3-phase CA 323-770-0634 
20"W x 18"D x 16"H Associated #SD-403, temperature chamber, 1.40°F to 350.60°F, 220 V., 1-phase ... CA 323-770-0634 


HARDNESS TESTERS - (55 listings on our website!) 


Wilson Tukon, hardness tester, S/N 923 


AL 256-828-3429 


Wilson Rockwell Buehler #WH2002T, hardness tester & granite table WA 425-513-8263 
Wilson Rockwell, extra weights, tables, pressure plates, diamonds, cover, more MA 413-244-9335 


TENSILE TESTERS - (140 listings on our website!) 


5000 Ibf (20kN) United 4SSTM-20kN, Table-Top Electro-Mechanical Two Screw Unispace Tension 8 ... MI 586-756-4280 
33750 Ibf (150kN) Frank Bacon ZFB-150EM-TT MI 586-756-4280 
45000 Ibf (200kN) Frank Bacon #FB-200EM-TT, Floor Standing MI 586-756-4280 
60000 Ibf (300kN) Satec #HVL (MTQ Servo), Hyd Tension & Compression Testing Machine MI 586-756-4280 
60000 Ibf. (300kN) Tinius Olsen #Super-L (MTQ DA) MI 586-756-4280 


Threading Machines 


PIPE THREADERS (INCLUDES NIPPLE MACHINES, PIPE AND TUBE CUTTERS) - (83 listings on our website!) 


1/4"-4" Ridgid #1224, bolt & pipe threader,1/2"-2" bolt cap.,1-1/2 HP,reaming attachment OH 800-622-4463 
1/2"-2" Landis, 16T dbl head threader, 14" carriage trvl., 5 HP TX 713-675-4145 
3/4" Landis #3/4S, sgl spdl pipe & nipple threader, 6R Lanco die head, coolant TX 713-675-4145 
1-1/2" Landis #12C, dbl spdl pipe & nipple threader, 13.5" carriage trvl., 47-253 RPM, 12R Lanco die ... TX 713-675-4145 
2.5"-4" Landis, stationary die head threader, 5 HP, 18-73 RPM TX 713-675-4145 


EQUIPMENT 


2.5"-8" Landis, threader, 10.8-36.7 RPM, 22" carriage trvl., 28" front chk 3-jaw, 32" rear chk 3-jaw ... TX 713-675-4145 


LANDIS Pipe, Bolt & Nipple Threading Machines 


ALL TYPES & SIZES 
PARTS * MACHINES * TOOLING - BUY * SELL * LEASE 


e= Tel: (713) 675-4145 ° Fax: (713) 675-1294 
Fite —www.ume-inc.com • sales@ume-inc.com 
5815 Armour Drive * Houston, TX 77020 


4"-8" Landis, pipe threader, 22" carriage, 3-jaw chk TX 713-675-4145 
6" Joshua Heap, pipe & bolt threader, 4" hole thru headstock, 8-142 RPM, 5 HP, 220/440 V. TX 713-675-4145 
13-3/8" Harley #HT753, lead screw, receding die head, taper att, front & rear chuck, 15" thru hole ... CA 213-627-2847 
20" Landis, 25 HP, power carriage travel, complete cross rail, internally cooled head MA 413-244-9335 
24" Vulcan Brehm, tube cutting machine, 15 HP, 230/480 V., 3-phase, hyd unit OH 419-872-2364 


BOLT THREADERS - (28 listings on our website!) 


3/8"- 1-1/2" Landis, 3 spdl., standard threading machine, 13-1/2" carriage trvl., 7.5 HP, coolant TX 713-675-4145 
5/8", 1", 2", 2-1/2", 4", 6", 8", 12", 16", 20", Landis, 200+ machines in stock, inspect u/power MA 413-244-9335 
4" Landis #TGB, sgl. pipe & bolt threader, 24" carriage trvl., Lanco 32R die head TX 713-675-4145 
4" Landis, TGB sgl spdl pipe & bolt threader, 24" carriage trvl., Lanco 32R die head TX 713-675-4145 


Tooling and Machinery Accessories 


ANGLE PLATES - (121 listings on our website!) 


16.5" x 30" x 16" Devlieg, cast iron angle plates, 6 t-slots NY 516-922-7977 
18" x 37.75" x 19.5" Angle plates, 8 horiz. t-slots, 3 vertical t-slots (2) NY 516-922-7977 
22" x 35.5" x 31.5" Cast iron angle plates CA 805-525-2171 
24" x 24" x 60" T-Slotted Angle Plate, 11 T-Slots, #32926 NY 631-249-5566 
24" x 57" x 30" Devlieg, angle plate pair MI — 808-341-9306 
27-3/4" x 120-3/8" x 71-3/4" Angle plates, T-slots on 2 faces WI 262-548-6080 
30" x 72" x 36" T-Slotted cast iron angle plates, pair QC 819-346-2369 


GENERAL EQUIPMENT 


December 2023 


DEALER 
RAAR Group USA 
RAAR Group USA 


DEALER 

Century Machinery 
Century Machinery 
Century Machinery 
Century Machinery 
Yoder Machinery 
Century Machinery 
Yoder Machinery 
Century Machinery 
Tramar Industries 


DEALER 

FH Machinery Inc 
Machy International 
Universal Tube 
Estes Machinery Co 
Yoder Machinery 
FH Machinery Inc 
FH Machinery Inc 
Machy International 
Turner Industries 
Blackout Equipment 


DEALER 

Frank Bacon Machy 
LR Environmental 
LR Environmental 
LR Environmental 
LR Environmental 
Frank Bacon Machy 
LR Environmental 
LR Environmental 


DEALER 

Die-Matic Tool & 
Sanson Machy Group 
Stanley Machinery 


DEALER 

Frank Bacon Machy 
Frank Bacon Machy 
Frank Bacon Machy 
Frank Bacon Machy 
Frank Bacon Machy 


DEALER 

Yoder Machinery 
Univ. Metalworking 
Univ. Metalworking 
Univ. Metalworking 
Univ. Metalworking 
Univ. Metalworking 


Univ. Metalworking 
Univ. Metalworking 
Century Machinery 
Stanley Machinery 
Universal Tube 


DEALER 

Univ. Metalworking 
Stanley Machinery 
Univ. Metalworking 
Univ. Metalworking 


DEALER 

Prime Machinery Inc 
Prime Machinery Inc 
Turners Machinery 
Prestige Equipment 
L & J Modular 

WI Metalworking 
Machinery Inc 


SR ID 
293656 
397769 


SRID 
131440 
304373 
202264 
202265 
431163 
131043 
431162 
814666 
468410 


SRID 
322681 
415881 
338444 
379567 
457987 
374008 
322682 
475453 
383855 
380320 


SRID 
443262 
448438 
448439 
448422 
448437 
417411 
448813 
448423 


SR ID 
239378 
403074 
745110 


SR ID 
419792 
426360 
426362 
424227 
428583 


SR ID 
476947 
416584 
441241 
441242 
397319 
397334 


395032 
427411 
856194 
051793 
316369 


SRID 
440070 
789143 
440073 
441240 


SR ID 
391682 
391681 
436484 
472595 
458628 
302271 
333651 


87 


December 2023 


ANGLE PLATES - (121 listings on our website!) 

36" x 96" x 36" Giddings & Lewis, angle plate, pair, #12152J 
60" x 101" x 109" Heavy Duty Angle Plates, 11" x 1-3/4" T-Slots 
Angle plate, #16013 


COLLET CHUCKS - (26 listings on our website!) 
Giddings & Lewis, 3-jaw universal manual chuck, serial #050-4130-93, 1993 
Hardinge Sjogren #2-D8 speed collet chuck, excellent condition 


8" Bison 3-Jaw Lathe Chuck #4011-96, plain 
back,2-1/8"hole,reversible hard top jaws 


r Mfr: Bison 
Model:4011-96 
Seller: NE Industrial Mchy 
New Britain, CT 
860-680-9811 
SR ID: 305472 
Price: Call for Price 


Chucks, Lathe 


Search Lathe Chucks on SurplusRecord.com to d é | Tel: 


view all 126 listings. 


LATHE CHUCKS - ( 126 listings on our website!) 

10" L1 Bison Set True Chuck 10" With Two Piece Jaws 

20" Bison #4805-20, 4-Jaw,steel body,plain back,solid jaws,7.48"thru-hole,new 

20.866" Schunk #Roto-Classic-P, all steel 4-jaw chuck, 7.08"bar, like new, 2016 

24" Cushman #10-124-24-A15R,3-Jw hvy-dty lathe chk,A-15,9.5"thru hole,tongue/groove 
24" 3-Jaw chuck, 6"center hole, A backing style, #77336 

32" Pratt Burnerd Atlas #3243-2A20EX-14.5, 4-jaw chk, steel hollow spdl., 14.5" bore 

45" Cushman #9112445200A, 3-jaw chuck, steel, 15-1/2"bore, A2-20, 9"thick 

55" 4-jaw chuck, A1-15 mount 

3 & 4-Jaw chucks 


MAGNETIC CHUCKS - (19 listings on our website!) 

9" Brown & Sharpe, Cat no 9 permanent magnetic chuck, good condition 
12" x 36" Magnetic chuck, #71049 

16" x 40" Electro- Magnetic grinder chucks, c/w Electro- Matic Neutrifier (2) 
18" x 6" Suburban Tool, magnetic chuck, excellent condition 


61-7/16" L, 8-Way V-Die, 61 7/16"L x 3 3/4" Sq, V- 
› NN Opening-85 Degree- 2 1/2", 2", 1 ... 
v N 7 Mfr: 
йы ыы Model: 
Seller: et PBD 
Search Dies For Press Brakes on Tel: 502-308-2525 


i Gë? SR ID: 465354 
SurplusRecord.com to view all 188 listings. Price: $985 


Dies For Press 2 
Вгакеѕ 


DIES FOR PRESS BRAKES - (188 listings оп our website!) 

12" L, DME, single unit standard die holder, 18"W x 17"H 

72-15/16" L, 90 Degree 4-Way Die, 72 15/16"L x 1 3/8" SQ, V-Openings: 1/8", 3/16" , 1/4" , 5/16" ... 
73-1/4" L, 90 Degree 8-Way V-Die, 73 1/4"L x 3 3/4" Sq, V openings- 2 5/8", 2", 1 5/8", 1", 7/8" ... 
79-5/8" L, Top press brake dies, American style 

86-9/16" L, 85 Degree Punch, 86 9/16" L x 3 5/8" H x 1 7/16"W 

120-9/16" L, 90 Degree V-Die, 120 9/16"L x 1 11/16"H x 1/2"V 

128-1/8" L, 90 Degree V-Die - 129 1/8" L x 1 3/4” H x 3/8" V 

134-13/16" L, 85 Degree 5-Way V-Die, 134 13/16"L x 4 3/4" Sq, V-openings: 3/4" , 2" , 2 7/6" , 4" ... 
144-7/16" L, Gooseneck Punch, 144 7/16"L x 3 3/4" H x 1 7/6" V, Tip: 1 7/8" x 3/4" x 7/8" 

144-1/2" L, 85 Degree 4-Way V-Die, 144 1/2"L x 5 1/4" Sq, V-openings: 1 1/2" , 3" , 4", 2" , sectional ... 
144-1/4" L, 30 Degree Acute Punch and Die Set, 144 1/4"L x 2 1/4" H x 9/16"V 

144-7/16" L, 4-Way Die, 144 7/16"L x 4 1/4" Sq, V-openings- 85 degree -1 1/2", 90 degree - 1 1/8" ... 
12' L, Male V die, #72511 

144-5/16" L, 85 Degree 2-Way Die, 144 5/16" L x 3 1/2" H x 3 5/8" W V openings: 2" V w/1/4" Radius ... 
146" L, Gooseneck Punch, 146"L x 3 9/16" H x 2 3/8" W, Tip: 2 11/16" x 7/16" x 1 3/4" 

150-7/8" L, Custom Gooseneck Punch, 150 7/8"L x 10 7/16"H x 2 1/16"W 

157-1/2" L, Bottom Die Holder, 157 1/2"L x З 1/2"H x 4 1/4"Inside Width x 5 1/2" Total Width 

Pallet full of top & bottom American style press brake dies 


FLOOR PLATES AND BED PLATES - (113 listings on our website!) 

48" x 148" x 14" Cast Iron, T-slotted floor plates, 14" thick, 48" wide, 147.5" long, 12" T-Slots ... 
60" x 218" x 10", T-Slotted Floor Plate, (5) T-Slots, Cast Iron, 428374 

72" x 36" x 12", Black granite plate, grade B, 475549 

79" x 139" x 14", T-Slotted Floor Plates, 14" Thick, Cast Iron, (1) Available 429230 

80" x 156" x 13", Steel floor plate, 11 T-slots 

80"W x 264"L x 10.5"T T-slotted floor plate planer table 

96" x 60" x 11", Giddings & Lewis, T-slotted floor plate,cast iron construction,#73916 
120" x 30" x 10.5", T-Slotted Floor Plates, Cast Iron, (2) T-Slots, (4) cross slots, #31796 
147.5" x 48" x 14" T-Slotted Floor Plate, 12" t-slot (4) 

Floor Plates, (4) 


ROTARY TABLES - (219 listings on our website!) 

18" Troyke horizontal rotary table, works smoothly 

30" Pratt & Whitney, motorized horiz rotary tbl,s/n 0535,Leeson 1/2-HP DC V/S mtr & ctrl 

48" x 48" Rotab #48, t-slotted powered precision rotary tbl., powered tilt & rotation, pendant ctrl ... 
60" x 60" x 9" Rotary Table 

78-3/4" x 70-7/8" Union #Ti1800, sliding rotary table, pendant ctrl, 360°CW & CCW, 1980 

8' HD turntable, A in-out,low profile,drive with large worm ring,T-slotted top 


SURFACE PLATES - (69 listings on our website!) 
24" x 36" x 6" Starrett, grade AA black granite plate 

24" x 36" Starrett Crystal Pink Surface Plate 

48" x 36" x 5" Rahn, granite surface plate 

48" x 72" x 8" Rock Of Ages, black granite plate, on stand 


88 GENERAL EQUIPMENT 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


MI 616-868-1111 
FL 800-638-8888 
MI 616-868-1111 


PA 717-846-2600 
KY 502-219-7311 


DEALER 

Vander Ziel Machy 
Generation Machine 
Vander Ziel Machy 


DEALER 
Hildebrand Machy 
Tooling Emporium 


SR ID 
434969 
390663 
394885 


SR ID 
470833 
260307 


40" Atlas #PA-40-3, hyd 3-jaw, & independent 


4-jaw chk, 2010 


IL — 618-616-6736 
MA 508-885-9973 
IL — 847-265-1075 
CT 860-680-9811 
OH 800-622-4463 
FL 800-638-8888 
FL 800-638-8888 
IL — 630-844-9288 
IL — 630-844-9288 


KY 502-219-7311 
OH 800-622-4463 
ON 519-240-7348 
KY 502-219-7311 


Mfr: Atlas 
Model:PA-40-3 


Seller: Champion Machinery 


Fort Mill, SC 
Tel: 803-548-8000 
SR ID: 288950 
Price: Call for Price 


DEALER 

Machine Tools Rblt 
Fabricating & 

Ditter Industries 

NE Industrial Mchy 
Yoder Machinery 
Generation Machine 
Generation Machine 
Belmont Machinery 
Belmont Machinery 


DEALER 
Tooling Emporium 
Yoder Machinery 
CJM Machy Sales 
Tooling Emporium 


SRID 
480944 
162846 
293260 
305474 
476022 
320261 
298841 
425492 
068315 


SRID 
260325 
469354 
481672 
260306 


14' L, Pacific, 4-way press brake die, 7-1/2" width, 


#75989 


ON 519-729-2648 
KY 502-308-2525 
KY 502-308-2525 
GA 770-621-0495 
KY 502-308-2525 
KY 502-308-2525 
KY 502-308-2525 
KY 502-308-2525 
KY 502-308-2525 
KY 502-308-2525 
KY 502-308-2525 
KY 502-308-2525 
OH 800-622-4463 
KY 502-308-2525 
KY 502-308-2525 
KY 502-308-2525 
KY 502-308-2525 
GA 770-621-0495 


TX 281-277-8726 
NY 631-249-5566 
OH 800-622-4463 
NY 631-249-5566 
MI 517-787-3100 
OH 419-269-2000 
OH 800-622-4463 
NY 631-249-5566 
TX 713-822-5858 
MI 616-868-1111 


KY 502-419-9170 
CT 860-680-9811 
FL 800-638-8888 
PA 412-472-0500 
PA 717-846-2600 
OR 503-228-7259 


OH 800-622-4463 
AZ 520-836-9727 
CA 714-441-1992 
OH 800-622-4463 


Mfr: 
Model: 


Seller: Yoder Machinery 


Holland, OH 
Tel: 800-622-4463 
SR ID: 469403 
Price: Call for Price 


DEALER 
Metalpress 
Used PBD 
Used PBD 
Equipment Hub 
Used PBD 
Used PBD 
Used PBD 
Used PBD 
Used PBD 
Used PBD 
Used PBD 
Used PBD 
Yoder Machinery 
Used PBD 
Used PBD 
Used PBD 
Used PBD 
Equipment Hub 


DEALER 

Esco Machine 
Prestige Equipment 
Yoder Machinery 
Prestige Equipment 
F P Miller Company 
Yoder Brothers 
Yoder Machinery 
Prestige Equipment 
Thoroughbred Machy 
Vander Ziel Machy 


DEALER 
Machinery Bargains 
NE Industrial Mchy 
Generation Machine 
WHEMCO Inc 
Hildebrand Machy 
Yancey Machine Tool 


DEALER 

Yoder Machinery 
Peterson Machinery 
ACT Machinery 
Yoder Machinery 


SRID 
480002 
465347 
465349 
425927 
465346 
465345 
465338 
465341 
465339 
465342 
465343 
465350 
469369 
471311 
465340 
465337 
465348 
425954 


SR ID 
449092 
444387 
437531 
418156 
394847 
427256 
431435 
450712 
429475 
417757 


SRID 
363208 
475345 
428975 
288732 
448339 
177708 


SR ID 
476898 
463442 
430908 
476952 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


SURFACE PLATES - (69 listings on our website!) 

48" x 72" Mojave Granite Surface Plate 

48" x 79" x 18" Granite Surface Plate, drilled & tapped 

4' x 10' x 10" Granite Surface Plate, steel stand, no ledge, drilled & tapped, portable stand & hvy ... 
72" x 48" x 12" Rahn, gray granite precision surface inspection plate, 36" stand 


Tube Machinery 


3" x .125" FMS ZFCO CS-76-3, milling type flying 


Cut Off Machines, 
Tube and Pipe 


TE cut-off saw, new 
ыва? ; Mfr: Fms 


Model:FCO 

Seller: SE Machy Co 
rand Rapids, OH 

Search Tube Cut Off on SurplusRecord.com to = Tel: 419-832-0100 


view all 143 listings. Price: Call for Price 


TUBE AND PIPE CUT OFF MACHINES - (143 listings on our website!) 

1/8"- 1-3/4" Bertolette #315, tube cut off line, #6152 

.5"-4" Haven #740-Kleencut, autoshear,4" OD,24" cut length,burr free, AB PLC,2002 

2" Kusakabe, tube cut-off, swing arm type, single cut, tube guide, end stop snubber, disc brake 
2"-24" Vernon / Lincoln Electric #MPM5-0224, 2"-24"pipe dia.,250 Ib/ft max weight рег... 

2-1/8" Modern #2LD, cut-off, 16'magazine bar feed, 2 slides, 1997, #9693 

2-1/8" Modern #2LD, cut-off, 16'magazine bar feed, 2 slides, 1995, #9691 

2-1/8" Modern #2LD, cut-off, 16'magazine bar feed, 2 slides, 1992, #9689 

2.5" Alpha #25-135-300, single cut-off 

2.55" Sinico Sin-0-Matic #TOP2000, CNC cutting machine, twin spdl, 2004 

3" Addison McKee #FM-70 TTPN, tube cut-off 

3" Alpha / Thermatool #TAFR-30006-60-45, dbl cut die set, 30 HP, 320/460 V., 3-phase, U-Trak 2 Igth ... 
3" x .148" Alpha Fr-12-48, flying ram cut-off press, 300 RPM 

3" x .125" FMS #XD-76, NC Milling Flying Saw Machine, New 

3" Haven #872, automatic tube cut-off, #67574 

3" Haven #873, Tube Cut-Off w/Loader & Haven 960 End Deburring Machine, 1999 

3" Modern #3A, tube cut-off, 1/4"-3" ,216-648 RPM,front & rear cross slides,clnt,#6100 

5.25" Bardons & Oliver #2SC-525, CNC bar & tube cut-off,Fanuc 18i-T,25'bar loader,2006 

6" GWS £TM600, tube cut-off machine, Allen Bradley electrics 

7-1/2" Continental #6A, air-operated,cap: 3/4"- 7-1/2" OD,up to 3/8" wall thickness,5 HP,extra cut-off ... 
42"-48" Wachs internal #P07-094 

312" RMG #15, straighten & cut machine 

Modern Machine #3K, tube cutoff machine, Allen Bradley ctrl 

Yoder #2, die sets, (4) 

Whitman, tube shear / tube cut-off 


TUBE END FORMERS - (76 listings on our website!) 

2" Leonard Conrac #2CP, tube end Former 

2-1/2" Fenn #20, hyd tube end former, foot pedal 

2-1/2" Fenn #20, hyd tube end former, 4" str, foot pedal 

2-1/2" Fenn #20, hyd tube end former, 4" str, foot pedal 

3" Addison McKee #Digiform-ll, tube end forming & sizing machine, CNC controls 
3" Addison McKee #FM-70RF, tube end former 

3" Eagle #C, tube end former 

3" Eagle #C-2000, tube end former 

6" Addison McKee #FM-150, ID/OD DIGI tube end former 

6" (150mm) Addison McKee #FM-150 IDOD DIGI, tube end sizing/expanding/reducing CNC controls 
6" Sanderson #TPM6, CNC tube perforating / punching machine 

Eagle #IO-EF, tube end former 

Manchester #M71H4, electric tube end former, 4-hit ram forming, 2017 


Tube End Finishing 3-1/2" BEMA #BS12x6, high production heavy 


Bema 

Model:BS12X6 

Seller: AM Industrial 
Brook Park, OH 

Search Tube End Finishing and Forming Tel: 216-433-7171 


1 š SR ID: 429398 
Machines on SurplusRecord.com to view all 104 Price: Call for Price 
listings. 


and Forming жы : Mtr: 
Machines | 


TUBE END FINISHING AND FORMING MACHINES - ( 704 listings оп our website!) 
1/4"-2" Torrington Vaill #220, end forming machine,4"stroke,air operated,110V. 1 ph 

2" Clark & Lewis #2SD-2, tube end finishing, hand lever clamping, dies 

2" Haven £912, dbl end tube finisher 

3" Eagle #VO-2000, tube end former 

3" Eagle #VOE, multi head tube end sizing & forming machine,tight tolerance sizing 

3" PHI Z3CPV, End Finisher,Flip up safety cage, Air operated clamp system 

3" Resner #VO-3, Heavy Duty Hydraulic Tube End Former And Sizer 

3-1/4" Eagle #VO-2000, tube end forming machine for OD & ID sizing,1997,#48565 

3-1/2" Overton #EEF-350-12 Visa & Ram electric tube end former, machine mounted ctris 

4" Addison McKee #FM-100RS, single head tube end former,machine mounted ctrl with AB PLC 
4" (100mm) Pines #664-50, heavy duty semi-auto high production tube & pipe end finisher/chamfer 
4" T-Drill #F-100, flanger Vanstone turning machine for pipe, elbows & stub ins 

4" Torrington Vaill £511, rotary endformer, 460 V., 6-phase, 1973, S/N 511-94 

6" Addison McKee #FM-150, ID/OD single head hydraulic tube end former, AB PLC 

6" Addison McKee ZFM-150RFG, tube end former, beading flaring, marmon beading 

Bema, end forming machine, #75470 

Hause #Holomatic-811-H, reamer, MicroLogic 1000 ctrl, 1998, #14238J 

Hause #Holomatic-811H, hyd tube reamer 

Hause Holomatic #811-H, reamer, Micro Logic 1000 ctrl, 1998 

8" Conrac #M369, pipe & tube flanger, cap: IPS sizes 1-1/2"-8", Schedules 5,10, & 40 


GENERAL EQUIPMENT 


duty tube end formerBEMA CNC operator ctrl ... 


AZ 
OH 
CA 
OH 


520-836-9727 
800-745-6008 
626-444-0311 
419-269-2000 


December 2023 


DEALER 

Peterson Machinery 
C W Wood Machinery 
Sterling Machy Exc 
Yoder Brothers 


SRID 
463444 
471489 
459123 
427258 


3" Haven #872, tube re-cut, .120" thick, Vickers 
hyd pump, 20' bund 


CT 
MI 
MI 
IL 
MI 
MI 
MI 
OH 
OH 
OH 
OH 
OH 
OH 
OH 
IL 
MI 
IL 
OH 
IL 
UT 
OH 
OH 
OH 
OH 


OH 
OH 
OH 
OH 
OH 
OH 
OH 
OH 
OH 
OH 
OH 
OH 
OH 


5" Haven #850, end facer, hydraulic unit 


MA 
CA 
OH 
MI 
MI 
MN 
AL 
IL 
OH 
OH 
OH 
KY 
AL 
OH 
OH 
OH 
TN 
MI 
OH 
IL 


^ 


203-484-0400 
866-367-7297 
734-727-0600 
847-427-3333 
616-949-5910 
616-949-5910 
616-949-5910 
440-582-3400 
216-433-7171 
216-433-7171 
419-872-2364 
419-832-0100 
419-832-0100 
800-622-4463 
847-276-2761 
616-949-5910 
847-803-8700 
216-433-7171 
312-543-6772 
385-321-3934 
216-433-7171 
502-219-7311 
419-872-2364 
216-433-7171 


216-433-7171 
419-872-2364 
419-872-2364 
419-872-2364 
216-433-7171 
216-433-7171 
216-433-7171 
216-433-7171 
216-433-7171 
216-433-7171 
216-433-7171 
216-433-7171 
216-433-7171 


413-244-9335 
626-444-0311 
419-866-6894 
313-925-9041 
313-925-9041 
651-207-8203 
205-664-9644 
847-276-2761 
216-433-7171 
216-433-7171 
216-433-7171 
502-459-1313 
256-828-3429 
216-433-7171 
216-433-7171 
800-622-4463 
931-381-1900 
248-268-1603 
419-866-6894 
312-543-6772 


le loader, 10' cut ... 


Mfr: Haven 
Model:872 


Seller: Universal Tube 
Perrysburg, OH 


Tel: 419-872-2364 
SR ID: 341782 
Price: Call for Price 


DEALER 

Machy International 
Westbrook Engrg 
Galaxie Corporation 
Perfection Machy 
Turner Industries 
Turner Industries 
Turner Industries 
Kent Corporation 
AM Industrial 

AM Industrial 
Universal Tube 
Freedom Machy Co 
Freedom Machy Co 
Yoder Machinery 
Liberty Machinery 
Turner Industries 
Johnston Machinery 
AM Industrial 

Estes Machinery Co 
Revolution Machine 
AM Industrial 
Machinery Central 
Universal Tube 

AM Industrial 


DEALER 

AM Industrial 
Universal Tube 
Universal Tube 
Universal Tube 
AM Industrial 
AM Industrial 
AM Industrial 
AM Industrial 
AM Industrial 
AM Industrial 
AM Industrial 
AM Industrial 
AM Industrial 


Mfr: Haven 
Model:850 


Seller: Universal Tube 
Perrysburg, OH 


Tel: 419-872-2364 
SR ID: 380768 
Price: Call for Price 


DEALER 

Stanley Machinery 
Sterling Machy Exc 
D & D Industries 
General Machy LLC 
General Machy LLC 
Inter-Plant Sales 
Scott Mchy & Supply 
Liberty Machinery 
AM Industrial 

AM Industrial 

AM Industrial 
Action Machy Inc 
Die-Matic Tool & 
AM Industrial 

AM Industrial 
Yoder Machinery 
Timco Inc 

UPM, LLC 

D & D Industries 
Estes Machinery Co 


SRID 
731534 
068560 
294395 
478631 
839774 
839778 
839782 
120716 
263219 
351747 
460073 
294254 
294255 
453742 
429905 
822379 
436459 
280492 
404406 
418164 
441207 
433885 
460075 
351749 


SR ID 
372829 
338447 
338448 
338449 
372842 
380352 
380353 
380355 
431135 
429665 
431134 
380358 
390407 


SRID 
051794 
443581 
259201 
472878 
472872 
265305 
246304 
114772 
429397 
429396 
429400 
322597 
239384 
429385 
429389 
453741 
467436 
450734 
469640 
067379 


89 


December 2023 SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


1/4"-2" x .018"-.125" Abbey Etna, flying 2" x .083" AEF complete tube mill, w/Kent Floop 


Д L | cutoff,lots of tooling for SS & mild steel ... & + Alpha cut-off,2.5" shaft .. 
Tube Mills "E Mfr: Abbey Etna Ж Mfr: Aef 
f Model: MEd Model: 
Seller: American Steel = Seller: Galaxie Corporation 


i Toledo, OH А Wayne, MI 
Search Tube Mills on SurplusRecord.com to Tel: 419-843-6051 Tel: 734 721-0600 


: dis SR ID: 218729 SR ID: 112350 
view all 89 listings. Price: Call for Price Price: Call for Price 


QUESTIONS? CALL US TODAY: 
EM 419-832-0100 FMS 


FREEDOM MACHINERY 12232 South River Rd. * Grand Rapids, OH 43522 oun EDON Ee 


NEW & USED MACHINERY SPECIALIST... INTEGRITY * QUALITY * SERVICE 


FREEDOM MACHINERY is a Worldwide Buyer and Supplier of NEW & SECOND HAND 
Quality Tube Mill & Pipe Mill Equipment, Coil Processing, and Steel Mill Equipment. 


TUBE & PIPE MILLS TUBE MACHINERY FMS Flying Cut-Off Cold Saws 
M Freedom Machinery Consider upgrading your existing 
Ч can supply used equipment with a new FMS Tube 
M tube & pipe mills. & Pipe Mill component (Uncoiler; 
Complete or indi- Shear & End Welder; High Fre- 
vidual components. 1 quency Welder; Cut-Off; Recut; 
etc.) offered by FMS. 


FMS can supply NEW, custom 
u-— — x made controls and drives for FMS Flying Cut-Off Cold Saws are 
Visit our Website: 3 КБЕ | you existing equipment. state-of-the-art, fast, reliable, and designed for 
www.freedommachinery.com : E ГА CALL US FOR A QUOTATION! easy & fast tooling set-up and change. 


FMS Provides or Includes: 


* One (1) Year Warranty 

* Operator Training 

* Complete Installation Drawings 
* Large Inventory of Spare Parts 
* Financing Available 


FM SPECIALIZES IN THE FOLLOWING 
Tube Mills / Pipe Mills • Spiral S.A.W. Pipe Mills 
Strip Accumulators * Cut-Offs; Tube, Pipe & Rollform 
Cut-to-Length Lines * Pipe Hydrotesters 
Straighteners; Tube & Pipe • Slitting Lines * Uncoilers 
Single Cabinet Design. Call us for a quote! Our FMS Tube Mills & Equipment are well engineered, Strip End Accumulators * Tube & Pipe Recut Machines 
FMS has over 50 welders in service. built to our specifications using quality components. High Frequency Welders * Solid State Welders 


TUBE MILLS - (89 listings on our website!) DEALER SR ID 
2.5" x .120 AEF, universal Drive Tube mill OH 419-832-0100 Freedom Machy Co 294218 
2.5" x .130" Yoder #W-20, tube mill,new welder,saw,UV paint unit w/strip cleaner,de-burr,stacker IL 859-802-7509 Mfr. Improvement 411718 
2.5" Yoder #WH25, tube mill line, alpha flying cutoff, 8000 Ib. dbl end coil reel AL 256-828-3429 Die-Matic Tool & 265903 
3" x 130" FMS #76-63 Н.Е. Tube Mill, new OH 419-832-0100 Freedom Machy Co 294217 
3" x .140" ADDA Fer H.F, New OH 419-832-0100 Freedom Machy Co 294224 
4-1/2" x 6mm MAS Seuthe, tube mill, used OH 419-832-0100 Freedom Machy Co 294222 
5" x .025" Bradbury, rafted tube mill,coil car,uncoiler,peeler/feed table,7-roll straightener,1990 MO 847-894-3434 Gerrard Machinery 480244 
5" x .250" Bradbury, rafted tube mill, 30-150 FPM, 20000 Ib. 36" W, 72" OD,18.5"-24.5"ID, (7) roll... OH 419-841-3586 D & H Machinery Inc 476300 
5" for 1.5" x 1.5" to 4" x 4" x .250" to .020"Wall, Abbey-Etna OH 419-843-6051 American Steel 953927 
5" Yoder #M3, 9 stand,7 driven form stand,3"shaft,19"roll;tig welder, Turks hds,'56 TN 615-383-8703 Pearl Eduipment Co 733302 
6" x .120" Abbey Etna #6SXU, tube mill,forming mill,welding section,sizing mill,tooling MI 734-727-0600 Galaxie Corporation 396867 
6-5/8" x 6mm OME tube mill, used OH 419-832-0100 Freedom Machy Co 294221 
8-5/8" x .393" API Pipe Mill & Finishing Floor, 2007 OH 419-832-0100 Freedom Machy Co 294225 
OTO #552, tube mill,auto coil end joiner,vert. floop accum.,3 turkstands,70mm shafts OH 440-582-3400 Kent Corporation 113584 
Oto Mills HF tube mill, 127mm x 6mm MI 248-626-0200 Midwest Machinery 457672 
Yoder #WH25 tube mill line, 10 stands,2.5" shaft dia,dual turks head,cooling tower,tlg TN 615-383-8703 Pearl Equipment Co 095528 
Yoder, step beam tube mill line, 75k psi, 26" roll space, 4" spdl dia OH 419-872-2364 Universal Tube 269810 


Washers, Parts 


Gerref, S/S carousel washer, 20" x 20" x 20", Stoelting #Omni-Force-212, 12"x12"S/S conv belt 
Washers, Parts, Pass-through, _ electrically heated wash & blow-off ... washer elec, wesh, rinse,heated .. 
Conveyor | TEE :  Gerref x 7 Mfr: Stoelting 
N) d k- GAR Model:OMNI-FORCE-212 
Seller: 'D & D Industries [dbe 1 Seller: Furnace,Oven & Bath 
т Monclova, ОН l: DI MI 
Search Conveyor Washer on Cas) n р 419-866-6894 UM s 4 pM 248-343-1421 
i icti 1349083 | | : 292417 

SurplusRecord.com to view all 58 listings. Price: Call for Price i Price: Call for Price 
CONVEYOR AND PASS THROUGH PARTS WASHER - (58 listings on our website!) DEALER SR ID 
Gerref, 24" W x 10" H belt washer, electrically heated wash / heated blow-off, 2004 OH 419-866-6894 D & D Industries 352049 
Hurricane, parts cleaning system washer, complete cleaning system, Allen Bradley PLC ON 519-729-2648 Metalpress 479911 
Ipsen #WRG-5-G Dunk & Spray, 24"W x 24"H x 26"L, batch washer, 200F, 460V, 3/50, used MI 248-343-1421 Furnace,Oven & Bath 481581 
Jenfab S/S 2 Stage Pass-Thru Washer,24" W belt,24" max part ht,36"load,48"spray wash,2006 OK 918-234-8665 Benchmark Machine 471191 
Ransohoff #Pro-Clean-30, (4) stage parts washer,pre-blow-off,wash,rinse,heated blow-off,'19 OK 918-234-8665 Benchmark Machine 480942 
Surface Combustion #BX-35656-4, 30"W x 30"H x 48"L, spray washer, 200F, 300K BTU's/hour, 66" wide x ... MI 248-343-1421 Furnace,Oven & Bath 481583 
Surface Combustion #BX-36740-1, spray washer, 30"W x 20"H x 48"L, roll raill health, 5 HP, 180F, 480 ... MI 248-343-1421 Furnace,Oven & Bath 481582 
Surface Combustion #WS-36-72-36, 36"W x 36"H x 72"L, electric, 180F, 480V.,3/60, 72" Wide x 110" Deep MI 248-343-1421 Furnace,Oven & Bath 481584 


90 GENERAL EQUIPMENT 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


TURNTABLE PARTS WASHERS - (39 listings on our website) 

ADF #300, rotary parts washer,48"turntable dia.,250°F,Stainless Steel chamber,PLC ctrl,1996 
Almco #RTW-20E-FDM, Rotary Top Load Parts Washer, S/S, heated wash tank 

Better Engineering #F3000-P, batch type washer,30" turntable dia.,75 GPM,60 psi,#66537 
Hydro-Blast #175, Aqueous Parts Washer,60" load ht,44" turntable dia,low water shut off 
Proceco #HD72x72-G-10000-R, 74"table,72" vertical clearance,10000 Ib cap. gas heat 


ULTRASONIC PARTS WASHERS - (28 listings on our website!) 

Baron Blakeslee #HTCS-311 Terpenator,(2) 11"x17"x10"D Baskets, Ultrasonic,Stainless,'12 

Better Engineering, impulse parts washer, 29" basket, 40" part hght, 1000 Ib. 

Crest #COC3B-1818, ultrasonic cleaning system, 18" x 18" x 20" tank, 5 sta. robot, Allen-Bradley ... 
Crest #COC7B-1817, ultrasonic cleaning system, 18" x 17" x 18" tank, robot, Allen-Bradley SLC500 PLC ... 
Crest 4OC6-1822, 6 sta., ultrasonic cleaning system, robot, 2007 

Crest #0J4-1218-9, ultrasonic washer,12"x18"x10"tank,heated ultrasonic wash tank,2012 

Crest #SR-1622, ultrasonic 30 gallon industrial tank,22"L x 22"W x 16-1/4" H tank 

Durr #EcoBase-C2/P2 parts washer Hydrocarbon 60 gal. flood tank capacity, 2012 

Thermo Scientific, ultrasonic baths, S44986 

Ultrasonic Power Corp £51-15-651, 90 gallon working cap.,32" x 18" x 16"tall tank,240 V. 


IWM #WC3WA1313H, 4' x 4' waterjet, 60000 psi, 


9 8 - CNC table, 2020 
Waterjet Cutters Mfr: Iwm 


Model:WC3WA1313H 


Seller: IWM Waterjet 
CA 
Search Waterjet on SurplusRecord.com to view Tel: 213-985-4855 


SR ID: 338417 


all 251 listings. Price: Call for Price 


WATERJET CUTTERS - (251 listings on our website) 

AKS #WKX3S-612, waterjet cutting machine, 50 НР, 144" Х,72"Ү,10"2, 82"x153"tbl., 60000 psi, Mitsubishi ... 
Axxiom #6.5CF, waterjet garnet abrasive media hopper,150 psi @ 250°F,2005 

Flow #713633-1, CNC waterjet,Flying bridge,6'x12'cutting area,50 HP,60000 psi,2006 

Flow #IFB-612, waterjet cutting system, 6'X,12'Y,8"Z, 50 HP, 60000 psi, abrasive hopper, 2008 

Flow #IFB-4800, waterjet cutting, 4'x8'tbl., 50 HP, 60000 psi, Dynamic cutting head, 2005 

Flow #IFB-6012, CNC waterjet cutter, 6'x12' tbl., 50 HP, 55000 psi, 2003 

Flow #IFB-6012, dynamic waterjet cutting system, 6' x 12' tbl., 50 HP, 55000 psi, 2003 

Flow #IFB-6012, Waterjet, 6' x 12' cut cap., 6'X,12'Y,8"Z, 87000 PSI, (2) 50 HP pump, 500 IPM ... 

Flow #M200-4020-Pivot, CNC Waterjet Cutting System,6' x 13' table,30 HP,60000 PSI,2020 

Flow #Mach 3 2513B, waterjet cutters, 5.2" x 9.6" tbl., 60000 psi, 50 HP, abrasive hopper, 2014 

Flow Mach 2, CNC waterjet cutter, 6'x10'tbl., 30 HP, 60000 psi, Flow CNC PC abrasive hopper, 2011 
Flow Mach 2 1313B, CNC waterjet cutting system, 48" X,48" Y,7"Z, 30 HP, 60000 psi, 2009 

Flow Mach 4 2513B, CNC waterjet cutting system, 4'X,8'Y,6"Z, 4.2'x8.2' tbl., 50 HP, 94000 psi, XD ... 
Flow #Nano-Jet waterjet, 50 HP,94000 psi,active cutting,abrasive scooping system,2018 

Flow #WMC-4020, CNC waterjet,50 HP,60000 psi,X-4100mm, Y-2100mm,Z-240mm,2004 

Flow #i-6012, 5-Axis, Dynamic Waterjet Z-Axis, 6' x 12', 8"Z, 60k PSI,Pro Software,2007 

IWM #WC5WA1010H, 3' x 3' waterjet, 60000 psi, CNC table, 2015 

IWM #WCP-10, waterjet pipe cutting machine 

KMT #SLV-100R-Plus, waterjet intensifier 100 HP, 60000 psi, 480 V. intensifier 

Mitsubishi #MXW4-612, CNC waterjet cutter, 6'X,12'Y,10"Z, 60 HP, 90000 psi, Mitsubishi M720, 2011 
Mitsubishi #X4-612, waterjet cutters, 6' x 12' tbl., 50 HP, 60000 psi, 5-Axis, Mitsubishi M700 ... 
Northwood #SJ-270, waterjet, 144" x 84" tbl., 20 HP, 60000 psi, 2012 

Omax #80X, 80"x165"table,60000 psi,50 HP,closed loop sys,terrain follower,600 Ib. abrasive sys,#32724 
Omax #2626, waterjet cutters, 26" x 26" cutting area, 40000 psi pump pressure, 20 HP, hopper, 2002 
Omax #2626, 50000 PSI,30 HP,Omax PC,new reverse osmosis sys,new filter system,low hrs,#32651 
Omax #2652A, waterjet machining center,69" x 30"table,52" X,26" Y,8"Z,50 HP,60000 psi 

Omax #55100, 4’ x 8’waterjet,30 HP vari-frequency drive pump,SRS garnet removal sys,2005-2008 (3) 
Omax #55100, 60000 psi,40 HP Enduromax pump,126"x65"table,A Jet cutting head,2019,#32675 
Omax #60120, CNC waterjet with Tilt-A-Jet,50 HP,60000 psi,Omax Gold pkg,2016 

Omax #80120, waterjet, Windows based controls,50 HP,390-480 V.,50-60 Hz,3 ph,2012 

Omax #80160, with Tilt-A-Jet, 60000 psi, 160" X,80" Y,8"Z, 88"x175 table, 2007 

Omax £Maxiem-1515, Waterjet Cutting System,20 HP,5'2" x 5'2" X&Y cutting trvl,2022 

Omax £Maxiem-1530, 40 HP,50000 psi,62" x122"table,100" X,62" Y,13"Z,6400 hrs,2014 

Omax #Maxiem-1530, waterjet, 12'2" x 5'8"table, 120" X,62" Y,12"Z, 2019 

Omax #Maxiem-2040, 79" x 166"cutting area,55000 psi,30 HP,hopper,extra garnet, 432792 

Techni #TIJ4100, waterjet cutter, 61" x 123"cutting table, 66000 psi, CNC ctrl, 2018 

Wardjet #RX-3013, 13' x 30' x 12"capacity, (2) 100 HP, 60000 psi, 2009 

Wardjet #Z-613, waterjet cutting system,50 HP,60000 psi,6'x13'table,2006,retrofit 2020 

Omax #55100, waterjet with Tilt-A-Jet,40 HP,60000 psi,100" X,55" Y,8"Z,65" x126"table,2007 


Welding Machinery and Equipment 


BLADE WELDERS - (4 listings on our website!) 
Import ZFBW-72, Blade Welder With Stand 


ARC WELDERS - (78 listings on our website!) 

30 Amps, Lincoln #WM-255, Wire-Matic welder, 5V-250 A, 26 V 

400 Amps, Lincoln Idealarc #TM-400, S/N AC32858, available various sizes, (57) 
Miller £Deltaweld-452 packages with dual 70 Series feeders, turn key, excellent 
Miller ZMaxStar-700, welding machine, serial # MF310144L, excellent condition 
Miller Electric #NT450 New Technology welding macihne with 70 Series feeder 
Miller #XMT450 machines with D-74DX dual feeder, turn key package, excellent 
Storm Vulcan / Kota-Weld #150-B, heavy duty submerged crankshaft arc welder 


BUTT AND FLASH WELDERS - (20 listings on our website!) 
PEI heavy duty butt welder, 100 KVA transformer, 440/460/480 V., single phase, #6882 
T.J. Snow #BW-35-220/440, butt welder,35 KVA,dual 220/440 V.,sgl phase,EN6001 ctrl,new 


LASER WELDING MACHINES - (16 listings on our website!) 

HGTech #LWF1000-HLW, handheld laser welding machine, 1000 watt, water cooling, new 
Trumpf #TruPulse-304, CNC Laser Welder, Laser Parameters, 300 watt, 2010 

Trumpf #TruPulse-304, CNC Laser Welder, Laser Parameters, 300 watt, 2008 


GENERAL EQUIPMENT 


PA 
OK 
OH 
CA 
IL 


IL 
WI 
co 
co 
co 
MI 
GA 
IL 
IL 
TX 


Omax #60120, waterjet, CNC controlled, 


717-846-2600 
918-234-8665 
800-622-4463 
888-589-6721 
309-661-9200 


847-276-2761 
262-548-6080 
303-651-6545 
303-651-6545 
303-651-6545 
586-755-5353 
770-621-0495 
888-926-0050 
847-427-3333 
281-376-8950 


December 2023 


DEALER 
Hildebrand Machy 
Benchmark Machine 
Yoder Machinery 
Wheeler Machinery 
R G Hanson Co Inc 


DEALER 

Liberty Machinery 
WI Metalworking 
Automatics & Machy 
Automatics & Machy 
Automatics & Machy 
Gibbs Machinery Co 
Equipment Hub 
Blackhawk Machinery 
Perfection Machy 
HTR Global Inc. 


SR ID 
448343 
471187 
429031 
446763 
254965 


SR ID 
265624 
242286 
444599 
444596 
441470 
476285 
343928 
343710 
475405 
200595 


120"X,60" Y,7"Z, 60" x 120"table, 30 HP, 2020 


FL 
GA 
ON 
CA 
CA 
co 
CA 
MD 
CA 
CA 
CA 
CA 
CA 
KY 
CA 
IL 
CA 
CA 
WI 
CA 
CA 
IL 
NY 
CA 
NY 
CA 
MO 
NY 
CA 
BC 
CA 
FL 
CA 
CA 
NY 
WI 
IL 
WI 
CA 


WA 


IL 

PA 
TX 
TX 
TX 
TX 
CA 


TN 
TN 


IL 
CT 
CT 


800-638-8888 
770-621-0495 
416-366-2326 
310-909-2020 
310-909-2020 
303-651-6545 
310-909-2020 
410-945-0040 
888-589-6721 
310-909-2020 
818-514-1254 
310-909-2020 
310-909-2020 
502-802-4008 
714-253-4707 
847-276-2761 
213-985-4855 
213-985-4855 
920-530-5923 
310-909-2020 
310-909-2020 
312-226-4150 
631-249-5566 
310-909-2020 
631-249-5566 
310-487-3800 
314-291-9360 
631-249-5566 
818-465-6700 
604-618-2848 
818-465-6700 
813-444-4555 
818-465-6700 
818-465-6700 
631-249-5566 
414-486-9700 
773-247-4343 
414-264-5848 
818-465-6700 


425-513-8263 


847-537-7700 
814-535--9001 
713-694-1790 
713-694-1790 
713-694-1790 
713-694-1790 
714-612-1480 


800-669-7669 
800-669-7669 


847-571-0523 
860-623-5700 
860-623-5700 


Mfr: Отах 
Model:60120 


Seller: Active Machinery 


Apex, NC 
Tel: 800-377-7553 
SR ID: 434923 
Price: Call for Price 


DEALER 
Generation Machine 
Equipment Hub 
Platinum Asset 
Machnet 

Machnet 

Automatics & Machy 
Machnet 

Centra Corporation 
Wheeler Machinery 
Machnet 

Machinery Resources 
Machnet 

Machnet 

Machine Tool Emp 
JPS International 
Liberty Machinery 
IWM Waterjet 

IWM Waterjet 

Bay Fabrication 
Machnet 

Machnet 

Mchy Marketing Intl 
Prestige Equipment 
Machnet 

Prestige Equipment 
RAAR Group USA 
Zimmerman-McDonald 
Prestige Equipment 
Machinery Network 
MC Machinery Sales 
Machinery Network 
Southern Fab Machy 
Machinery Network 
Machinery Network 
Prestige Equipment 
Machine Tool Tech 
Altman Machinery Co 
Aleco Machinery 
Machinery Network 


DEALER 
Sanson Machy Group 


DEALER 

CNC Exchange 
Johnstown Specialty 
KEC Inc 

KEC Inc 

KEC Inc 

KEC Inc 

TNT Industrial 


DEALER 
T J Snow Co Inc 
T J Snow Co Inc 


DEALER 

Blackout Equipment 
Kaste Industrial 
Kaste Industrial 


SRID 
439742 
446794 
446257 
423524 
459137 
464356 
474907 
386448 
462876 
469037 
436623 
453624 
461112 
461115 
453393 
469679 
338418 
338424 
455412 
413624 
469038 
467195 
426923 
469039 
418159 
427989 
470382 
420999 
448546 
366093 
460916 
475981 
437292 
464375 
441206 
480417 
433856 
406017 
470843 


SR ID 
480283 


SRID 
468940 
145136 
341759 
387201 
367482 
341761 
457867 


SR ID 
374058 
385316 


SR ID 
470926 
471954 
471957 
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December 2023 


LASER WELDING MACHINES - (16 listings on our website!) 
Trumpf #TruPulse-304, CNC Laser Welder, Laser Parameters, 300 watt, 2017 


ENGINE DRIVEN WELDERS - (15 listings on our website!) 

Lincoln #Maverick-325X, 24.8 HP Kubota D902 diesel engine, 2023 

Lincoln #Ranger-250GXT, engine driven welder, 23 HP Kohler 2 cylinder engine 
Miller #Trailblazer-325, GFCI Kohler engine 


CIRCUMFERENTIAL (CIRCLE) SEAM WELDERS - (21 listings on our website!) 

60 KVA Taylor-Winfield #LIMF-25-60, resistance welder, 480 V., 60 Hz 

100 KVA Sciaky #PMM2TC, rotary seam welder,10" X 36"throat,5"stroke,460V. 

100 KVA Taylor-Winfield, Entron EN6001, 1200A water cooled SCR, 1 ph.,60 hz.,460 V. 

125 KVA Sciaky #PMM2TC, seam welder 

150 KVA Automation International #PA-1-24, longitudinal seam welder 

150 KVA Sciaky #MPQN-2-15-150-36, Circular Seam Welder,36"throat,220 V.,1 phase,#6857 
170 KVA T.J. Snow #SLSEAM-170-MF SlimLine circular seam welder 

200 KVA Taylor-Winfield #MSCB-18-200SEAM, circumferential (circular) seam ... 

300 KVA Sciaky #MP3-30-300, longitudinal seam welder,48"throat,standard dual acting,foot ... 


40 KVA American #A/P-40-18, Press Type Spot 


Resistance Welders, жееги 8"thrt,180 Amps, timer,air ... 


ышна Dr \ ` Wer 


Seller: Wheeler Machinery 
( Ротопа, СА 
Search Press Spot Welders оп Tel: 888-589-6721 


А Kin SR ID: 453419 
SurplusRecord.com to view all 111 listings. Price: Call for Price 


PRESS TYPE SPOT WELDERS - (111 listings on our website) 
10 KVA Miller #MPS-10FT, spot welder, 15" thrt 

39 KVA Tecna #4647A, spot welder,TE90 Mark 2 electronic ctrl,3350 amps,14"-27"welding depth,S45020 
40 KVA Amada #ID404IVHP-NT, spot welder, 2021 

50 KVA Lecco #BSW-50, bench type spot welder, 2.9" str, 7" thrt, 8.8" adj open, air operated 

50 KVA Taylor-Winfield #EBB3-8-50, spot welder,8"throat,1"electrode,3" stroke,440 V.,S45016 

75 KVA Banner #PR.SP.PROJ, spot welder, 13.5"thrt, 6.5" x6.5" platen, Weldtron ctrl 

80 KVA Amada #ID-40-ST, spot welder, 32"throat, 2000 

85 КУА T.J Snow #SLH-85-18 Slimline press type spot welder,18"throat,2.75" arm,480 V. 

100 КУА British Federal, press type spot welder,16"throat, ENTRON EN10001 Ctrl. 

100 КУА Sciaky #PMCO02ST-100-36, 36"throat,4200 Ib. electrode force,Intertron MC302A control,440 .. 


CT 


100 KVA Sciaky #PMCO2STK-100-36-5, 440 
V.,3-phase,36"throat,Unitrol Solution 9380 


CA 
IL 

CA 
ON 
IL 

OH 
CA 
TN 
н 


SEARCH THE SR ID АТ SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


860-623-5700 


713-943-8032 
713-943-8032 
713-943-8032 


616-868-1111 
419-536-4445 
651-646-1393 
208-851-8568 
800-669-7669 
800-669-7669 
800-669-7669 
800-669-7669 
800-669-7669 


— 


626-444-0311 
847-427-3333 
562-667-5618 
905-803-9999 
847-427-3333 
419-866-6894 
818-465-6700 
800-669-7669 
419-536-4445 
616-949-5910 


Resistance Welding Machinery & Supplies 


New & Used Spot Welders 


www.tjsnow.com | 1-800-NOW-SNOW (669-7669) 


MACHINERY * SUPPLIES * SERVICE * TRAINING 
Tel: 423-894-6234 * Fax: 423-892-3889 * E-mail: welders@tjsnow.com 


T. J. SNOW 


Wara RESISTANCE WELDING о 
100 KVA Sciaky #PMC02ST-100-36, spot welder, 10" x 36" thrt, 4460 V., 3-phase, Intertron Micro ... 
100 KVA Sciaky. spot welder, 3 phase, 24" throat 
110 КУА Lors #1100AR-1-DV, spot welder,28"depth,2.5"arm dia.,1-1/4" electrode,water cooling,S45015 
120 KVA H & H rotary seam/spot welder, 24"throat,water cooled,50% duty cycle,2007 
125 KVA T.J. Snow #SLH-125-16, 16"throat,horn style,480 V. single phase,Entron EN1000 ... 
150 KVA Taylor Winfield Press Type Resistance Welder, 19"throat, 460 V., 2019 
200 KVA Federal #Special-P2-A, heavy duty press type spot welder,24"throat,440/460/480 V. 
200 KVA Lors #1200AP-30, press type spot welder,30"throat,3"arm dia.,Intertron 108 ctrl 
320 КУА Lors MFDC #1320AF-MF, press spot welder,36"throat,2.5" arm dia.,440/460/480 V. 


75 KVA Precision, rocker arm 
welder,20"throat,2.5" arm,4" cylinder,220V.,1 


Resistance Welders, ph,#6866 


Precision 


Spot, Rocker Arm Y — 


Model: 


Seller: T J Snow Col 
Search Rocker Welders on SurplusRecord.com ° Chattanooga, TN 


i len L Tel: 800-669-7669 
to view all 53 listings. A J SR ID: 280551 


Price: Call for Price 


ROCKER ARM WELDERS - (53 listings on our website!) 

10 KVA Taylor-Winfield spot welder, #29049 

20 KVA Miller #MPS-20AFT, spot welder,pedestal,air operated,10"tongs,1/4" cap.,230 V. 
30 KVA Acme #2-36-30, 230 V., 25"throat, 4"bore 

38 KVA Lors #LTG-38/3307, portable,10"throat,440 V.,programmable control w/memory 
50 KVA Peer ZAR-350, 208 V., 32"throat, 4"bore, Intertron 108 

75 KVA Federal, 36"arms, Unitronic control, 440 V. 

80 KVA Amada #TS-86K, 12000 amp, 400 V. 

80 KVA My Spot #NK-03HV100-20-WKG-EZ, 2020 

85 KVA T.J. Snow £SLH-85-18, horn style SlimLine spot welder,18"throat,2.75"arm ... 


TIG WELDERS - (57 listings on our website!) 

Fronius #Magicwave-4000, AC/DC tig welder, w/ FK 4000R cooling unit, 400 Amp 
Lincoln ZAspect-375, welder, #16265 

Lincoln ZFlextec-650X, dual wire feeder 

Lincoln Electric #Precision-Tig-275-AC/DC Ready-Pak- 208/230/460V 

Lincoln #Precision-Tig-375, tig welder 

Lincoln #Square-Wave-Tig-175, tig welder, 208/230 V., 1 phase 

Miller #Maxstar-210, tig welder, 2022, 544629 

Miller ZSyncrowave-350, tig welder 


92 GENERAL EQUIPMENT 


NJ 
IA 
IL 
PA 
MI 
IL 
TN 
TN 
TN 


973-497-7600 
515-233-6330 
847-427-3333 
717-846-2600 
616-949-5910 
630-690-7986 
800-669-7669 
800-669-7669 
800-669-7669 


DEALER 
Kaste Industrial 


DEALER 

Mitrowski Welding 
Mitrowski Welding 
Mitrowski Welding 


DEALER 

Vander Ziel Machy 
G-2000 Inc 

Spot Weld Inc 
Liberty Machine 

T J Snow Co Inc 

T J Snow Co Inc 

T J Snow Co Inc 

T J Snow Co Inc 

T J Snow Co Inc 


Mfr: Sciaky 


SR Ір 
471958 


SR ID 
462021 
444397 
446418 


SR ID 
269314 
455358 
398857 
470338 
399036 
255230 
399037 
107655 
107638 


Model:PMCO2STK-100-36-5 


Seller: Spot Weld Inc 
MN 


Tel: 651-646-1393 
SR ID: 332073 
Price: $37,600 


DEALER 
Sterling Machy Exc 
Perfection Machy 
Blackstone Machy 
Westway Machinery 
Perfection Machy 

D & D Industries 
Machinery Network 
T J Snow Co Inc 
G-2000 Inc 
Turner Industries 


Machinery Values 
Smith Machinery Co 
Perfection Machy 
Hildebrand Machy 
Turner Industries 
Surplus Asset 

T J Snow Co Inc 

T J Snow Co Inc 

T J Snow Co Inc 


100 KVA Lors #1100AR-1-DV, rocker 
type,36" throat,8"-16" vertical opening,dual ... 


847-640-8600 
803-359-7000 
651-646-1393 
616-949-5910 
651-646-1393 
513-575-1152 
414-486-9700 
414-486-9700 
800-669-7669 


419-536-4445 
616-868-1111 
713-943-8032 
714-612-1480 
713-943-8032 
847-537-7700 
847-427-3333 
616-836-7501 


Mfr: Lors 

Model:1100AR-1-DV 

Seller: Turner Industries 
Grand Rapids, MI 

Tel: 616-949-5910 

SR ID: 426696 

Price: Call for Price 


DEALER 

Kempler Industries 
Machinery Solutions 
Spot Weld Inc 
Turner Industries 
Spot Weld Inc 
Chrisgo Equipment 
Machine Tool Tech 
Machine Tool Tech 
T J Snow Co Inc 


DEALER 

G-2000 Inc 

Vander Ziel Machy 
Mitrowski Welding 
TNT Industrial 
Mitrowski Welding 
CNC Exchange 
Perfection Machy 
Holland Equipment 


SRID 
424634 
479898 
461470 
480348 
479896 
348890 
474519 
446491 
463852 
427633 


455214 
413204 
479897 
341757 
457840 
419448 
458187 
464385 
402711 


SR ID 
362310 
404463 
334800 
307334 
332071 
387154 
368903 
368902 
324904 


SR ID 
473122 
459352 
471365 
463905 
471366 
468933 
469773 
455426 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


TIG WELDERS - (57 listings on our website!) 

Miller #Syncrowave-350LX, tig welder,foot pedal,ground clamp,welding torch,cart,2000 
Miller #Syncrowave-400, watercooled tig welder, wireless foot ctrl, 2023 

Pandjiris Automation, TIG/MIG Seam Welder, 18' weld bed, CA-10 Lincoln Electric Ctrir 
Saf Nertino #TH300, tig welder 


Welding Manipulators, Positioners, Turning 


30 Ton, Koike Ransome, turbine rotators, 8"-32" 
dia., 2" x 22" Micarta wheels 


Turning Model: 


Rolls, Power Tank GR 
У ш тта Mfr: Koike 


Seller: Mitrowski Welding 
А South Houston, ТХ 
Search Turning Rolls on SurplusRecord.com to = Tel: 713-943-8032 
À ` SR ID: 462033 
Price: Call for Price 


view all 120 listings. 


IL 
OH 


770-621-0495 
713-943-8032 
816-330-2138 
419-872-2364 


DEALER 
Equipment Hub 
Mitrowski Welding 
Revelation Machy 
Universal Tube 


December 2023 


SR ID 
471581 
480438 
477186 
338452 


400 Ton, Aronson #WSD400/WSI400, steel wheel 
tank turning roll set,800000 Ib. 


Mfr: Aronson 


Model:WSD400/WSI400 


Seller: KEC Inc 


Houston, TX 
Tel: 713-694-1790 


SR ID: 351644 


Price: Call for Price 


POWER TANK TURNING ROLLS - ( 120 listings on our website!) 

2 Ton, Red-D-Arc, adjustable height pipe support stand for pipe sizes 38-63" height 

5 Ton, MAC #EX-R5-A, 10000 Ib., push button pendent, on/off foot control 

7.5 Ton, Pandjiris #Tanker-150, driver & idler tank turning rolls,15000 Ib.,rubber wheels,#77149 
10 Ton, Pandjiris #100, mule tank turning roll,20000 Ib.,forward/reverse,2 HP,#76479 

10 Ton, Teledyne Readco, Tank Turning rolls 

20 Ton, Weldwire #WWRD-20ST, tank turning roll set, 40000 Ib., vari-speed, 440 V. 

30 Ton, Aronson #WSD30/WSI30, steel wheel tank turning rolls,60000 Ib.,rent or purchase 
30 Ton, Profax #TR60000, tank & vessel turning roll sets,vari-speed controls,60000 Ib. 

30 Ton, Ransome #BIRR-60, tank turning roll idlers, 60000 Ib., rent or purchase 

30 Ton, Ransome #BIRR-60, tank turning roll idlers, tank or vessel turning roll, 60000 Ib. 

30 Ton, Ransome #BPRR/BIRR30, tank & vessel roll sets,60000 Ib.,vari-speed,new 

30 Ton, RDA #CR30-NA Turning Roll, 23" -267" vessel dia cap. 

50 Ton, Ransome £50TMIR, tank turning idler roll, 100000 Ib., s/n #6728475, #14786 

60 Ton, Aronson ZWSD-120-CCL/WSI-120/CCL, steel wheel constant center line tank turning roll set 
60 Ton, Aronson #WSD-60/WSI-60, steel wheel tank roll set with hand pendant,120000 Ib. 
60 Ton, Preston Eastin ZTDRC60HD, tank turning roll set,varis-eed controls,220/440 V. 

60 Ton, Profax #TR120000, tank & vessel turning roll sets, 120000 Ib., new 

90 Ton, Ransome #DPRR/DIRR-90, tank turning roll set,vari-speed,hand pendant,180000 Ib. 
90 Ton, Ransome #DPRR/DIRR90, tank turning roll set, ari-speed,hand pendant,220/440 V. 
100 Ton, Key Plant #CR100, tank turning roll set (1 drive & 1 idler per set) 

120 Ton, Koike Aronson / Ransome #WRD120-CCL/WRI120-CCL, 8"-18'diameter,2011 

120 Ton, Preston Eastin #TDRA-120, tank or vessel turning rolls,rubber wheel,240000 Ib. 
120 Ton, Preston Eastin #TDRA-120HD, tank turning roll set w/extended frame,240000 Ib. 
120 Ton, Preston Eastin #TDRA-120HD, tank & vessel turning roll sets w/extended frame 
120 Ton, Ransome ZEPRR/EIRR, set of tank or vessel turning rolls,rubber wheel,240000 Ib. 
Joe Fuller turning roll, #16690 

Koike, tank roll, sold as a pair, #16263 

Red-D-Arc #RDA-CR60-NA tank roll set, 60 ton drive/idler roll set load-carrying cap.,90 ton drive ... 
Red-D-Arc ZRDA-CR125NA, turning roll set,drive & idler,2 motor,2 wheel drive system 
Riser Stands For Turbine Rotor Tank Turning Rolls 


WELDING MANIPULATORS - (66 listings on our website!) 

6' x 6' Bowers #M6, welding manipulator 

6' x 6' Key Plant ZSD-Series, hot wire tig package w/Key plant welding manipulator 

6' x 6' Key Plant welding manipulator 

6' x 6' Preston Eastin #MA66MD, welding manipulator, hand pendant ctrir 

6' x 6' Profax #WM-66, welding manipulator, Lincoln Subarc, 2013 

8' x 8' Pandjiris #Double-8, welding manipulator on swivel flange & X-base 

8' x 9' Pandjiris, submerged arc welding manipulator, 110 V., excellent condition 

12' x 12' Preston-Eastin, travel carriage for 12 x 12 manipulator, 2012, sold as is 

12' x 12' Preston Eastin #MA1212HD, welding manipulator, free-standing X-base, hand pendant ctrir 
14' x 14' Preston Eastin #MA-1212HD, welding manipulator, standard x-base, hand pendant ctrir 
Esab #CaB-300M-4, column & book weld manipulator,27.5 IPM,300mm boom throat, 19 

Koike #AGW-1, fully loaded with Lincoln Subarc, ready to work, 30 day warranty 

Panasonic #YA-1-VARB1UHH, welding manipulator, 6 Kg payload, 217 Kg mass, 2019 

Positech Manipulator pneumatic lift assist arm #LA3030, 60 Ib.,28'overhead spacer, grip tool,200 Ib ... 


Welding Positioners 


Model:15-4 FB 
Seller: KEC Inc 


, | Houston, TX 
Search Welding Positioners on Tel: 713-694-1790 


SurplusRecord.com to view all 285 listings. 


SR ID: 322706 


Price: Call for Price 


713-451-8484 
269-673-6572 
800-622-4463 
800-622-4463 
520-836-9727 
713-694-1790 
713-694-1790 
713-694-1790 
713-694-1790 
713-694-1790 
713-694-1790 
713-451-8484 
616-868-1111 
713-694-1790 
713-694-1790 
713-694-1790 
713-694-1790 
713-694-1790 
713-694-1790 
713-694-1790 
713-694-1790 
713-694-1790 
713-694-1790 
713-694-1790 
713-694-1790 
616-868-1111 
616-868-1111 
713-451-8484 
713-451-8484 
713-943-8032 


713-943-8032 
713-694-1790 
713-451-8484 
713-943-8032 
713-943-8032 
713-694-1790 
713-694-1790 
713-451-8484 
713-943-8032 
713-943-8032 
310-909-2020 
713-451-8484 
818-465-6700 
513-771-1952 


DEALER 
Red-D-Arc Inc 
All-Fab Corp. 
Yoder Machinery 
Yoder Machinery 
Peterson Machinery 
KEC Inc 

KEC Inc 

KEC Inc 

KEC Inc 

KEC Inc 

KEC Inc 
Red-D-Arc Inc 
Vander Ziel Machy 
KEC Inc 

KEC Inc 

KEC Inc 

KEC Inc 

KEC Inc 

KEC Inc 

KEC Inc 

KEC Inc 

KEC Inc 

KEC Inc 

KEC Inc 

KEC Inc 

Vander Ziel Machy 
Vander Ziel Machy 
Red-D-Arc Inc 
Red-D-Arc Inc 
Mitrowski Welding 


DEALER 
Mitrowski Welding 
KEC Inc 

Red-D-Arc Inc 
Mitrowski Welding 
Mitrowski Welding 
KEC Inc 

KEC Inc 

Red-D-Arc Inc 
Mitrowski Welding 
Mitrowski Welding 
Machnet 
Red-D-Arc Inc 
Machinery Network 
Mohawk Machinery 


SRID 
270534 
891635 
469407 
469011 
374639 
367484 
367487 
391928 
367486 
367489 
382022 
320576 
345343 
439925 
391905 
391930 
391931 
391912 
391934 
391919 
247551 
391910 
391909 
391920 
391913 
460743 
369809 
368398 
381993 
462034 


SRID 
462022 
461430 
455511 
424900 
462023 
341765 
206319 
249921 
431261 
424898 
159355 
252017 
427332 
081942 


5000 Ib. Koike Aronson #MD-50, Positioner with 
44" Gripper Chuck, 36" x 36" Table ... 


Mfr: Koike 
Model:MD-50 


Seller: Mitrowski Welding 
South Houston, TX 
Tel: 713-943-8032 


SR ID: 371672 


Price: Call for Price 


WELDING POSITIONERS - (285 listings on our website!) 


1000 Ib. 
1500 Ib. 
1500 Ib. 
2500 Ib. 
2500 Ib. 
3000 Ib. 
3000 Ib. 
3000 Ib. 
3000 Ib. 
3000 Ib. 
3000 Ib. 
4500 Ib. 
5000 Ib. 
6000 Ib. 


Profax #WP-1000, welding positioner,Dynamic braking,0-135?motorized tilt,#77338 
Koike Aronson #MD15, welding positioner, A gripper chuck, 4" COG, 2023 

MAC #POK-07,90°pwr tilt,24" T-slot.tbl,800 amp weld ground,opt.weld.chks shown 
Aronson #Skyhook, 360? tilt,360? rotate,38" table w/18-1/2" thru hole,1986 

Unique #UPC.25, welding positioner, V/S motorized tilt, forward & reversing 

Pandjiris 430-6-AB, welding positioner, 6" COG, 30"x30" tbl., hand pendant ctrlr 
Pandjiris #30-6-AB, welding positioner, gripper chuck, 30"x30"tbl., hand pendant ctrir 
Pandjiris #30-6-AB, welding positioner, gripper chk, 30" x 30" tbl., hand pendant ctrlr 
Pandjiris #30-6-FB, welding positioner w/ chuck, 6" COG, foot pedal 

Preston-Eastin #PA30HD, positioner, 2012 

Stinger #3000F, welding positioner, 6" COG, 1.5"-27.625" OD, 5.5"-31.25" ID, Pandjiris А... 
Aronson #HD45B-3, welding positioner,36" x36" table,power tilt,forward/reverse 

Koike Aronson Ransome #50P-6X6, welding positioner,Altivar 71 PLC ctrl 

Profax #30-6FB, welding positioner, 6" COG, V/S, pwrd gear tilt, foot pedal 


GENERAL EQUIPMENT 


800-622-4463 
713-943-8032 
269-673-6572 
513-771-2111 
714-612-1480 
713-943-8032 
713-943-8032 
713-943-8032 
713-943-8032 
713-451-8484 
713-943-8032 
800-622-4463 
717-846-2600 
713-943-8032 


DEALER SR ID 
Yoder Machinery 476020 
Mitrowski Welding 462025 
All-Fab Corp. 891648 
Great American Eqpt 344788 
TNT Industrial 460962 
Mitrowski Welding 471363 
Mitrowski Welding 471364 
Mitrowski Welding 480436 
Mitrowski Welding 462032 
Red-D-Arc Inc 324164 
Mitrowski Welding 462028 
Yoder Machinery 476954 
Hildebrand Machy 369101 
Mitrowski Welding 462030 
93 


December 2023 SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


WELDING POSITIONERS - (285 listings on our website!) DEALER SR ID 
6000 Ib. Profax #WP6000-4, welding positioner, forward / reverse foot pedal, hand pendant TX 713-943-8032 Mitrowski Welding 462029 
6000 Ib. Ransome, tilting & rotating positioner, 50" x 50"table MI 616-868-1111 Vander Ziel Machy 385027 
6000 Ib. RDA ZAHVP60-6, Welding Positioner, Adjustable Ht,360? rot.,135? forward tilt TX 713-451-8484 Red-D-Arc Inc 390277 
9000 Ib. Aronson #GE-90A, 48"x48" Table, Geared Elevation IL 847-276-2761 Liberty Machinery 428593 
10000 Ib. Aronson #HD-100, WS, pendant, 48"table AR 800-643-5839 SMF & Machine Tools 420522 
10000 Ib. Aronson #SHD100A, 360°power rotation, 48" x 48"T-slotted table, 5 HP OH 513-771-1952 Mohawk Machinery 360103 
16000 Ib. Worthington £160P, welding positioner / manipulator CA 714-612-1480 TNT Industrial 414684 
20000 Ib. Ransome #200-P, welding positioner, 440 V., 3 phase, serial #229922, 1969, #15732 MI 616-868-1111 Vander Ziel Machy 369831 
20000 Ib. Teledyne Readco 10 ton (5) AZ 520-836-9727 Peterson Machinery 398992 
24000 Ib. Koike Aronson #HD240A, welding positioner w/square T-slotted table TX 713-694-1790 KEC Inc 322707 
24000 Ib. Koike Aronson #HD240VF, welding positioner, C-60 gripper chuck, hand pendant, 2010 TX 713-943-8032 Mitrowski Welding 462027 
25000 Ib. Aronson #GE-250CS, vari-speed, 60" square table, power tilt, 1981, #25620 NY 631-249-5566 Prestige Equipment 432584 
40000 Ib. Ransome #8, welding positioner, 10' x 10'table, 360°table rotation, pendnat ctris UT 385-321-3934 Revolution Machine 434956 
40000 Ib. Worthington £400P, welding positioner, V/S rotation, pwr tilt, pwr tbl. elevation, pendant ... OH 502-219-7311 Machinery Central 458899 
85000 Ib. Koike Aronson #G850VF, welding positioner, very nice TX 713-694-1790 KEC Inc 464372 
WINDOW AND DOOR MANUFACTURING MACHINERY (FOR ALUMINUM, VINYL AND WOOD) - (762 listings on our website!) DEALER SR ID 
Comeva £C-500, CNC Door Machine, 43.3" x 92-1/2" x 2.4", (2) horizontal routers, 2020 NC 704-285-2223 Ex-Factory 373359 
Door Clamp, JLT Clamps #79K-8-M, 38" x97" max. cap.,2 horizontal & 2 vertical clamps ON 647-384-9663 Brighton Machy 384725 


MACHINERY CORPORATION 


YEOMAN Vinyl & Aluminum Window Machinery 


Appraisals & Liquidations Completed in 
А МІ Types of Aluminum & Vinyl Window Plants 
Voice: 574.295.6161 BEFORE YOU MAKE A MOVE... GIVE US A CALL at 574.295.6161 proud Member of: 


Text: 574.536.3400 E-mail: yeomanmachineryG gmail.com МОМА • АМЕА 

End Milling Machine - Elumatec #AF223, up to 400mm,pulsed coolant system, 2001 WA 425-513-8263 Sanson Machy Group 225994 
Oven and bend table, Witte, 1998 ON 226-787-7404 Meloche Windows 455505 
Wire Machinery 

WIRE BENDERS - (38 listings on our website!) DEALER SRID 
1/4" Penn #1CSATS, wire bender,6 stop,420°rotation,10" rotating disc,24" x60" table,foot pedal PA 215-355-6641 FH Machinery Inc 367459 
.315" OMCG #630, automatic wire bending machine, 1"strip width, 0.08" strip thickness PA 215-355-6641 FH Machinery Inc 419861 
1/2" AIM ZAFM-2D13-Td, 2D CNC wire bender,large S/S table suitable for big frames,2017 ON 905-482-2659 Walden Machinery 405624 
Lubow #ML6, wire bender,2 stop,400?rotation,6" rotating disc,24" x60"table,foot pedal PA 215-355-6641 FH Machinery Inc 367460 
Wafios #BM-3, CNC 3D wire bender, 6mm capacity, serial 42 7552 040, 1997 IL 847-918-9797 Victory Machinery 374197 
WIRE COILERS - (4 /istings on our website!) DEALER SRID 
MacBee, horizontal dead block wire coiler,1/2" wire cap.,single dia.,50 HP,#18807 OH 800-622-4463 Yoder Machinery 431160 
S &H #4-691, clutch coiler,.188"-.500" wire dia.,3" -1000" wire feed,7/8" -5"ID,20 HP drive IL 847-918-9797 Victory Machinery 374210 
FLATTENERS FOR WIRE MACHINERY - (23 listings on our website!) DEALER SR ID 
10" x .105" Rowe #A-10, motorized flattener, 7-roll OH 419-872-2364 Universal Tube 341788 
14" x .187" Herr-Voss #VKFH 18/2.687-9/1, flattener, A HL (9) 2.687" roll dia., 42" passline, 50... MI 248-268-1603 UPM, LLC 420456 
26" x .223" Perfecto #38-26-7, 7 roll flattener, 3 over 4, push button ctrl OH 419-872-2364 Universal Tube 273675 
50" x .250" Coilpro, 5 roll flattener, entry pinch rolls, 54"roll face MI 734-727-0600 Galaxie Corporation 221285 
80" x .780" Fagor, 4-Hi backed up flattener,13 work rolls,7" work roll dia.,5 flights of back ups,'09 MI 734-727-0600 Galaxie Corporation 396868 
162" x 4" to .500", 7-Roll, backed up ASP OH 419-843-6051 American Steel 158241 
WIRE FORMERS CNC - (20 listings on our website!) DEALER SRID 
Herdon ZRFM-20T, CNC wire former,.016" -.080" wire cap.,rotary quill,rotary wire,2000 IL 847-918-9797 Victory Machinery 440157 
Itaya 4MCS-15G, CNC wire former, 0.4-1.5mm capacity, serial 47947, 1995 IL 847-918-9797 Victory Machinery 374217 
Itaya 4MCS-30G, CNC wire former, .059"-.118"wire dia., serial #8692, 1997 IL 847-918-9797 Victory Machinery 374211 
Itaya #SX-15, CNC wire former,1.5mm capacity,4-forming slides,serial 49392,1999 IL 847-918-9797 Victory Machinery 374206 
Vinston #CMM-12-400RW, CNC wire former,3/16" cap.,6 Servo slides,tooling,s/n #440,2007 IL 847-918-9797 Victory Machinery 374213 


American Metal Masters #700L (AR-50), 4-slide Baird 73-24, 4-slide,3/16" basic wire dia.,50-80 


Mfr: American 


1 Ed 
Formers, Wire 5⁄2 | АА I Model:700L " 


Seller: Victory Machinery 


RPM,mechaincal clutch, H-head, 1971 


Mfr: Baird 
Model:3-24 


| IL ° Set Seller: Victory Machinery 
i А Tel: 847-918-9797 t Lake Forest, IL 
Search Wire Formers on SurplusRecord.com to [a SR ID: 374198 - Tel: 847-918-9797 
: Kan Price: Call for Price X R ID: 4401 
view all 259 listings. IR P i m Price 


WIRE FORMERS - (259 listings on our website!) DEALER SRID 
Baird £5, 4-slide wire former, 5/16" wire dia., 1-3/8" strip W, mech clutch OH 419-269-2000 Yoder Brothers 429695 
Baird #104, multi-slide, 1/32" thick,7/8" strip width,4-1/4" feed Igth,110-550 PPM,1.5 HP PA 215-355-6641 FH Machinery Inc 317017 
Baird #4-30, 4-slide,.250" wire dia.,30" feed Igth,1-1/4" strip width,5 HP,50 SPM,220/440 V. PA 215-355-6641 FH Machinery Inc 446459 
Nilson #2F, 4-slide,1-1/2" strip width, 10" feed length,65-194 SPM,3 НР,12 tonnage,1961 PA 215-355-6641 FH Machinery Inc 374013 
Nilson #751, 4-slide,1/16" basic wire dia.,1 HP,40-400 SPM,electric clutch & brake,1969 IL 847-918-9797 Victory Machinery 440150 
Nilson #S-00, 4-slide wire forming machine,1/32" dia.,3" length of feed,104-416 SPM PA 215-355-6641 FH Machinery Inc 322679 
Nilson #S-1F, Four slide, 3-32" wire dia., 1-1/4" strip width, 8"feed length CT 203-254-1643 Capital Machine 302101 
Nilson #S-1FA, 4-slide,3/32" basic wire dia.,2 HP,50-250 SPM, air clutch & brake,1998 IL 847-918-9797 Victory Machinery 440148 
Nilson #S-4, 4-slide,1/4" max dia.,1-7/8" strip width,17" standard feed length,40-125 SPM PA 215-355-6641 FH Machinery Inc 347474 
OMCG #1400 Multislide ON 905-738-8730 Sabito Machinery 419475 
Titan multi slide, serial #9092, #64609 OH 800-622-4463 Yoder Machinery 431245 
Torrington #V82 Verti-Slide, .062"strip thickness,2.5" strip width,40-200 SPM,s/n #109418 IL 847-918-9797 Victory Machinery 374175 
U.S. Baird #00, 4-slide wire forming machine w/straightener, serial #10000/146, #71201 OH 800-622-4463 Yoder Machinery 431256 
U.S. Baird #00, 7/16" standard wire coil stock,.040" wire dia.,4-1/4" feed length,100-500 RPM,S44643 IL 847-427-3333 Perfection Machy 469753 
U.S. Baird #1, wire forming machine, 4-slide, 14 roll, mechanical clutch AL 256-828-3429 Die-Matic Tool & 239392 
U.S. Baird #3, 4-slide,3/16" wire cap.,1-1/8" strip width,10" feed length,5 HP,120 RPM PA 215-355-6641 FH Machinery Inc 347475 
U.S. Baird #33, multi-slide,3/32" thick,2-1/2" strip width,12-1/2" feed Igth,40-160 PPM,5 HP" PA 215-355-6641 FH Machinery Inc 317019 
U.S. Baird £33, multi-slide, 2.5" max wire diameter PA 251-943-0048 Gulf Coast Machy 382580 


94 GENERAL EQUIPMENT 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


WIRE FORMERS - (259 listings on our website!) 


on't Call Us 


CNC COILERS & FORMERS 
Torin 11-3, 11-5, 810, Simco CSC-550 
Itaya MCS-8E, 15E, 30E, 156, 306, PC15H, 
SX15, PC8H 
Vinston CMM-12-400RW 
TORRINGTON COILERS 
W100A, W10A, W11A, W115A, W12A, 
W125, W125A, W125S, W125SA, W13, 
W13A, W22, W225 
SLEEPER & HARTLEY COILERS 
341-7910, #1/2-790, 400-7900 Optimum Feed 
COILERS, POPCORN 
#1, #1-1/4, #1-1/2, #1-3/8 
TORRINGTON TORSION 
W3000, W3001, Wafios FTU2.2B 


SLEEPER & HARTLEY TORSION 
1-1/2-698, #1-731SA, #2-732SA 
SPRING GRINDERS 
Besly 902, 905 Tandem, Simco H-3, 
Gardner 186-36" Tub Grinder 
Bennett SG2-10, CG14, Carlson SG-1 
NILSON 4-SLIDES 
S-00, 00-2TTF, S-OF, S-1, S-1F, 
S-2F, S-3F, S-3, S-5, 700L, 752 
BAIRD 4-SLIDES & MULTISLIDES 
#1-2-3-5-8, 104, 4-30, 4-36, 28 
Multislide Parts: 28, 33, 35 
IN PLANT, CONSIGNMENT 
Moyer CNC-15-30-2VD 
Bobbio BSE-100, CNC Coiler 


WIRE PAYOFFS - (23 listings on our website!) 

Accra Wire #D-20, payoff reel,1000 Ib.,14" wide,30" OD,0-82 RPM,115/230 V.,1 ph 
Accra-Wire #D-25, payoff reel, 3000 Ib. capacity, serial #d251015931 

AIM #P270-5, power wire payoff, 4400 Ib. 

Stanat #1000, traversing take-up reel, 1000 Ib., 500 FPM, 15 HP, 1775 RPM 


WIRE SPRING COILERS - (142 listings on our website!) 

No. W11A Torin, spring coiler,double diameter,double pitch,2-plane straightener,300 FPM 

No. W11A Torin, spring coiler,double diameter,double pitch,1.56" wire dia.,300 FPM 

No. W12A Torin, spring coiler,multiple wire feed,double dia.,single pitch,30" wire payoff 

No. W12A Torin, spring coiler,multiple wire feed,double dia.,single pitch,45" wire payoff 

No. W125 Torin, spring coiler,multiple wire feed,double dia.,single pitch,45" wire payoff,200 FPM 


WIRE SPRING COILERS CNC - (26 listings on our website!) 

Bobbio #BSE100S, CNC spring coiler,with payoff AB-0,110m/min.,serial #3430033902 

Itaya #PC-15H, CNC sping coiler, 1.5mm capacity, serial #9067 

Simco #CSC-550, CNC spring coiler,5mm cap.,tooling,2 plane straightener,s/n #40712,2004 


WIRE STRAIGHTENERS AND CUT OFF - (99 listings on our website!) 

.035"-.125" Shuster #1V18, wire straightener & cut-off,12'cutoff Igth,2 HP,20-150 FPM 
-062"-.312" RMG #15CLC, wire straightener & cut offs, 10'max cut off length,400 FPM 
.062"-.187" Shuster #1AVS3, straight-cut with batch accumulator take-up,12'max cut-off 
1/16"- 5/16" Lewis #2CV4, wire straigthen & cut-off machine,5-rotary die head,20'rack,65-200 FPM 
1/16"- 3/16" Shuster #1A, wire straighten & cut-off machine,5-rotary die,10'rack,20-200 FPM 
-125"-.312" Shuster #2A4V, wire straightener & cutoff,20-200 FPM,15HP,extra dies,#31099 
5/16" Lewis #2CV5, straighten & cut machine, 15' track 

5/16" Lewis #6C, straighten & cut machine, 4'track, serial #48 

3/8" Lewis #8CV, wire straighten & cut machine, 100-200 FPM, exit rolls 

3/8" Lewis #8CV, wire straighten & cut machine, 48" cut-off Igth, 100-200 FPM, exit rolls 
1/2" Lewis #8C, straighten & cut ( 3/8" to 1/2" cutoff diameter ) serial #8C-16 

1/2" Shuster #ASF-111-69, Rolling Cutoff W/ 2-plane Straightener 

Littell, wire straightener, #52589 

Vitari #SM-31, chamfering, 3-10mm, auto feed, 185-1000mm piece length, #627-1035 

Yoder, 2 plain straightener & cutline, 9 horizontal/vertical, 2 pinch rolls, A/C & brake 


Woodworking Machinery 


4" Kuhlmeyer #ZBS-3, twin belt high precision 
sander, grinder/polisher 


Mfr: Киһітеуег 
Model:ZBS-3 

Seller: Westway Machinery 
Mississauga, ON 
905-803-9999 

SR ID: 338524 

Price: Call for Price 


Belt Sanders 


Search Belt Sanders on SurplusRecord.com to | Se КЕ Tel: 


view all 171 listings. 


se Money” 


SPRING & WIRE MACHINERY AVAILABLE FOR SALE 
SLEEPER & HARTLEY LOOPERS 


#2-285, #3-349 


LEWIS STRAIGHT & CUT 

1C x 4', 2C - 1/4" x 8', 3F-Fastcut 
SHUSTER STRAIGHT & CUT 

1AVS5, .062"-.250" x 10' cutoff 

2AAV, .125"-.312" x 10' cutoff 

ASCV-1 Shortcut, .020-.080" x 3" Cutoff 
CONVEYORIZED OVENS 

JN, Gasden-Ro, Furnace Fixers, HSI, 


Pyro, 2" to 15" 
PAYOFFS 


Accra-wire D-20, D30 
CNC 3D BENDERS 
Wafios BM3, BM41L 


- ALL MACHINES SUBJECT TO PRIOR SALE - 


~ TORRINGTON REPLACEMENT PARTS & REBUILDING SERVICES ~ 
WANTED - LATE MODEL CNC SPRING COILERS, CNC WIRE FORMERS, & FOUR SLIDES 


IL — 847-918-9797 
IL — 847-918-9797 
ON 905-482-2659 
PA 215-355-6641 


NJ 973-358-7208 
NJ 973-358-7208 
NJ 973-358-7208 
NJ 973-358-7208 
NJ 973-358-7208 


IL — 847-918-9797 
IL — 847-918-9797 
IL — 847-918-9797 


PA 215-355-6641 
PA 215-355-6641 
QC 450-460-5368 
NJ 973-358-7208 
NJ 973-358-7208 
NY 631-249-5566 
OH 216-771-6473 
OH 216-771-6473 
OH 419-269-2000 
OH 419-269-2000 
OH 216-771-6473 
AL 205-664-9644 
OH 800-622-4463 
CT 860-589-2900 
PA 724-942-3382 


Tel: 847/918-9797 • Fax: 847/918-9733 
13855 Polo Trail Dr. Lake Forest, IL 60045 
E-mail: sales@victorymachinery.com 


December 2023 


DEALER SRID 


VictoryMachinery.com 


КАМ 


M. Dealers 
^s I» National Association 


DEALER SR ID 
Victory Machinery 374173 
Victory Machinery 440147 
Walden Machinery 405625 
FH Machinery Inc 374015 
DEALER SR ID 
National Machinery 478753 
National Machinery 478757 
National Machinery 478750 
National Machinery 478752 
National Machinery 478760 
DEALER SR ID 
Victory Machinery 440146 
Victory Machinery 374203 
Victory Machinery 374205 
DEALER SR ID 
FH Machinery Inc 302922 
FH Machinery Inc 419852 
Fil Metallique Lyva 431573 
National Machinery 478763 
National Machinery 478762 
Prestige Equipment 196510 
IFE Machinery 173977 
IFE Machinery 080620 
Yoder Brothers 427290 
Yoder Brothers 427291 
IFE Machinery 289316 
Scott Mchy & Supply 246306 
Yoder Machinery 448584 
Gavlick Machinery 942021 
HCI Machines 147847 


60" Lissmac #SBM-M 1500B2-60, sander, 380/480 


V., 2013, #15640 


Mfr: Lissmac 

Model:SBM-M 

Seller: Vander Ziel Machy 
Alto, MI 

Tel: 616-868-1111 

SR ID: 348101 


BELT SANDERS - (171 listings on our website) 

2" x 48" Kalmazoo Ind. #DS10-2M, belt & 10" disc combo sander 

4" x 90" Delta #31-460, belt sander, 6" disc, 3450 RPM, miter gauge 

4" x 36" Kalmazoo Ind. #DS10-4, belt & disc combo sander 

6" Wilton, combination disc/belt sander, 12"disc, 6"belt 

6" x 48" Kalmazoo Ind. #S612V, belt & disc combo sander, A612V dust collector 

8" Doucet #PMC264-6-HD, triangular belt sander,working surface of table 30" x96",5 HP 
8" Engelberg #2N938G, heavy duty sander/grinder,dust collector w/Dayton motor,7.5 HP 
10" Bona Kemi, belt sander, easy to maneuver and transport, 2011 

10" Dynabrade £PJ-10-HD, vertical abrasive belt sander / grinder 

10" Ridgid ZEB44241, Oscillating Edge Belt Sander, 4" x 24"belt,tilting table,S/N X065167102 


GENERAL EQUIPMENT 


MI 616-836-7501 


CA 626-444-0311 


MI 616-836-7501 
UT 801-313-0707 
MI 616-836-7501 


TN 615-459-7983 


KS 316-945-4255 
FL 303-257-9854 


CA 714-612-1480 


ІА — 515-999-2999 


Price: $29,500 


DEALER SR ID 
Holland Equipment 425215 
Sterling Machy Exc 459122 
Holland Equipment 425216 
Roskelley Machinery 248671 
Holland Equipment 425219 
Opincar Machinery 436617 
Hall Ind Services 244861 
Great Danish 475046 
TNT Industrial 460969 
N S Machine Corp. 136785 
95 


December 2023 


BELT SANDERS - (171 listings on our website!) 

30" Timesavers #TOP30 Speedbelt widebelt sander,103"L,15-38 FPM,2.5"max thickness opening 
36" Ramco, belt sander, S44627 

36" TImesavers #137-2HDCMW, Wet, 2-Head, 20 HP, Up to 8" Open Ht, 15-45 FPM 

37" Oliver #5385, Wide Belt Sander, single head, 20 HP main, 37" x 75" abrasive belt, 2022 

37" x 60" Ramco #37T, wide belt wet sander, 20 HP, 0-80 FPM, pneumatic belt tension, 2005 

37" Steelmaster Profiline #SMW523, abrasive head,7-brush heads,rebuilt,2009,231776 

37" Steelmaster #W209RB, (2) heads,37"belt,LED readout,air knife dryer,2005,#28723 

37" x 60" Timesavers #137-1HD, belt sander, 208-230 / 460 V., 3-phase, 20 HP, 

37" x 60" Timesavers #137-1HDMW, Single Head Wet Sander,15=45 fpm,0"-8" work ht. 

37" x 60" Timesavers #137-1HDMW, wet belt sander, V/S, 20 HP motor 

37" Timesavers #337-1HD, 75 HP, needs table, as is, for parts only 

37" Timesavers #Lynx-37MWT-DBB-60, wet-dry belt sander,motorized lift,2018,located in Granger lowa 
37" Timesavers, Orbital Sander with Dual Orbital Heads (Woodworking Sander) 

43" Powermatic #WB-43, 43" Sander, 25 HP 3 PH 230/460V with DRO 

52" x 75" Timesaver #252-1MW, metal wet belt sander, 30 HP, 15-65 FPM, 11" drum dia. 

52" x 103" Timesavers £4321-45-001, 2-Head Wide Belt Sander, 6' thickness, 15-45 FPM 

53" Butfering ZSPWA413RRTT, wet belt sander/buffer,2 sanding heads,2 buffing heads,2009 

53" Cam-wood #AM-52, Wide Belt sander, 2 head, 20" min working width, .118-4.331" max thickness ... 
53" Costa #K6, belt sander,new replacement bed & belt,still in original wooded box 

Curtis #RG2-APF, Belt Journal Sander, S/N 58211 

Kalamazoo belt sander, serial #89572, #14920 

Stephen Bader belt sander, grinder & polishing machine 

Timesavers £23 Series Orbital & Brush sander for wood finishing 

Timesavers #TOP-18 Speedbelt, Wide belt sander, for wood / metal 


= а Altendorf #F5, edge bander w/pre-milling & 
=, corner rounding,PLC ctrl w/touch ... 
SS АЕ zs Mfr: 


pw Altendorf 


Edgebanders, 


Woodworking Model:F5 


Seller: Brighton Machy 
š ON 


647-384-9663 
SR ID: 476274 
Price: Call for Price 


Search Woodworking Edgebanders on = Tel: 


SurplusRecord.com to view all 206 listings. 


WOODWORKING EDGEBANDERS - (206 listings on our website!) 

Brandt #0-KDN-650-C, 1/2" thickness, milling & trimming stations, 2004 

Brandt #KDN-110, edge bander, .12" thick, 12' Igth, 2014 

Cehisa #Pro-10, Edgebander w/Pre-Mill, 5 mm solid wood banding, 3 mm thickness, 29 & 14 MPM, 2/0.5 ... 
Futura #Copyround, manual edgebander, serial #1123 

Holz-Her #Sprint-1329 Premium Edgebander with Doucet Return, 2019 

Homag #Edgeteq-S-500, Edgebander w/Pre-Mill & Corner Rounding, 0.3-20 mm Edge thickness, 8-60 mm... 
Homag #Edgeteq-S-500, Edgebander w/Pre-Mill & Corner Rounding, 0.3-20 mm Edge thickness, 8-60 mm... 
Homag #KAL-310/6/A3/S2, Edgebander w/Pre-Mill & Corner Rounding, 0.3-3 mm Edge thickness, 60 mm panel ... 
Homag #Optimat-KAL-210/7/A20/S2, edge bander w/pre-mill & corner rounding, 2007 

IDM edge banding line 

IMA #Advantage-500, Edgebander, 2014 

SCM £Olimpic-K560, Edgebander, 39-59 ft/min,.3" -2.3" panel thickness,23.6"btwn panels,2019 

SCMI #Olimpic-K360, Edgebander, 2018 


WOODWORKING PLANERS - (109 listings on our website!) 

14" SCM #S35, very heavy duty planer, serial #AV220480 

24" x 8" Powermatic #225, 10 HP wood planer 

24" Silver 4SWP-24SD, spiral head, 2021 

30" x 8" Buss #DL, Single Sided Planer, 30" W x 65" L x 8" H Bed cap., (2) 15 HP motors 
Delta #TP305, Wood Planer 


Stakma #PALLETMAX-4500, Pallet production 
machine 


Pallet Nailers i = T Mfr: 


Stakma 
Model:PALLETMAX 4500 
i Seller: Stakma 
i EU 
Search Pallet Nailers on SurplusRecord.com to —= ë Tel: 3706-389-0199 


: an SR ID: 446525 
view all 60 listings. Price: Call for Price 


PALLET NAILERS AND PALLET EQUIPMENT - (60 listings on our website!) 
Baker Single Head Pallet Notcher 

Baker Pallet Mill Resaws, Dedusters, Notcher, Chop Line, Forklifts, Complete Operations 
Pallet Chief #IV, Pallet Nailer, 2023 

Pneumatico #Block Nailer, Hardly used - ready to ship, 2023 

PRS #AT15, Pallet Dismantler, Conveyor, Transformer 

Universal #Nail-Mate Pallet Nailer, Includes (4) Almost new guns 

Viking #304A, Pallet Nailer,produces upwards of 500 pallets/shift,single operator 
Viking #Champion-304A Nailer, 2015 

Viking #Champion-Classic-304A, Pallet Nailer 

Viking #Champion-QC306, Nailer, 2021 


6" Grizzly #G0564, Oscillating Edge Sander, 6" 


Wide x 108" long belt, 3/4 oscillation ... 


Mfr: Grizzly 
Model:G0564 
Seller: Ex-Factory 
Charlotte, NC 
704-285-2223 
SR ID: 330499 
Price: $2,500 


Sanders, 
Woodworking 


Search Woodworking Sanders on E | Tel: 


SurplusRecord.com to view all 186 listings. 
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CA 
IL 
IL 
NC 
MI 
NY 
NY 
CT 
MN 
CA 
CA 
IA 
CA 
MA 
FL 
NC 
MN 
NC 
WA 
PA 
MI 
CT 
CA 
CA 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


714-612-1480 
847-427-3333 
847-276-2761 
704-285-2223 
866-367-7297 
631-249-5566 
631-249-5566 
860-484-4449 
651-207-8203 
818-465-6700 
714-612-1480 
515-999-2999 
714-612-1480 
508-894-0008 
800-638-8888 
704-285-2223 
651-207-8203 
704-285-2223 
360-864-2800 
412-472-0500 
616-868-1111 
860-964-6549 
714-612-1480 
714-612-1480 


DEALER 

TNT Industrial 
Perfection Machy 
Liberty Machinery 
Ex-Factory 
Westbrook Engrg 
Prestige Equipment 
Prestige Equipment 
Global Machine 
Inter-Plant Sales 
Machinery Network 
TNT Industrial 

N S Machine Corp. 
TNT Industrial 
Nevins Machinery 
Generation Machine 
Ex-Factory 
Inter-Plant Sales 
Ex-Factory 
Machinery Scene 
WHEMCO Inc 
Vander Ziel Machy 
CNC Parts 

TNT Industrial 

TNT Industrial 


SR Ір 
460955 
469777 
450611 
365990 
418728 
260947 
032764 
471305 
265317 
414971 
463897 
392774 
460081 
170554 
457734 
373307 
265670 
365986 
390263 
288735 
392746 
471933 
463902 
460786 


Cam-Wood #EB-L5, Edgebander, 0.4-3 mm Edge 


thickness, 10-50 mm material thickness ... 


MN 
IL 

NC 
ON 
NC 
NC 
NC 
NC 
GA 
OH 
NC 
IL 

NC 


ON 
CA 
ON 
NC 
AZ 


Baker 


NC 
NC 
NC 
NC 
NC 
NC 
NC 
NC 
NC 
NC 


“| шшш 
ee 


4 


——— 


612-521-5700 
312-226-4150 
704-285-2223 
416-366-2326 
704-288-1904 
704-285-2223 
704-285-2223 
704-285-2223 
770-621-0495 
513-575-1152 
704-288-1904 
816-330-2138 
704-288-1904 


647-384-9663 
714-612-1480 
647-384-9663 
704-285-2223 
520-836-9727 


go 


704-288-1904 
704-288-1904 
704-288-1904 
704-288-1904 
704-288-1904 
704-288-1904 
704-288-1904 
704-288-1904 
704-288-1904 
704-288-1904 


Mfr: Cam-Wood 
Model:EB-L5 
Seller: Ex-Factory 
Charlotte, NC 
Tel: 704-285-2223 
SR ID: 432412 
Price: $24,990 


DEALER 

Hoff Machinery, Inc 
Mchy Marketing Intl 
Ex-Factory 

Platinum Asset 
Carolina Mchy Sales 
Ex-Factory 
Ex-Factory 
Ex-Factory 
Equipment Hub 
Chrisgo Equipment 
Carolina Mchy Sales 
Revelation Machy 
Carolina Mchy Sales 


DEALER 

Brighton Machy 
TNT Industrial 
Brighton Machy 
Ex-Factory 
Peterson Machinery 


Mfr: Baker 


SRID 
125616 
472012 
432413 
446313 
471948 
432415 
432416 
432417 
376450 
463475 
473530 
476298 
469674 


SRID 
412883 
389752 
473526 
432435 
457932 


#Single-Head-Notcher, Pallet Notcher 


Model:SINGLE-HEAD-NOTCHER 
Seller: Carolina Mchy Sales 


Monroe, NC 
Tel: 704-288-1904 
SR ID: 467424 
Price: Call for Price 


DEALER 

Carolina Mchy Sales 
Carolina Mchy Sales 
Carolina Mchy Sales 
Carolina Mchy Sales 
Carolina Mchy Sales 
Carolina Mchy Sales 
Carolina Mchy Sales 
Carolina Mchy Sales 
Carolina Mchy Sales 
Carolina Mchy Sales 


SRID 
458927 
459343 
467423 
467422 
476607 
471941 
459345 
467421 
458926 
468358 


Sipest ZLevigratrice-LS102/6 Profile sander, 1-1/ 
4"spindle,tilt to 45?,2 heads,like ... 


Mfr: Sipest 


Model:LEVIGRATRICE-LS102/6 


Seller: Brighton Machy 
ON 


Tel: 647-384-9663 
SR ID: 352294 
Price: Call for Price 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! December 2023 


ELECTRICAL & POWER EOUIPMENT LISTINGS 


Scan to see all our 
Electrical and e 

Power Categories mm 
on our Website 


: і Circuit Breakers АС Motors DC Motors Transformers VFD's 
including: 


and more! 


250 HP Cleaver-Brooks #CB-200-250, 200 psi, 350 HP Cleaver-Brooks #CEW200-350-150, 150 
updated ge w/ Fireye, 1995 psi,firetube »boller,250 HP,CB 3-pass,1994 

Mfr: Cleaver-Brooks - Mfr: Cleaver-Brooks 

Model:CB-200-250 Model:CEW200-350-150 

Seller: Delta Linen Inc à Seller: Ware Inc 

i т 1 NM i Louisville, KY 
Search Firetube Boilers on SurplusRecord.com Tel: 505-228-7467 ; " Tel: 800-228-8861 
i ich SR ID: 456596 SR ID: 723822 
to view all 168 listings. Price: $30,000 Price: Call for Price 

FIRETUBE BOILERS - (168 listings on our website!) DEALER SRID 
30 HP Smith-Hughes #RT-30A, Nat.gas/Propane,150 psi,1035 PPH,skid mounted,rental OH 513-271-2226 Smith Hughes Co 116830 
30 HP York-Shipley, 150 psi, gas/#2 oil, firetube boiler, 1997 IL 847-541-8300 Indeck Power Equip 353712 
30 HP York-Shipley, 150 psi, Firetube Boilers, 1997 (2) IL 847-541-8300 Indeck Power Equip 353715 
40 HP Cleaver-Brooks #CB-100-40, 30 psi, refurbished w/warranty, £2 oil fired VA 757-247-3000 Power Mechanical 889211 
42 HP Firetube Boiler, electric, 125 psi IL 847-541-8300 Indeck Power Equip 353718 
50 HP Hurst, steam boiler, 150 psi steam, gas/#2 oil, new condition OK 918-446-3586 Boyle Services Inc 448309 
60 HP Hurst #VIX-G-150-150, high pressure steam boiler, 150 psi, 2022 CA 805-525-2171 Turners Machinery 443942 
60 HP Precision, 60 kW, 125 psig electric steam boiler, zero emissions, new TX 800-227-1966 Nationwide Boiler 463124 
70 HP Victory Energy, gas/#2, steam, 150 psi, firetube boiler, UL/CSD1, 2022 (2 available) KY 800-228-8861 Ware Inc 952553 
70 HP York-Shipley, natural gas, 150 psi, recond., new Oilon Burner, new controls & wiring, re-tubed ... SC 864-316-4028 Energy Equip. Co 370273 
80 HP Hurst Boiler #Series-200, 150 psi, new condition OK 918-446-3586 Boyle Services Inc 448310 


New & Used Boilers e Parts & Accessories 


" ASME.Fabrication s Rental “Service 


Tel: 918-446-3586 ° Fax: 9 918-446-1408 ° www. BoyleServices. com TULSA'S PREMIER 


боч 


Boyle Services Inc. BOILER SERVICE 

A 701 W. 41* St., Tulsa, Oklahoma 74107 PROVIDER 

100 HP Dixon, boiler, 1950 AZ 623-979-3301 Arizona Boiler Co 073434 
100 HP Smith Hughes #RT-100A, 3450 PPH,200 psi, York Shipley Nat Gas.#2 fired,firetube steam ... OH 513-271-2226 Smith Hughes Co 116840 
100 HP Smith Hughes #RT-100B, 3450 PPH,150 psi,Cleaver-Brooks Nat Gas fired,firetube steam ... OH 513-271-2226 Smith Hughes Co 116843 
100 HP Victory Energy (XID), 150 psi, gas/#2 oil, steam, firetube boiler, UL/CSD1,2022 KY 800-228-8861 Ware Inc 983333 
100 HP Firetube Boiler, 15 psi, 2001 IL 847-541-8300 Indeck Power Equip 384267 
120 HP Cyclotherm, 150 psi, refurbished with warranty VA 757-247-3000 Power Mechanical 892854 
175 HP Victory Energy (XID), 150 psi, gas/#2 oil, steam, firetube boiler, UL/CSD1,2022 KY 800-228-8861 Ware Inc 983334 
200 HP Cleaver-Brooks £CB, 150 psi steam,reconditioned w/warranty,gas VA 757-247-3000 Power Mechanical 900880 
200 HP Cleaver-Brooks #CB-200-200S, Nat gas fired,15 psi,refurbished w/warranty VA 757-247-3000 Power Mechanical 889859 
200 HP Cleaver-Brooks #CB-200-200015, Nat gas fired,15 psi,refurbished w/warranty VA 757-247-3000 Power Mechanical 920689 
200 HP Cleaver-Brooks #CB-600-300, 150 psi, #2/#6 oil fired, w/warranty VA 757-247-3000 Power Mechanical 892873 
200 HP Cleaver-Brooks #CB-600-300, 150 psi, 42/76 oil fired, w/warranty VA 757-247-3000 Power Mechanical 892874 
200 HP Cleaver-Brooks #CBLE-101-200-150, 150 psi,refurbished w/warranty,#2 oil fired VA 757-247-3000 Power Mechanical 929693 
200 HP Kewanee #H3S-200-G02, 150 psi steam,refurbished w/warranty,natural gas fired VA 757-247-3000 Power Mechanical 889231 
200 HP Kewanee #H3S-200-Ohio-G, 150 psi steam,refurb.w/warranty,natural gas fired VA 757-247-3000 Power Mechanical 889230 
200 HP Smith Hughes #RT-6.7HWA, 6.7MM BTU,125 psi,250°F,Superior Nat Gas fired,hot water ... OH 513-271-2226 Smith Hughes Co 116860 
200 HP Unilux #ZF800W, Nat gas, 60 psi hot water, refurbished w/warranty VA 757-247-3000 Power Mechanical 889228 
200 HP Universal Boiler #BF-200W4, Nat gas,60 psi hot water,refurb.w/warranty VA 757-247-3000 Power Mechanical 889229 
200 HP Firetube Boiler, 200 psi, gas/#2 oil, used IL 847-541-8300 Indeck Power Equip 353761 
200 HP Firetube Boiler, trailer mounted, 200 psi, gas/#2 oil (10) IL — 847-541-8300 Indeck Power Equip 353768 
250 HP Cleaver-Brooks #CB-200-250, 30 psi hot water,refurb.w/warranty,NG/#2 oil fired VA 757-247-3000 Power Mechanical 889236 
250 HP Cleaver-Brooks #CB-200-250, 30 psi hot water,refurb.w/warranty,NG/#2 oil fired VA 757-247-3000 Power Mechanical 889237 
250 HP Cleaver-Brooks #CB-400-250, 30 psi hot water,refurb.w/warranty,NG/#2 oil fired VA 757-247-3000 Power Mechanical 889235 
250 HP Cleaver-Brooks #CB-700-250, Nat gas,30 psi hot water,refurb.w/warranty VA 757-247-3000 Power Mechanical 889233 
250 HP Superior #4-5-1276, 15 psi steam,refurb w/warranty,nat.gas/#2 oil fired VA 757-247-3000 Power Mechanical 889232 
300 HP Superior, natural gas, 30 PPM NOx, 150 psi, recond., new controls & wiring, guarantee ... SC 864-316-4028 Energy Equip. Co 370278 
350 HP Cleaver-Brooks #CBI-200-350-150, 150 psi,Nat gas/#2 oil,refurb,warranty VA 757-247-3000 Power Mechanical 936013 
350 HP Kewanee £H3S-350G, Nat gas, 150 psi steam, refurbished w/warranty VA 757-247-3000 Power Mechanical 889239 
400 HP Cleaver-Brooks, natural gas, 30 PPM NOx, 15 psi, recond., new controls & wiring, guarantee ... NC 864-316-4028 Energy Equip. Co 370279 
400 HP Cleaver-Brooks boiler, 150 psi, used CA 800-227-1966 Nationwide Boiler 321053 
475 HP Superior, 150 psig, 5 ppm Ultra Low NOx, new KS 800-227-1966 Nationwide Boiler 463125 
650 HP Superior, 250 psig, Gas, Ultra Low NOx, used w/warranty CA 800-227-1966 Nationwide Boiler 370350 
800 HP Cleaver-Brooks #CB-800, 150 psi, refurbished with warranty VA 757-247-3000 Power Mechanical 934323 
1000 HP Johnston Boiler, natural gas & No 2 oil, 150 psi, recond., re-tubed, new controls & wiring ... SC 864-316-4028 Energy Equip. Co 370280 
1200 HP Victory Energy, 250 psi, gas/#2 oil, low NOx, firetube boiler, 2021 KY 800-228-8861 Ware Inc 421001 
2500 HP Victory Energy, 200 psi, gas/#2 oil, low NOx, firetube boiler, 2021 KY 800-228-8861 Ware Inc 421002 
Ajax #SA-10-C, boiler, 1995 AZ 623-979-3301 Arizona Boiler Co 073433 
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FIRETUBE BOILERS - (168 listings on our website!) 
Cleaver-Brooks #CB-200-400, boiler, 1992 

Hurst Series #300-300, boiler, 1999 

Ray #WW-500, boiler, 1979 

Superior #200LS, boiler, 1989 

Superior #5-5-1506, boiler, 1977 


WATERTUBE BOILERS - (108 listings on our website!) 
2070 PPH Fulton #ICS60, fuel fired steam boiler, Natural gas 
37250 PPH Victory Energy Voyager VS-4-51, 1000 psig,superheated,O-type,new 

40000 PPH Cleaver-Brooks #NOS-1A-53, 350 psi,trailer mounted,lox NOx Natcom boiler 

40000 PPH Watertube Boiler, 395 psi, gas/#2 oil,trailer mtd,Low NOx burner (4) 

50000 PPH Superior, 650 psi saturated,Gas,low NOx,2.5 ppm NOx option,used w/warranty 

57000 PPH Babcock & Wilcox, boiler, 1972 

60000 PPH Nebraska, 200 psi,Nat.gas/#2 oil,refurb w/warranty,sale/rent,1988 

60000 PPH Watertube Boiler, 395 psi, gas/#2 oil, low NOx burner (3) 

60000 PPH Watertube Boiler, 750 psig, 750 deg.F., gas/oil, 2000 

70000 PPH Nebraska, 400 psi saturated,gas,2.5 ppm NOx option,used w/warranty (Various Ages) 
70000 PPH Watertube Boiler, 350 psi, gas/#2 oil, Low NOx burners, 1990 (3) 

70000 PPH Watertube Boiler, 200 psi, gas/No. 6 oil 

75000 PPH Babcock & Wilcox, boiler, 1973 

75000 PPH Cleaver-Brooks #NOS-2A-67, 350 psi,trailer mounted,lox NOx burner 

75000 PPH Nebraska, Natural gas/£2 oil, 650 psi steam, for sale/rent 


AZ 
AZ 
AZ 
AZ 
AZ 


NJ 
OK 
IL 
IL 
TX 
AZ 
VA 
IL 
IL 
CA 
IL 
IL 
AZ 
IL 
VA 


623-979-3301 
623-979-3301 
623-979-3301 
623-979-3301 
623-979-3301 


609-267-1600 
918-274-0023 
847-541-5600 
847-541-8300 
800-227-1966 
623-979-3301 
757-247-3000 
847-541-8300 
847-541-8300 
800-227-1966 
847-541-8300 
847-541-8300 
623-979-3301 
847-541-5600 
757-247-3000 


DEALER SR ID 
Arizona Boiler Co 073435 
Arizona Boiler Co 073437 
Arizona Boiler Co 073436 
Arizona Boiler Co 073441 
Arizona Boiler Co 073438 
DEALER SR ID 
Perry Videx LLC 430857 
Victory Energy 083776 
Wabash Power Equip. 209893 
Indeck Power Equip 715698 
Nationwide Boiler 238314 
Arizona Boiler Co 073439 
Power Mechanical 666709 
Indeck Power Equip 715700 
Indeck Power Equip 067249 
Nationwide Boiler 321057 
Indeck Power Equip 275824 
Indeck Power Equip 275815 
Arizona Boiler Co 073440 
Wabash Power Equip. 209895 


Power Mechanical 144271 


INEIE LK 2782, RENT*SALE* LEASE 


1111 Willis Ave,. Wheeling, IL 60090 


INDECK | 


Boter Sabet вла Recta! 


847-541-8300 


Watertube & Firetube Boilers e Mobile Boilers e HRSG e Waste Heat Recovery B 


Please contact us to inquire about our extensive line of industrial power plant equipment available from stock: Boilers (various styles & sizes), Boiler Parts & 
Accessories, Burner Management Systems, and More. Indeck maintains the world’s largest boiler inventory of skid and trailer mounted rental equipment for 
mobile boiler rentals, emergency boiler needs, and sale of industrial boilers. 


75000 PPH Victory Energy #Voyager-VS-4-57, NG,400 psig,saturated O-type,new 

75000 PPH Victory Energy, 750 psi,750°,Gas/#2,Faber low NOx,2016 

75000 PPH Watertube Boiler, 395 psi, gas/#2 oil, trailer mtd, Low NOx burner (6 available) 

75000 PPH Watertube Boiler, 395 psi, gas/No. 6 oil, 2008 (2) 

78000 PPH Watertube Boiler, 395 psi, gas/#6 oil, 2007 

80000 PPH Watertube Boiler, 395 psi, gas/#2 oil, trailer mtd, Low NOx burner (8) 

82500 PPH Babcock & Wilcox, 500 psi Saturated, Gas, Low NOx, 2.5 ppm NOx Option, Used w/ Warranty 
82500 PPH Victory Energy, Low Nox watertube boiler,350 psi,gas/#2,Faber low NOx,2016 

83000 PPH Watertube Boiler, 395 psi, gas/#2 oil, trailer mtd, Low NOx burner (10) 

85000 PPH Superior, 750 psig Superheat, Gas, Low NOx, 2.5 ppm NOx option, new 

100000 PPH Nebraska, 500 psi saturated,gas,low NOx,2.5 ppm NOx option,used w/warranty 

Bryan #CL-240-W-GI, Hot Watertube Boiler, 50 psig relief valve, 287 sq.ft. heating surface, 60 psig ... 
Cleaver-Brooks #D-52-RH, 500 HP, 260 psi, WT-200X-BR-2 burner, Nat gas, #2 oil 

Sellers #29HP-77C, Natural gas boiler,2 HP,150 psi,1212000 BTU/hr input,1004000 BTU/hr output 
Smith Hughes #RT-40A, 40 HP, Nat Gas/Propane, 900 psi, trailer enclosed, rental 


50 HP Smith Hughes #RS-50A, electric steam 
boiler,150 psi, Vapor Power,skid mtd,rental 


Electric Boilers ZEN Mfr: Smith Hughes 
Ke 


Model:RS-50A 
Seller: Smith Hughes Co 
` B К - Cincinnati, OH 
Search Electric Boilers on SurplusRecord.com "i F Tel: 513-271-2226 


to view all 20 listings. Pres: Call for Price 


OK 
KY 
IL 
IL 
IL 
IL 
TX 
KY 
IL 
TX 
TX 
NC 
AL 
NJ 
OH 


918-274-0023 
800-228-8861 
847-541-8300 
847-541-8300 
847-541-8300 
847-541-8300 
800-227-1966 
800-228-8861 
847-541-8300 
800-227-1966 
800-227-1966 
704-285-2223 
205-454-8184 
609-267-1600 
513-271-2226 


oilers e High Temp Hot 


Victory Energy 083774 
Ware Inc 949637 
Indeck Power Equip 715699 
Indeck Power Equip 275829 
Indeck Power Equip 741280 
Indeck Power Equip 067250 
Nationwide Boiler 284015 
Ware Inc 949638 
Indeck Power Equip 067251 
Nationwide Boiler 284017 
Nationwide Boiler 284016 
Ex-Factory 368174 
Transamerican Equip 135952 
Perry Videx LLC 420882 
Smith Hughes Co 116833 


60 HP Precision, 150 psi, zero emissions electric 
boiler, new 


Mfr: Precision 

Model: 

Seller: Nationwide Boiler 
Fremont, CA 

Tel: 800-227-1966 

SR ID: 320824 

Price: Call for Price 


BUS DUCT - (72 listings on our website!) 

200 Amps, ITE / Siemens, X2003, copper, 3 wire, 600 V. 

400 Amps, General Electric, FVK364, 3 phase, 3-wire, copper, reconditioned, 9000" 
400 Amps, General Electric, LP3HA04SL10, aluminum, 3 wire, grounded, 600 V. 
400 Amps, General Electric, PAHAO4SLI10, 1100" 

400 Amps, ITE, ABD4044, 4-wire aluminum, 300', reconditioned 

400 Amps, ITE, BDP304, 3-wire copper, 1600', reconditioned 

400 Amps, ITE, U304ABP, 3-wire aluminum, 200" 

800 Amps, General Electric, FVK368, 3 phase, 3-wire, copper, 1200' 

800 Amps, Siemens, R308 CPG, 1500' 

800 Amps, Square D, APH2308G-10ST, 3 ph,3 wire,aluminum,High Int.,100',recond. 
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MN 
MN 
MN 
TN 
MN 
MN 
MN 
MN 
TN 
MN 


800-328-1842 
800-328-1842 
800-328-1842 
865-573-7768 
800-328-1842 
800-328-1842 
800-328-1842 
800-328-1842 
865-573-7768 
800-328-1842 


DEALER SR ID 
EMSCO 275668 
EMSCO 831807 
EMSCO 275667 
Volunteer Equipment 203736 
EMSCO 361441 
EMSCO 361439 
EMSCO 361440 
EMSCO 831808 
Volunteer Equipment 247213 
EMSCO 080056 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


BUS DUCT - (72 listings on our website!) 

800 Amps, Square D, CP2308G10ST, CP2508G10ST, 500' 

1000 Amps, G.E., FVK3610, 3 ph, 3 wire, copper, 4000' (+) used/reconditioned 
1000 Amps, Siemens Sentron, SX410A10PL10, 3 ph,4 wire,Aluminum,500'+,recond. 
1200 Amps, General Electric, PAGC12SLI10, copper, 4 wire, grounded 

1350 Amps, Square D, AP2313G, 500' 

1350 Amps, Square D, AP313G10, AP413, AP413G10, bus duct, in stock 

2000 Amps, ABB Spectra Busway, 3PH4W, 600 V., 2000', new 

2000 Amps, GE Spectra Busway, P3HA20SLI10, 3PHAW, 600 V., 1200', 3 wire aluminum 
2000 Amps, General Electric, PSHC20SLI10, copper, 3 wire, grounded 

3000 Amps, GE Spectra Series, PAHA30SLI10, 3 ph,4-wire,aluminum,500',recond. 
3000 Amps, Square D, AP2530G10ST, 500' 

4000 Amps, Siemens, SX440A-SX440C 

4000 Amps, Square D, AF2540G10ST, 3 ph,4 w,Al.feeder,100',new/surp,$5000/pc 
4000 Amps, Square D, AP2540G10ST, 4 wire, AL,w/ground,200'+,$600.00/ft 

4000 Amps, Square D, CP2540G10ST, 4 w,copper,ground,250',recond.,$5000.00/pc 
4000 Amps, Westinghouse, POW-R-Way,3 w,AL,w/ground,600',recond.,$400.00/ft 


TN 
MN 
MN 
MN 
TN 
MN 
TN 
TN 
MN 
MN 
TN 
TN 
MN 
MN 
MN 


865-573-7768 
800-328-1842 
800-328-1842 
800-328-1842 
865-573-7768 
888-588-6560 
865-573-7768 
865-573-7768 
800-328-1842 
800-328-1842 
865-573-7768 
865-573-7768 
800-328-1842 
800-328-1842 
800-328-1842 
800-328-1842 


December 2023 
DEALER SR ID 
Volunteer Equipment 247212 
EMSCO 027776 
EMSCO 124251 
EMSCO 275666 
Volunteer Equipment 282460 
H & H Buy & Sell 719338 
Volunteer Equipment 257079 
Volunteer Equipment 257080 
EMSCO 275437 
EMSCO 804472 
Volunteer Equipment 388714 
Volunteer Equipment 167656 
EMSCO 022850 
EMSCO 036394 
EMSCO 113665 


EMSCO 


769607 


BUSWAY * BUSPLUGS * SWITCHGEAR * PANELBOARDS * MOLDED CASE CIRCUIT BREAKERS * AIR CIRCUIT BREAKERS * FUSES SAFETY SWITCHES 


BOLTED PRESSURE SWITCHES • TRANSFORMERS * STARTERS * VFD • MOTOR CONTROL CENTERS • MCC BUCKETS * AND MORE... 


A NORTH AMERICAN LEADER IN THE SALES OF RECONDITIONED, 
USED, AND SURPLUS COMMERCIAL INDUSTRIAL ELECTRICAL 


EQUIPMENT FOR MORE THAN 100 YEARS 


E 


EMSCO 


ELECTRIC MOTOR SUPPLY COMPANY 


BUS PLUGS - (273 listings on our website!) 

30 Amps, ABB / G.E. 3W, bus plugs fused ABB #RG3603TRNI G.E. #SB361RG, new 

30 Amps, GE Spectra, SB321RG, SB361RG 

30 Amps, Siemens, SLID4610G, 600 V.,3p4w with ground, reconditioned 1 yr warranty 
35 Amps, Cutler Hammer / Westinghouse, BPEHD3035G,Bus Plug,3-Wire,480 V. 

50 Amps, G.E., DFPTQLA, circuit breaker type, 3 phase, 4 wire, 240 V., new in box 

60 Amps, Siemens Sentron, SLID4620, 3 phase, 4 wire, 600 V. (7+) 

60 Amps, Siemens Sentron, SLVBH4620, 3 phase, 4 wire, 600 V. (7+) 

60 Amps, Siemens Sentron, bus plug with ED6 breaker IP40 

60 Amps, Square D, PQ4606, 3 phase, 4-wire, 600 V. (10) 

100 Amps, ABB / G.E., 3W bus plugs fused ABB #RG3610TRNI С.Е. #SB363RG, new 
100 Amps, GE, AC363RG, 600 V.,3p3w with ground,reconditioned,1 yr warranty 

100 Amps, General Electric, AC463RG/AC463RGJ/SB463RG 

100 Amps, GE, SB463RGJPZGG01, 4w,600V.,class J fusing,gasketed,new-out of box 10+ 
100 Amps, GE, SB463RGJPZGG04, 4w,600V.,class J fusing,gasketed,new-out of box 20+ 
100 Amps, Siemens, REC3100G, 3 phase, 3-wire with ground, breaker style (10) 

100 Amps, Siemens, RV423, 3 phase, 4-wire, 240 V., new (10) 

100 Amps, Siemens Sentron, SLID4630, 3 phase, 4 wire, 600V (3) 

100 Amps, Siemens, SLID4630G, 600 V., 3p4w with ground, reconditioned 1 yr warranty 
100 Amps, Siemens, XEC4100, 3 phase, 4-wire breaker style, new (10) 

100 Amps, Square D, PBPO4A100, 3 phase, 4-wire, 600 V. (3) 

100 Amps, Square D, PQ3610G, 600V 3P3W w/ground,reconditoned,3 yr warranty 

175 Amps, Siemens Sentron, bus plug, HFD6 breaker frame, internal ground, 600 VAC 
200 Amps, АВВ / G.E., 4W bus plugs fused ABB #RG4620RPI G.E. #SB464RG, new 

200 Amps, GE, AC364RG, 600 V.,3p3w with ground,reconditioned,1 yr warranty 

200 Amps, Siemens Sentron, SLID4640, 3 phase, 4 wire, 600 V. (3) 

200 Amps, Square D, 4W bus plug breaker style pjd36200gn 

200 Amps, Westinghouse, ITAP364, neutral & grounds (10 available) 

225 Amps, Cutler Hammer / Eaton bus plug, SNV98046-A04 

225 Amps, C.H., LABFD3225N З ph,4 wire,circuit breaker type 125-150 amp surp (10+) 
250 Amps, Square D, 4W breaker style PJJ36250GNU33X 

400 Amps, Cutler-Hammer, P3BMD3400N, breaker, 600 V., 4 wire 

400 Amps, General Electric, DE365RT,600VAC,3P3W fusible,DE FLEX-A-POWER 

400 Amps, General Electric, SB465RG, Busplug, 3 Phase, 20.5" W x 18.75" D X 18.75" H 
400 Amps, Square D, PBQ3640G, 3 Pole, 600 V. 

600 Amps, GE, AC466RG,Armor-Clad fusible style bus plug,4-wire,600 V. 


ELECTRICAL & POWER EQUIPMENT 


AC-PRO TRIP UNIT CERTIFIED 
SALES & INSTALLATION 


865-573-7768 
865-573-7768 
800-391-0109 
800-328-1842 
800-328-1842 
800-328-1842 
800-328-1842 
562-692-0228 
800-544-7375 
865-573-7768 
800-391-0109 
202-269-1903 
800-328-1842 
800-328-1842 
800-544-7375 
800-544-7375 
800-328-1842 
800-391-0109 
800-544-7375 
800-544-7375 
800-391-0109 
562-692-0228 
865-573-7768 
800-391-0109 
800-328-1842 
865-573-7768 
202-269-1903 
865-705-0416 
800-328-1842 
865-573-7768 
800-328-1842 
517-750-3898 
800-421-5082 
800-803-9256 
800-328-1842 


1-800-328-1842 


DEALER 

Volunteer Equipment 
Volunteer Equipment 
Current Midwest 
EMSCO 

EMSCO 

EMSCO 

EMSCO 

Ind Ctrl & Supply 
Denver Breaker 
Volunteer Equipment 
Current Midwest 
EEC of VA 

EMSCO 

EMSCO 

Denver Breaker 
Denver Breaker 
EMSCO 

Current Midwest 
Denver Breaker 
Denver Breaker 
Current Midwest 

Ind Ctrl & Supply 
Volunteer Equipment 
Current Midwest 
EMSCO 

Volunteer Equipment 
EEC of VA 

Bridges Elk Valley 
EMSCO 

Volunteer Equipment 
EMSCO 

RN T Supply Inc 
Quality Switchgear 
Midwest Electrical 
EMSCO 


Whatever the Reason, Over 100 Years of Expericence is a Call Away! 


SRID 
443994 
240932 
364469 
291764 
127842 
124248 
124246 
273878 
937643 
443995 
323025 
064194 
149788 
149787 
937651 
937647 
124249 
364470 
937650 
937645 
112912 
273879 
432901 
323026 
124250 
443992 
249163 
435291 
129004 
443993 
275340 
100466 
257354 
107724 
279431 
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December 2023 


BUS PLUGS - (273 listings on our website!) 

600 Amps, General Electric Spectra Series, Cat SB366RG, 3ph 3w w/ ground - surplus 
600 Amps, General Electric, DE366R,600VAC,3P3W fusible,DE FLEX-A-POWER 

600 Amps, Siemens, XLU UV366GR, low volage busway system plug, 600 V. 3 P ground 
600 Amps, Square D I-Line,PBQ3660,PBG4660,PTMA36600N,more sizes in stock 

600 Amps, Square D, PJL36060CU33A, 600 V. 

600 Amps, Westinghouse, BPMC3600, 600 V., 3 wire 

800 Amps, Square D, PTMA36800G, 600 V., 3 wire, ground 

800 Amps, Square D, PTMH3680GH, PTRJ36080GNHU41A 4W 

1200 Amps, Square D, PTPA36120G, 600 V., 3 wire, ground 

1200 Amps, Square D, PTPA36120G, PAF361200 breaker, 480/600 V.,3 wire 

1200 Amps, Square D, PTQ36120G,l-line fusible style bus plug,3-Wire,600 V., refurb. 
1200 Amps, Square D, PTQ46120G I-Line fusible style bus plug,bolt-on type connection 
1200 Amps, Westinghouse, IBP-NC31200N, 600 V., 4 wire 

1600 Amps, Cutler-Hammer / Eaton Pow-R-Way III, STE0129236-A01, 3-wire,600 V. 

1600 Amps, G.E. Spectra Power take off, 3 ph,3 wire,from 2500 amp copper busway 


Capacitors 


SINGLE PHASE CAPACITORS - (18 listings on our website!) 
50 KVAR General Electric, 2-bushing, 2400 VAC (50) 

50 KVAR General Electric, 1-bushing, 13280 VAC (20) 

100 KVAR General Electric, 2-bushing, 2400 VAC (100) 

150 KVAR General Electric, 2-bushing, 2400 VAC (100) 

150 KVAR Westinghouse, 2-Bushing, 7200 VAC (100) 

200 KVAR ABB, 2-Bushing, 14400 V. (67) 

200 KVAR ABB, 1-Bushing, 13280 V., (82 units) 

200 KVAR General Electric, 2-bushing, 2400 VAC (45) 

200 KVAR General Electric, 2-Bushing, 14400 VAC (120) 

200 KVAR General Electric, single-bushing, 13800 VAC (81) 

200 KVAR Westinghouse, 1-bushing, 7200 VAC (44) 

200 KVAR Westinghouse, 2-bushing, 9960 VAC (66) 

400 KVAR ABB & General Electric, 2-bushing, 8320 V., (30) surplus 
400 KVAR General Electric, 2-Bushing, 14400 VAC (40) 

609 KVAR General Electric, 2-bushing, 9960 VAC (45) 


THREE PHASE CAPACITORS - (29 listings on our website!) 

100 KVAR General Electric, 3-bushing, 600 V. 

150 KVAR Commonwealth Sprague Autovar, Bank 150TPCSD431,480 V.,Nema 1 
200 KVAR ABB, 13280 V., single phase, 110 KV, single bushing (82) 

450 KVAR Automatic Power Factor Correction, 480 V.,Square-D Reactivar (2) 
600 KVAR ABB, A48R600C6A1, auto bank capacitor,480V.,ABB 1200A CB MG-8691,N3R 
600 KVAR ABB, 12470 VAC (14) 

675 KVAR Eaton 675TPHSR431WS, Autovar power capacitor bank, 480 V. 3 ph. 
1800 KVAR Nepsi, 4160 V., 2 step with reactors & vac switches, Nema 3R 

7200 KVAR Cooper, sgl fuse,13200 V.,type EXTL,open frame 36 200 kvar,cans 
8650 KVAR Eaton / Cutler Hammer, 4160 V., 6 steps, Nema 3R, 2007 (2) 


Circuit Breakers, Air Indoor Type 


LOW VOLTAGE AIR CIRCUIT BREAKERS - (2,578 listings on our website!) 
150 Amps, Allis-Chalmers, LA-25-A, M/O, D/O, #AB6008 

225 AMPS, ITE, K-225 BLACK, M/O,D/O SURPLUS012-485 

225 Amps, Siemens, KFP-225, М/О, D/O, #AB0699 

250 Amps, ABB molded case circuit breaker 

250 Amps, ABB molded case circuit breaker 

300 Amps, Allis-Chalmers, LA-25, M/O, D/O, #AB0182 

300 Amps, Federal Pacific Electric, DMB-25-1-ML, M/O, D/O, #AB0642 
400 Amps, Allis-Chalmers, LA-25, M/O, D/O, #AB2837 

600 Amps, ABB, K-600, M/O, D/O, #AB2913 

600 Amps, ABB, K-800, E/O, D/O, #AB3892 

600 Amps, Allis-Chalmers, LA-25, M/O, D/O, #AB0181 

600 Amps, Allis-Chalmers, LA-600, M/O, D/O, #AB1916 (2) 

600 amps, allis-chalmers,la-600f, e/o,d/o surplus019-965 

600 AMPS, ALLIS-CHALMERS,LA-600F, M/O,D/O SURPLUS020-635 
600 amps, cutler-hammer, mdn k-600 retrofill assembly unused surplus 015-762 
600 Amps, Eaton, DS-206, M/O, D/O, #AB1973 

600 amps, federal pacific,fp-25, m/o,d/o surplus013-398 

600 Amps, General Electric, AK-1-25, M/O, D/O, #AB2280 

600 Amps, General Electric, AK-1-25-4, M/O, fixed, #AB2281 

600 Amps, General Electric, AK-1-25-4, M/O, D/O, #AB5999 

600 amps, general electric,ak-1-25-9, e/o,d/o surplus008-595 

600 amps, general electric,ak-2-25, e/o,d/o surplus016-918 

600 Amps, General Electric, AK-2-25-2, E/O, D/O, 120 VAC 

600 amps, general electric,ak-5a-25, m/o,d/o surplus008-984 

600 Amps, General Electric, AKF-1-25 (9) 

600 amps, general electric,akf-2-25, e/o,d/o field breaker surplus017-854 
600 Amps, G.E., AKU-2A-25-1, M/O,D/O,SS,LSIG,walk-in,(7) in outdoor gear 
600 Amps, ITE, K-600, ground & test device 

600 amps, ite,k-600, m/o,d/o surplus013-274 

600 amps, ite,k-600 black, m/o,d/o surplus012-486 

600 amps, ite,k-600 red, e/o,d/o surplus011-926 

600 amps, ite,k-600s, e/o,d/o surplus016-666 

600 amps, ite,k-600s, m/o,d/o surplus014-463 

600 amps, ite,k-600s red, m/o,d/o surplus012-381 

600 amps, westinghouse,db-25, m/o,d/o 3p sa surplus015-965 

600 Amps, Westinghouse, DBF-6, E/O, M/O, D/O 

600 AMPS, WESTINGHOUSE,DBL-25, M/O,D/O ЗР SA SURPLUS017-571 
600 Amps, Westinghouse, DBL-25, 1P/3P, M/O, E/O, D/O, w/amptector 
630 Amps, ABB, VD4 17.06.16, 120 V., 2006 

800 amps, abb,emax Ik8 rir, m/o,d/o unused surplus009-813 

800 Amps, ABB, LKE-8, LSIG, M/O, D/O (5) 

800 amps, ite/bbc,Ik-8, m/o,d/o surplus009-133 
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SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 
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December 2023 


LOW VOLTAGE AIR CIRCUIT BREAKERS - (2,578 listings on our website!) DEALER SR ID 
800 amps, ite/bbc,lke-8, m/o,d/o surplus019-202 TX 833-322-0936 National Switchgear 227700 
800 Amps, BBC, LKD-8, M/O, D/O (15) MN 800-328-1842 EMSCO 520235 
800 Amps, Cutler-Hammer, DS-206E, E/O, M/O, D/O AL 877-343-6490 SE Switchgear 029595 
800 Amps, Cutler-Hammer, DSII-308, E/O, M/O, D/O AL 877-343-6490 SE Switchgear 029596 
800 Amps, Cutler-Hammer, DSII-508, LSIG, 3-poles, draw out, З pole, 50 KA @ 480 V. TX 800-421-5082 Quality Switchgear 083424 
800 amps, cutler-hammer,dsii-508, m/o,d/o surplus013-873 TX 833-322-0936 National Switchgear 226466 
800 Amps, General Electric Entelliguard, AKD-20, M/O, D/O, w/gear, 2017 (25) PA 610-515-8775 Belyea Company Inc 179289 
800 amps, general electric,akr-4a-30, e/o,d/o surplus008-450 TX 833-322-0936 National Switchgear 227409 
800 amps, general electric,akr-4a-30, m/o,d/o surplus008-976 TX 833-322-0936 National Switchgear 226511 
800 Amps, General Electric, AKR-4B-30, WO, D/O, w/AC-PRO MN 763-269-2832 Bullock Breakers 014158 
800 amps, general electric,akr-5ae-30, e/o,d/o unused surplus 015-023 TX 833-322-0936 National Switchgear 227249 
800 amps, general electric,akr-6d-30, e/o,d/o surplus016-548 TX 833-322-0936 National Switchgear 226598 
800 amps, general electric,akr-6d-30s, e/o,d/o surplus013-691 TX 833-322-0936 National Switchgear 226354 
800 amps, general electric,akr-7d-30h, m/o,d/o surplus019-023 TX 833-322-0936 National Switchgear 227987 
800 amps, general electric,akr-7f-75, e/o,d/o surplus016-691 TX 833-322-0936 National Switchgear 228679 
800 amps, general electric,akr-10d-30, m/o,d/o surplus010-902 TX 833-322-0936 National Switchgear 229177 
800 Amps, General Electric, AKR-10D-30L, E/O, D/O (2) PA 610-515-8775 Belyea Company Inc 722512 
800 amps, general electric,akr-10f-75, e/o,d/o surplus016-693 TX 833-322-0936 National Switchgear 228218 
800 amps, general electric,akru-6d-30, m/o,d/o surplus013-146 TX 833-322-0936 National Switchgear 226759 
800 amps, general electric,akru-7d-30, m/o,d/o surplus017-782 TX 833-322-0936 National Switchgear 226513 
800 Amps, General Electric, WPF-08, M/O, D/O AL 205-680-3155 III Phase Inc. 011143 
800 amps, general electric,wpx-08, e/o,d/o,we3dapaf1xaaxbx surplus009-799 TX 833-322-0936 National Switchgear 226351 
800 Amps, Siemens, RLF-800, E/O, Static Ill, unused (10) PA 610-515-8775 Belyea Company Inc 731816 
800 amps, siemens allis,la-800a, m/o,d/o surplus015-975 TX 833-322-0936 National Switchgear 226366 
800 amps, siemens allis,laf-800a, m/o,d/o surplus012-732 TX 833-322-0936 National Switchgear 227509 
800 amps, siemens allis,rl-800, e/o,d/o surplus013-257 TX 833-322-0936 National Switchgear 226396 
800 amps, siemens allis,rl-800, m/o,d/o surplus013-246 TX 833-322-0936 National Switchgear 226543 


* Molded Case 


BCS SWITCHGEAR, INC. ° Starters 
* Insulated Case • Switches 
* Air Breaker - ; 
eakers OBSOLETE -PARTS vSwitchgeat 

SWITCHGERR I : 

Powering industry since 1998. Tel: 888-599-0486 * Fax: 940-365-1801 * E-mail: buddy@bcsswitchgear.com 
800 amps, siemens allis,rlf-800, m/o,d/o surplus017-081 TX 833-322-0936 National Switchgear 226350 
800 amps, siemens allis,rlh-800, m/o,d/o surplus018-108 TX 833-322-0936 National Switchgear 226437 
800 amps, siemens allis,rli-800, m/o,d/o rlai8macxxd27b-kb1 surplus010-303 TX 833-322-0936 National Switchgear 226894 
800 amps, siemens allis,rlx-800, m/o,d/o surplus019-629 TX 833-322-0936 National Switchgear 226619 
800 amps, square d,ds-206h, m/o,d/o surplus013-652 TX 833-322-0936 National Switchgear 228150 
800 amps, square d,ds-206s, e/o,d/o surplus012-404 TX 833-322-0936 National Switchgear 226451 
800 amps, square d,dsii-308, m/o,d/o unused surplus010-313 TX 833-322-0936 National Switchgear 227055 
800 amps, square d,dsii-608, m/o,d/o, unused surplus 011-493 TX 833-322-0936 National Switchgear 229436 
800 AMPS, SQUARE D, MASTERPACT, AK-2A-25 RETROFILL ASSEMBLY LGSB UNUSED SURPLUS 014-231 TX 833-322-0936 National Switchgear 228354 
800 Amps, Westinghouse, DS-206H, M/O, E/O, D/O AL 205-680-3155 Ill Phase Inc. 948635 
800 Amps, Westinghouse, DS-206S, M/O, E/O, D/O AL 205-680-3155 Ill Phase Inc. 948656 
1600 Amps, ABB, LKE-16, E/O, D/O MN 763-269-2832 Bullock Breakers 918466 
1600 Amps, ABB, MB/MB-16 OH 800-647-0815 National Power 022866 
1600 Amps, Cutler-Hammer, DSLII-516, M/O, E/O, D/O, Digitrip AL 205-680-3155 III Phase Inc. 948647 
1600 Amps, Cutler-Hammer, MDS-816, M/O, D/O, Digitrip 520M LSI QC 450-772-5608 MGB Transformers 450573 
1600 Amps, Cutler-Hammer, MDS-816, M/O, D/O ON 519-842-6458 Lizco Sales/Rentals 782323 
1600 Amps, Federal Pacific, DMP-50, M/O, D/O MN 763-269-2832 Bullock Breakers 918474 
1600 Amps, Federal Pacific, FPS-50, M/O, D/O MN 763-269-2832 Bullock Breakers 918471 
1600 Amps, Federal Pioneer, 65H-3, M/O, D/O QC 450-772-5608 MGB Transformers 464772 
1600 Amps, General Electric, AK-1-50-9, E/O, D/O, Solid State Trips (2) IN 219-879-0444 Harrison Electric 162490 
1600 Amps, General Electric, AK-2-50, M/O, E/O, D/O, RMS-9 AL 205-680-3155 III Phase Inc. 948641 
1600 Amps, General Electric, AK-3A-50, M/O, D/O, LSG (10) UT 801-322-1058 Bush Sales & Mfg. 193884 
1600 Amps, General Electric Entelliguard, AKD-20, M/O,D/O,w/gear,unused,2017 (35) PA 610-515-8775 Belyea Company Inc 179292 
1600 Amps, General Electric, AKJ-50 TX 800-232-5809 CB Sales 949722 
1600 Amps, General Electric, AKJU-50 TX 800-232-5809 CB Sales 949719 
1600 Amps, General Electric, AKR-7D-50,M/O,D/O, Air Circuit Breaker MN 763-269-2832 Bullock Breakers 270292 
1600 Amps, General Electric, AKRJ-5A-50, E/O, D/O FL 800-688-2382 Switchgear Unlimit 299123 
1600 Amps, General Electric, AKRU-9D-50, M/O, D/O (2) PA 610-515-8775 Belyea Company Inc 881541 
1600 Amps, General Electric, AKS-5A-50, E/O, D/O FL 800-688-2382 Switchgear Unlimit 119853 
1600 Amps, General Electric, AKU-2-50, E/O, M/O, D/O (5) FL 800-688-2382 Switchgear Unlimit 195561 
1600 Amps, General Electric, AKU-3A-50, M/O, D/O (4) FL 800-688-2382 Switchgear Unlimit 317697 
1600 Amps, General Electric, AKU-3A-50S, E/O, D/O FL 800-688-2382 Switchgear Unlimit 211933 
1600 Amps, General Electric, AL-2-50, M/O, D/O (6) FL 800-688-2382 Switchgear Unlimit 104709 
1600 Amps, General Electric, WPF-16, E/O, D/O (4) PA 610-515-8775 Belyea Company Inc 881540 
1600 Amps, General Electric, WPH-16, M/O, with bell alarm PA 610-515-8775 Belyea Company Inc 035447 
1600 amps, ite,k-1600, m/o,d/o surplus013-098 TX 833-322-0936 National Switchgear 226541 
1600 amps, ite,k-1600 blk, m/o,b/i surplus010-609 TX 833-322-0936 National Switchgear 227300 
1600 Amps, ITE, K-DON, E/O, M/O, D/O, red arc chutes, Westrip LSIG (10) QC 450-772-5608 MGB Transformers 386905 
1600 Amps, ITE, K-DON-1600, RED, E/O, D/O FL 800-688-2382 Switchgear Unlimit 348944 
1600 Amps, ITE, KC, M/O, D/O MN 763-269-2832 Bullock Breakers 918468 
1600 Amps, ITE, KC-G, M/O, D/O, FM MN 763-269-2832 Bullock Breakers 918469 
1600 Amps, ITE, KC-GS, M/O, D/O MN 763-269-2832 Bullock Breakers 918470 
1600 Amps, Roller Smith, RS-50, M/O, D/O, LSIG, 600 V. MN 763-269-2832 Bullock Breakers 270291 
1600 Amps, Schneider Masterpact, NW16H1 QC 450-602-9501 Fourniture Elec 345019 
1600 Amps, Siemens, RLX-1600, M/O, D/O MN 763-269-2832 Bullock Breakers 918462 
1600 Amps, Siemens-Allis, LA-1600A, M/O, D/O FL 800-688-2382 Switchgear Unlimit 419441 
1600 Amps, Siemens-Allis, LAF-1600A, E/O, D/O FL 800-688-2382 Switchgear Unlimit 326365 
1600 Amps, Siemens-Allis, RLX1600, M/O, D/O, 480 V.(11) PA 610-515-8775 Belyea Company Inc 038144 
1600 Amps, Square D, DS-416H, M/O, D/O FL 800-688-2382 Switchgear Unlimit 344723 
1600 Amps, Square D, DS-416H, E/O, M/O, D/O MN 763-269-2832 Bullock Breakers 918457 
1600 Amps, Square D, DS-416H, M/O, E/O, D/O, Digitrip AL 205-680-3155 Ill Phase Inc. 948638 
1600 Amps, Square D, DSII-616, M/O, E/O, with gear (10) PA 610-515-8775 Belyea Company Inc 807471 
1600 Amps, Westinghouse, DB-50, M/O, E/0, D/O, 1 pos. & 3 pos. (74) FL 800-688-2382 Switchgear Unlimit 104833 
1600 Amps, Westinghouse, DBL-50, 3 pos., M/O, E/O, D/O (8) FL 800-688-2382 Switchgear Unlimit 104858 
1600 Amps, Westinghouse, DS-416, M/O, ВЛ FL 800-688-2382 Switchgear Unlimit 119854 
1600 Amps, Westinghouse, DS-416, M/O, Bolt In AL 205-680-3155 III Phase Inc. 948657 
1600 Amps, Westinghouse, DS-416H, M/O, E/O, D/O AL 205-680-3155 Ill Phase Inc. 948637 
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LOW VOLTAGE AIR CIRCUIT BREAKERS - (2,578 listings on our website!) 
1600 Amps, Westinghouse, DSII-516, M/O, D/O, Digitrip RMS910 

1600 Amps, Westinghouse, DSL-416, M/O, D/O 

1600 Amps, ACB-1600HR, navy type, E/O, D/O 

2000 Amps, BBC, LK-20, E/O, М/О, D/O 

2000 Amps, Cutler-Hammer, DSL-620, E/O, D/O, Digitrip 

2000 Amps, Cutler-Hammer, DSLII-620 

2000 Amps, Cutler-Hammer, MDS-820, M/O, D/O, Digitrip 520M LSI (4) 
2000 Amps, Federal Pacific, FP-50, M/O, D/O 

2000 Amps, Federal Pioneer, 65H-3, E/O, D/O (3) 

2000 Amps, General Electric, AKF-2C, D/O (6) 

2000 Amps, General Electric, AKF-2C-12, E/O, D/O, DC field breaker 
2000 Amps, General Electric, AKRT-10D-50H, M/O, D/O 

2000 Amps, General Electric, AKRT-50H 

2000 Amps, General Electric, AKST-50 

2000 Amps, General Electric, AKT-2-50, M/O, ВЛ 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


450-772-5608 
800-688-2382 
800-945-0065 
763-269-2832 
888-599-0486 
800-647-0815 
450-772-5608 
800-688-2382 
450-772-5608 
888-599-0486 
800-688-2382 
763-269-2832 
800-232-5809 
800-232-5809 
800-688-2382 


Yeah, We've Got That... 


Circuit Breakers, All-Brands, Current, Obsolete, Parts. 


Custom Made Switchgear Lineups Available, All-Brands. 
N yee For Our Complete Inventory Visit our Website: www.belyeapower.com • sales@belyeapower.com 


ELECTRICAL power systeus 2200 NORTHWOOD AVE, EASTON, PA 18045 USA e (610) 515-8775 * Fax 


2000 Amps, General Electric, AKT-2A-50, E/O, D/O (2) 

2000 Amps, General Electric, AKT-3A-50, E/O, D/O (22) 

2000 Amps, General Electric, AKT-3A-50S, E/O, D/O 

2000 Amps, General Electric, WPS-20, EO, DO 

2000 Amps, General Electric, WPS-20, E/O, M/O, D/O 

2000 Amps, ITE, K-2000, ground & test device 

2000 Amps, Siemens, RLE-2000, E/O, D/O, 85 KA, unused (2) 

2000 Amps, Siemens, RLE-2000, E/O, М/О, D/O, Static Trip II, 85КА © 635V. AIC (12) 
2000 Amps, Square D, DS-420, MO/DO, LS Air, 600 V.,manual 

2000 Amps, Square D, PAF-2036, M/O, fixed 

2000 Amps, Unilec, CN-2, M/O, D/O 

2000 Amps, Westinghouse, DS-420, MO/DO, LSG air circuit breaker, 600 V.,manual 
2000 Amps, Westinghouse, DS-420, M/O, D/O (x4) 

2000 Amps, Westinghouse, DS-532, E/O, M/O, D/O, 50kA @ 480V AIC (10) 

2000 Amps, WPS-20, M/O, E/O, D/O, AKU-10 (4) 

2500 Amps, ABB breaker 

3000 AMPS, ALLIS-CHALMERS,LA-3000, E/O,D/O SURPLUS020-647 

3000 Amps, Federal Pioneer, 75H-3, M/O, D/O (4) 

3000 Amps, Federal Pioneer, 75H-3, 27"frame, M/O, D/O 

3000 Amps, General Electric, AK-2-75S, E/O, D/O, quick close 

3000 Amps, General Electric, AK-2-100, E/O, fixed mount (vertical) 

3000 Amps, ITE, K-3000, E/O, M/O, D/O (3) 

3000 Amps, ITE, K-3000S, E/O, D/O, 65kA@480V. AIC, Draw-Out Mounting (12) 
3000 Amps, Westinghouse, DS-632, E/O Fixed mount, Digitrip, 65kA@480V.3 pole, AIC 
3200 Amps, Cutler-Hammer, DSII-632, E/O, D/O (9) 

3200 Amps, General Electric, AKR-5C-75, E/O, D/O, switchgear 

3200 Amps, General Electric, AKRU-7D-75, E/O, M/O, D/O, 200kA @ 480V.(8) 
3200 Amps, General Electric, AKR-6D-75, M/O, D/O (4) 

3200 Amps, General Electric, AKR-7D-75, E/O, D/O 

3200 Amps, General Electric, AKR-10D-75H, air circuit breaker,3 pole,85kA 9480V,D/O 
3200 Amps, General Electric, WPS/WPH-32, E/O, M/O, D/O 

3200 Amps, Siemens-Allis, LA-3200, M/O, D/O, #AB3176 

3200 AMPS, SIEMENS ALLIS,LA-3200A, M/O,D/O SURPLUS020-652 

3200 Amps, Square D, DSII-632, Digitrip 8100 D85LSG trip, М/О (3) 

4000 Amps, ABB, E6H-A40, E/O, D/O, 85 KA, with gear, unused (7) 

4000 Amps, ABB, K-4000M, E/O, D/O, with bell alarm 

4000 Amps, Cutler-Hammer / W-HSE, DSII-840,E/O,D/O,LSG Air Circuit Breaker,600 V. 
4000 Amps, Eaton, DS-840, E/O, D/O, #AB5976 

4000 Amps, Federal Pioneer, SP-2, M/O, E/O, D/O (3) 

4000 Amps, General Electric, AKR-5C-100, M/O, E/O, D/O, with switchgear 

4000 Amps, General Electric, AKR-6D-100, E/O, D/O (2) 

4000 Amps, General Electric, AKR-9F-100, E/O, D/O 

4000 Amps, General Electric, AKR-10D, M/O, D/O with outdoor cabinet (2) 

4000 Amps, General Electric, AKR-10F-100, E/O, D/O 

4000 Amps, General Electric, AKR-100 (8) 

4000 Amps, General Electric, WPS-40, E/O, D/O, AKD-10 (2) 

4000 Amps, General Electric, WPS-40, E/O, D/O, OEM, unused (2) 

4000 Amps, ITE, К-40005, М/О, D/O, red arc chutes, Westrip LSI (4) 

4000 Amps, Square D, DSII-840, D/O, M/O, with gear, MTM (2) 

4000 Amps, Westinghouse, DA-100, E/O, D/O 

4000 Amps, Westinghouse, DS-840, M/O, D/O (6) 

5000 Amps, Cutler-Hammer, MDS-850, E/O, D/O, Digitrip 520M LSI (4) 

5000 Amps, G.E. Entelliguard, AKD-20, w/gear & 16-1600A feeders,unused,2017 (7) 
5000 Amps, General Electric, WPX-50, M/O, D/O, LSG 

5000 Amps, Westinghouse, DA100, E/O, STAT Siemens Static Trip III 

6000 Amps, Federal Pioneer, SP-1, E/O, STA 

6000 Amps, G.E. Entelliguard, AKD-20, w/gear & 30-1600A feeders,unused,2017 
General Electric, AK-2-25 circuit breaker 

General Electric, AK-2A-50 circuit breaker 

General Electric, AKR-4A-50-1 circuit breaker 

General Electric, AM-13.8-500-5HB circuit breaker 

General Electric, AM-13.8-500-6HB circuit breaker 

General Electric, AM-4.16-250-8H circuit breaker 

ITE / BBC/ ABB, K-1600S circuit breakers 

800 Amps, Siemens, RLE-800, M/O, D/O, TSIG-T2-CP 


MEDIUM VOLTAGE AIR CIRCUIT BREAKERS - (337 listings on our website!) 
600 Amps, General Electric, AM-5-75 (6) 
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MGB Transformers 
Switchgear Unlimit 
National C B 
Bullock Breakers 
BCS Switchgear Inc 
National Power 
MGB Transformers 
Switchgear Unlimit 
MGB Transformers 
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GIVE US A CALL: (610) 515-8775 
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949699 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! December 2023 


MEDIUM VOLTAGE AIR CIRCUIT BREAKERS - (337 listings on our website!) DEALER SR ID 
600 Amps, General Electric, AM-5-100 (3) TX 800-232-5809 CB Sales 949698 
1200 AMPS, ABB,5HK250, E/O,D/O SURPLUS013-390 TX 833-322-0936 National Switchgear 227716 
1200 Amps, ABB, 5VHK-250,E/O,D/O,in structure,120VAC charge/close,125VDC trip,'96 MN 800-328-1842 EMSCO 877649 
1200 Amps, Allis-Chalmers, MA-350B, switchgear OH 800-909-3660 N A Switchgear 879168 
1200 AMPS, ALLIS-CHALMERS,RUPTAIR MA-250C1 SURPLUSO20-621 TX 833-322-0936 National Switchgear 237493 
1200 Amps, Eaton, 50DHP-250, E/O, D/O, #AB4126 CA 562-802-3441 RESA Power Solution 300590 
1200 Amps, Federal Pioneer, DST-2, 1-24 K Factor, 4.16 NOM V.Class, 250 MVA, 1970 ON 866-980-7376 RS Breakers & Ctris 200801 
1200 Amps, Federal Pioneer, DST-2-5-150, E/O, D/O (1 parts only) ON 519-842-6458 Lizco Sales/Rentals 604223 
1200 Amps, General Electric, AM-4.16-250, ground and test device CT 800-521-0197 CB Sales NE 620673 
1200 Amps, General Electric, AM-4.16-350-1h OH 800-647-0815 National Power 387635 
1200 Amps, General Electric, AM-5-150 (5) TX 800-232-5809 CB Sales 949696 
1200 Amps, General Electric, AM-5-250, E/O, D/O (4) TX 800-232-5809 CB Sales 949695 
1200 Amps, General Electric, AM-15-150 TX 800-232-5809 CB Sales 949733 
1200 Amps, General Electric, AM-15-250 TX 800-232-5809 CB Sales 949731 
1200 Amps, General Electric, AM-15-500 (11) TX 800-232-5809 CB Sales 949728 
1200 AMPS, GENERAL ELECTRIC,AM-4.16-250-7H SURPLUS016-903 TX 833-322-0936 National Switchgear 228107 
1200 Amps, General Electric, AMH-4.16-250 (2) TX 800-232-5809 CB Sales 949723 
1200 Amps, ITE, 5HK-250 (7) PA 814-472-7540 ARM Camco LLC 290253 
1200 Amps, ITE, 5HK-250, ground and test device CT 800-521-0197 CB Sales NE 441949 
1200 AMPS, ITE,5HK75, E/O,D/O UNUSED NEW SURPLUS 013-601 TX 833-322-0936 National Switchgear 228028 
1200 Amps, ITE, 5HV-150 FL 800-688-2382 Switchgear Unlimit 105583 
1200 Amps, Siemens-Allis, MA-250C-1, 515 mech. & cells FL 800-688-2382 Switchgear Unlimit 261330 
1200 Amps, Square D, vacuum breaker (6) OK 918-752-0309 Pump & Motor Works 829322 
1200 Amps, Westinghouse, 50DH-75, indoor swgr (6) FL 800-688-2382 Switchgear Unlimit 105619 
1200 Amps, Westinghouse, 50DH-150, 125VDC MN 763-269-2832 Bullock Breakers 918500 
1200 Amps, Westinghouse, 50DH-150A, E/O FL 800-688-2382 Switchgear Unlimit 167492 
1200 Amps, Westinghouse, 50DH-250A, DH3-B Mech MN 763-269-2832 Bullock Breakers 918501 
1200 Amps, Westinghouse, 50DH-250D, E/O, 125 VDC FL 800-688-2382 Switchgear Unlimit 273546 
1200 Amps, Westinghouse, 50DH-250E, 125 VDC MN 763-269-2832 Bullock Breakers 918502 
1200 Amps, Westinghouse, 50DH-350E, switchgear OH 800-909-3660 N A Switchgear 814825 
1200 Amps, Westinghouse, 50DHP-250, 220 VAC, 125 VDC FL 800-688-2382 Switchgear Unlimit 211963 
1200 Amps, Westinghouse, 50DHP-350 (32) FL 800-688-2382 Switchgear Unlimit 288086 
1200 Amps, Westinghouse, 50DHP-350, breakers, switchgear OH 800-909-3660 N A Switchgear 814828 
1200 Amps, Westinghouse, 50DHP-350GD, ground test (3) FL 800-688-2382 Switchgear Unlimit 297646 
2000 Amps, General Electric, AM-4.16-350-1H OH 800-647-0815 National Power 387636 
2000 Amps, General Electric, VB4.16-350 (3) TX 888-599-0486 BCS Switchgear Inc 717124 
2000 Amps, Siemens, 5-3AF-250, w/gear, 125 VDC (3) TX 888-599-0486 BCS Switchgear Inc 652113 
3000 Amps, General Electric, AM-4.16-350-2H OH 800-647-0815 National Power 846240 
3000 Amps, Siemens, 5-GMI-350-3000-78, E/O, D/O, 4160 V., surplus MN 800-328-1842 EMSCO 838022 
3000 Amps, Siemens, 15-GMI-750, w/gear (2) TX 888-599-0486 BCS Switchgear Inc 721663 
3000 Amps, Westinghouse, 150VCP-750, w/gear (2) TX 888-599-0486 BCS Switchgear Inc 721661 
3000 Amps, Westinghouse, 150VCPW-750, w/gear (2) TX 888-599-0486 BCS Switchgear Inc 721662 
HIGH VOLTAGE AIR CIRCUIT BREAKERS - (242 listings on our website!) DEALER SR ID 
1200 Amps, Federal Pioneer, DST-2-15-500, E/O, D/O (x3) ON 519-842-6458 Lizco Sales/Rentals 604225 
1200 Amps, General Electric, A2M-13.8-500,Magneblast,500 MVA,125 VDC,13800V. ON 866-980-7376 RS Breakers & Ctris 131352 
1200 Amps, General Electric, AM-13.8-250, ML-13, MS-13, 125 VDC (5) TX 800-232-5809 CB Sales 949715 
1200 Amps, General Electric, AM-13.8-500, electric ground & test device CT 800-521-0197 CB Sales NE 355721 
1200 Amps, General Electric, AM-13.8-500-5H (4) TX 800-232-5809 CB Sales 949710 
1200 Amps, General Electric, AM-13.8-500-7H (8) TX 800-232-5809 CB Sales 949712 
1200 Amps, General Electric, PVDB1 15.5-20-1 OH 800-647-0815 National Power 945471 
1200 Amps, General Electric, PVVL 13.8-750, 125 VDC controls TX 888-599-0486 BCS Switchgear Inc 920904 
1200 Amps, ITE, 15HK-500, ground and test device CT 800-521-0197 CB Sales NE 620675 
1200 Amps, ITE, 15HK-750, E/O, D/O, 125 VDC (5) QC 450-772-5608 MGB Transformers 419480 
1200 Amps, ITE, 15HK-1000, breaker, G & T device OH 800-909-3660 N A Switchgear 814810 
1200 Amps, ITE,15HK500, E/O,D/O SURPLUS000-625 TX 833-322-0936 National Switchgear 152144 
1200 Amps, ITE, 15HV-250, with cells FL 800-688-2382 Switchgear Unlimit 334916 
1200 Amps, Siemens, FC-500-B/A1, 515 mech FL 800-688-2382 Switchgear Unlimit 275538 
1200 Amps, Siemens, FC-1000B, 515-3 mech FL 800-688-2382 Switchgear Unlimit 339834 
1200 AMPS, SIEMENS ALLIS,FC-500A, E/O,D/O SURPLUS010-789 TX 833-322-0936 National Switchgear 228061 
1200 Amps, Westinghouse, 150DH-250E, w/cell FL 800-688-2382 Switchgear Unlimit 106020 
1200 Amps, Westinghouse, 150DH-500, DH3A FL 800-688-2382 Switchgear Unlimit 273547 
1200 Amps, Westinghouse, 150DH-500A (10) FL 800-688-2382 Switchgear Unlimit 205686 
1200 Amps, Westinghouse, 150DH-500E, w/cell, SE2A mech (2) FL 800-688-2382 Switchgear Unlimit 106036 
1200 Amps, Westinghouse, 150DHP-500, breakers, switchgear OH 800-909-3660 N A Switchgear 814822 
1200 Amps, Westinghouse, 150DHP-750, SE FL 800-688-2382 Switchgear Unlimit 387989 
2000 Amps, General Electric, AM-13.8-500-5H-B, ML-13 Mech MN 763-269-2832 Bullock Breakers 970908 
2000 Amps, General Electric, AM-13.8-750 OH 800-647-0815 National Power 507880 
2000 Amps, General Electric, AM-13.8-750, E/O, D/O (6) TX 800-232-5809 CB Sales 949709 
2000 Amps, General Electric, VVC13.8-750, 125 VDC controls (12) TX 888-599-0486 BCS Switchgear Inc 920907 
2000 Amps, Westinghouse, 150DHP-500SE, pip with switchgear OH 800-647-0815 National Power 272656 
2000 Amps, Westinghouse, 150DHP-1000, 125VDC MN 763-269-2832 Bullock Breakers 918510 
2000 Amps, Westinghouse, 150VCP-W500, w/gear, 125 VDC (3) TX 800-232-5809 CB Sales 315030 
2000 Amps, Westinghouse, 150VCP-W500, 48 VDC (2) TX 888-599-0486 BCS Switchgear Inc 889339 
3000 Amps, Federal Pioneer, DST-2-500/750, w/gear TX 800-232-5809 CB Sales 400156 
3000 Amps, General Electric, AM-13.8-1000-3H & 4H, (6) TX 800-232-5809 CB Sales 282659 
3000 Amps, General Electric, AM13.8-1000, vacuum retrofitted ML17 Mech CA 800-997-9070 Sierra Circuit Brkr 302981 
3000 Amps, General Electric, VB1-13.8-1000, w/gear (2) TX 800-232-5809 CB Sales 315031 
3000 Amps, Powell, 15PV50AMS6-2, 125 VDC ctrl roll in replacement AM13.8-1000-4H TX 888-599-0486 BCS Switchgear Inc 920905 
3000 Amps, Westinghouse, 150DHP-500, 125 DC control, 403 ops, SE mech. WI 800-263-1170 Technitrol Inc 249606 
Siemens, 8BK20, 3 x 2000 amp & 10x 1200 amp, mint condition, crated SK 403-312-8500 Surplus High Volt 238885 


Circuit Breakers, 
Indoor Type Vacuum 


Search Indoor Circuit Breaker on 
SurplusRecord.com to view all 993 listings. 


1200 Amps, Square D, VR, V5D1133YZ00, 29 KV 


Mfr: SquareD 

Model:VR 

Seller: Bullock Breakers 
Annandale, MN 

Tel: 763-269-2832 

SR ID: 918102 

Price: Call for Price 


15kv, general electric,vb/vb1 indoor switchgear 
lineup surplus014-488 


Mfr: General Electric 
Model:VB/VB1 INDOOR 


SWITCHGEAR LINEU 
Seller: National Switchgear 


Lewisville, TX 
Tel: 833-393-0570 
SR ID: 228015 
Price: Call for Price 
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INDOOR TYPE VACUUM CIRCUIT BREAKERS - (993 listings on our website!) 


120 Amps, ABB, ADVAC Model 04, Cat AA4H1777XX00000, 15 KV, 31.5 KA, unused GA 908-421-4139 
400 Amps, Allen Bradley, 5000 V. medium voltage starter sgl high section w/incoming bottom WA 509-534-8389 
400 Amps, Allen Bradley, 5000 V. medium voltage starter 2 high section WA 509-534-8389 
600 Amps, Eaton, 150-VCP-TR-20, 125 VDC control QC 450-772-5608 
600 Amps, Eaton, 270VCP-W16, 27 KV, 16 KA, with cell QC 450-772-5608 
1200 Amps, ABB, 5VHK-350, Model 05D AL 205-680-3155 
1200 Amps, ABB ADVAC, AA25177000000P, 15KV, 125 VDC w/switchgear OH 800-647-0815 
1200 Amps, ABB ADVAC, AA3J17700000UP, 15KV, 125 VDC w/switchgear OH 800-647-0815 
1200 Amps, ABB, ADVAC, AA261777XX0000P, 15 KV,48 KA,125 VDC close,cap trip - 2 GA 908-421-4139 
1200 Amps, ABB, ADVAC 15-12-25, D/O, 25 KAIC, unused, 2018 (4) PA 610-515-8775 
1200 Amps, Allen Bradley, 4160 V. WA 509-534-8389 
1200 Amps, ASCO, switchgear 4160 V. N1 with Square D CB WA 509-534-8389 
1200 Amps, Cutler-Hammer, 150VCP-W40, 15kV, D/O, 125VDC MN 763-269-2832 
1200 Amps, Cutler-Hammer, 150VCP-W750, with gear (8) PA 610-515-8775 
1200 Amps, Cutler-Hammer, 150VCP-WR-29, stationary, unused (3) PA 610-515-8775 
1200 Amps, Cutler-Hammer, 50DH-VR350, vacuum replacement, 125 VDC MN 763-269-2832 
1200 Amps, Eaton, 50VCP-W63, 63 KA int outdoor line up (3) PA 610-515-8775 
1200 Amps, Eaton Cutler Hammer, 50VCP-W40, 4.76 KV (3) SA 908-421-4139 
1200 Amps, Federal Pacific, DSTII5-250, with VCP-WR element 800-232-5809 


METAL CLAD AND METAL ENCLOSED'S 


J ELECTRIC • Complete Lineups 


• Replacement Circuit Breakers and Parts а” 
Toll Free: 800-268-5454 • New | Surplus | Used | Reconditioned 
Visit our Website: atlaselectricinc.com e Tel: 509-534-8389 


1200 Amps, General Electric, PowerVac, 4160 V. with CB WA 509-534-8389 


DEALER 

NSV Energy, LLC 
Atlas Electric Inc 
Atlas Electric Inc 
MGB Transformers 
MGB Transformers 
IIIPhase Inc. 
National Power 
National Power 

NSV Energy, LLC 
Belyea Company Inc 
Atlas Electric Inc 
Atlas Electric Inc 
Bullock Breakers 
Belyea Company Inc 
Belyea Company Inc 
Bullock Breakers 
Belyea Company Inc 
NSV Energy, LLC 
CB Sales 


SR ID 
288864 
400058 
400059 
321276 
464770 
125313 
299571 
299570 
255785 
146378 
400057 
400060 
264643 
289264 
062690 
953445 
260886 
424765 
015559 


Atlas Electric Inc 400061 

1200 Amps, General Electric, PowerVac, switchgear 4160 V. 3ea WA 509-534-8389 Atlas Electric Inc 400062 
1200 Amps, G.E., PVV-1200-20 Ground Test, M/O, D/O, 15000 V., #VB5605 CA 562-802-3441 RESA Power Solution 166600 
1200 Amps, General Electric, VB-4.16-250 (14) TX 800-232-5809 CB Sales 949697 
1200 Amps, General Electric, VB-4.16-350, 5 KV AL 205-680-3155 IIIPhase Inc. 291041 
1200 Amps, General Electric, VB-7.2-500 (11) TX 800-232-5809 CB Sales 949701 
1200 Amps, General Electric, VB-13.8-750-1, Close Coil 230 VAC MN 763-269-2832 Bullock Breakers 918100 
1200 Amps, General Electric, VB-13.8-750-1, 15000 V. (8) TX 800-232-5809 CB Sales 949704 
1200 Amps, General Electric, VB-500, w/gear (2 avilable) GA 908-421-4139 NSV Energy, LLC 294309 
1200 Amps, G.E. Power-Vac Circuit Breaker, VB1 4.16-350-3, E/O,D/O,4760 V. 4ea WA 509-534-8389 Atlas Electric Inc 399986 
1200 Amps, General Electric, VB1-4.16-250-3, 4.76 KV, 29 KA, 125 VDC T&C GA 908-421-4139 NSV Energy, LLC 288865 
1200 Amps, General Electric, VB1-4.16-350-3, 125 VDC (2) QC 450-772-5608 MGB Transformers 379503 
1200 Amps, G.E. / Powell, VB1-4.76-50, indoor w/PT & cell, new, 2017 (2) PA 610-515-8775 Belyea Company Inc 193412 
1200 Amps, General Electric, VB1-4.76-50-3, 4160 V., 50 KAIC, 2006 (12) PA 610-515-8775 Belyea Company Inc 136720 
1200 Amps, General Electric, VB1-7.2-500, 7200 V., 500 MVA (10) PA 610-515-8775 Belyea Company Inc 171180 
1200 Amps, General Electric, VB1-13.8-1000, 125 VDC, E/O, D/O, with gear CA 951-685-4049 SOS Electric Supply 002369 
1200 Amps, General Electric, VB1-13.8-1000-3 AL 205-680-3155 III Phase Inc. 125303 
1200 Amps, ITE, 15HV-250 TX 800-232-5809 CB Sales 949738 
1200 Amps, Powell, 05PV63CDRX OH 800-647-0815 National Power 387637 
1200 Amps, Siemens, 5-3AF-250A-1200-58, 5KV, with enclosure unit ON 866-980-7376 RS Breakers & Ctris 977261 
1200 Amps, Siemens, 5-GMI-250-1200-58, E/O, Drawout, 5000 V., #VB5858 CA 562-802-3441 RESA Power Solution 316798 
1200 Amps, Siemens, 5-GMS6-1200, 63 KA, with gear, unused (20) PA 610-515-8775 Belyea Company Inc 084750 
1200 Amps, Siemens, 5-MSV-250, retrofit PA 610-515-8775 Belyea Company Inc 035450 
1200 Amps, Siemens, 15-FSV-1000B-77, 100-140 VDC Motor Vacuum Retrofit MN 763-269-2832 Bullock Breakers 979848 
1200 Amps, Sguare D, FG2-15075-12, (6) PA 610-515-8775 Belyea Company Inc 035453 
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1200 Amps, Square D, MVR, 15 KV, Cat 4V5FM6153000, fix mount QC 450-772-5608 MGB Transformers 321277 
1200 Amps, Square D Circuit Breaker VR, V5D4133Y000, E/O,D/O,4160 V. 5ea WA 509-534-8389 Atlas Electric Inc 399985 
1200 Amps, Square D, VAD-3-05025-12 AL 205-680-3155 Ill Phase Inc. 125314 
1200 Amps, Square D, VR V5D4122Y000 350 MVA OH 800-647-0815 National Power 302100 
1200 Amps, Square D, VR-65KA, gen breaker, new PA 610-515-8775 Belyea Company Inc 035454 
1200 Amps, Square D, VR-750, (7) PA 610-515-8775 Belyea Company Inc 035451 
1200 Amps, Westinghouse, 150DH-1000, Vacuum replacement TX 800-232-5809 CB Sales 400154 
1200 Amps, Westinghouse, 50VCP-WR250, E/O, D/O (x4) ON 519-842-6458 Lizco Sales/Rentals 604222 
1200 Amps, Westinghouse, 150VCP-500W, Circuit Breakers (11) TX 724-748-6500 Tenney Equipment 477155 
1200 Amps, Westinghouse, 50VCP-W250, 120 VDC control (2) QC 450-772-5608 MGB Transformers 430777 
1200 Amps, Westinghouse, VCP, E/O, drawout, #VB4739 NC 813-659-1007 Mayo Hydropower 434240 
2000 Amps, ABB, 5VHK-350, with gear MN 763-269-2832 Bullock Breakers 122910 
2000 Amps, ABB, 15VHK-500, Model 20 mech (qty 4) WI 800-263-1170 Technitrol Inc 412309 
2000 Amps, ABB ADVAC, AA3J277700000UP, 15KV, 125 VDC w/switchgear OH 800-647-0815 National Power 299572 
2000 Amps, ABB, ADVAC, AA262777XX0000P, 15 KV, 48 KA 125 VDC trip and close - 2 GA 908-421-4139 NSV Energy, LLC 255784 
2000 Amps, Cutler-Hammer, 50VCP-W, with gear PA 610-515-8775 Belyea Company Inc 066052 
2000 Amps, Cutler-Hammer, 150VCP-W750 (8) PA 610-515-8775 Belyea Company Inc 289265 
2000 Amps, Eaton, 50VCP-W63, with 3R gear (2) PA 610-515-8775 Belyea Company Inc 260887 
2000 Amps, Eaton, 150VCP-W750, with gear, main to main (2) PA 610-515-8775 Belyea Company Inc 289268 
2000 Amps, General Electric, VB1-3.8-1000, with gear (3) PA 610-515-8775 Belyea Company Inc 035455 
2000 Amps, General Electric, VB1-4.16-250-2 (3) PA 610-515-8775 Belyea Company Inc 066055 
2000 Amps, General Electric, VB1-4.16-250-3 (5) PA 610-515-8775 Belyea Company Inc 066053 
2000 Amps, General Electric, VB1-4.76-50-3, ML-18 mech, 2006 PA 610-515-8775 Belyea Company Inc 136722 
2000 Amps, General Electric, VVC-4.16-250-1H Vacuum Conversion, 4.76 KV MN 763-269-2832 Bullock Breakers 918103 
2000 Amps, ITE, 15HV-750 (3) TX 800-232-5809 CB Sales 949737 
2000 Amps, Powell, 05PVbOCDRX OH 800-647-0815 National Power 387638 
2000 Amps, Siemens, 5-GMSG-2000, 63 KA, with gear, unused (3) PA 610-515-8775 Belyea Company Inc 084752 
2000 Amps, Siemens, 15-3AF-1000A-77, 100-140 VDC vacuum retrofit MN 763-269-2832 Bullock Breakers 953446 
2000 Amps, Siemens, 15-FSV-1000-77, 240 VAC AL 205-960-8811 O.N.E. Surplus 791618 
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INDOOR TYPE VACUUM CIRCUIT BREAKERS - (993 listings on our website!) DEALER SR ID 
2000 Amps, Siemens, 15-FSV-1000-2000, vacuum, retrofit (3) PA 610-515-8775 Belyea Company Inc 666200 
2000 Amps, Siemens, 15-FSV-1000B-77, 100-140 VDC Motor Vacuum Retrofit MN 763-269-2832 Bullock Breakers 979849 
2000 Amps, Square D, FG-2, 15 KV, 28 KA PA 610-515-8775 Belyea Company Inc 035456 
2000 Amps, Square D, VAD2-05025-20 & VAD-05025-20, 4160 V., 1986 PA 610-515-8775 Belyea Company Inc 952507 
2000 Amps, Square D, VR, 40 KA, 27 KV, new PA 610-515-8775 Belyea Company Inc 066056 
2000 Amps, Square D, VR, 15 KV, 65 KA, G&N breaker, new PA 610-515-8775 Belyea Company Inc 088170 
2000 Amps, Square D, VR V5D4222Y000, 350 MVA OH 800-647-0815 National Power 302099 
1200 & 2000 Amps, E House, Nema 3R, 4160 V. SK 403-312-8500 Surplus High Volt 386230 
3000 Amps, Eaton, 50VCP-W63, 63 KA int, with 3R gear PA 610-515-8775 Belyea Company Inc 260888 
3000 Amps, General Electric, AM-13.8-1000-4H vac conversion w/VB113.8-1000 (2) TX 888-599-0486 BCS Switchgear Inc 920906 
3000 Amps, General Electric, VB-13.8-1000, with gear, unused (2) PA 610-515-8775 Belyea Company Inc 035457 
3000 Amps, General Electric, VB-13.8-1000, ML-17 mech 125 VDC (12) TX 800-232-5809 CB Sales 949708 
3000 Amps, General Electric, VB1H-4.76-5-0, ML-18 mech,4160V.,with gear,2006 (2) PA 610-515-8775 Belyea Company Inc 136724 
3000 Amps, Powell, 05PVbOCDRX OH 800-647-0815 National Power 387639 
3000 Amps, Siemens, 15-3AF-1000A-77, with cell MN 763-269-2832 Bullock Breakers 069963 
3000 Amps, Square D, VR-V5D3333YD00, 5 KV, E/O, D/O MN 763-269-2832 Bullock Breakers 021217 
3000 Amps, Westinghouse, 150VCP-W500, 15KV AL 205-680-3155 III Phase Inc. 291046 
4000 Amps, General Electric, VB1H-4.16-50, DO, ML-18 mech, 50 KAIC, 2006 (2) PA 610-515-8775 Belyea Company Inc 136725 
5KV, Schneider Electric / Square D, ACC, 250 MVA, $15,000.00 SK 403-312-8500 Surplus High Volt 182177 
2000 Amps, Cutler-Hammer, 50VCP-250, vacuum, 148 VDC NE 402-314-2576 REM Electric Inc 883020 
i 250 Amps, C.H., SPB50, 3P,600V,Pow-R-Trip 4000 Amps, C.H., MDSC4N3WEA40MHC, 
Circuit Breakers, P3 7,LSG,no rating plug,M/O,D/O 3P,600V.,Digitrip 520M (5MLSIG),E/O,D/O 
| | . 4 HE ES TY Mfr Cutler-Hammer ; Mfr: Cutler-Hammer 
Insulated & Molded | | ш SC Model:SPB50 = 7 Model:MDSCAN3WEA40MHC 
Seller: EMSCO ml 7 Seller: EMSCO 
/ Fridley, MN Ü d Fridley, MN 
Search Molded Case Breaker on HB | те: 800-328-1842 ae) 1 - Te, 800-328-1842 
А ich Р е ы R ID: 969529 1968712 
SurplusRecord.com to view all 3834 listings. Price: $1,500 Price: Call for Price 
INSULATED CASE AND MOLDED CASE CIRCUIT BREAKERS - (3,834 listings on our website!) DEALER SR ID 
15 Amps, Cutler-Hammer, FDB3015, 3 phase, 600 V. (10) CO 800-544-7375 Denver Breaker 937653 
15 Amps, Square D, BJA36015, New out of Box, #1348945 CA 562-802-3441 RESA Power Solution 454613 
20 Amps, General Electric, THED136020, 3 phase, 600 V. (20) CO 800-544-7375 Denver Breaker 937655 
20 Amps, ITE, EH3B020, 3 phase, 480 V. (10) CO 800-544-7375 Denver Breaker 937654 
30 Amps, Square D, QOB330, 3 phase, 240 V. (50) CO 800-544-7375 Denver Breaker 937656 
30 Amps, Westinghouse, HFB3030, 3 phase, 480 V. (20) CO 800-544-7375 Denver Breaker 937657 
35 Amps, Eaton, GHB3035, New out of Box, #1321284 CA 562-802-3441 RESA Power Solution 445825 
35 Amps, Square D, BJA36035, New out of Box, #1315857 CA 562-802-3441 RESA Power Solution 443493 
40 Amps, Siemens, NEB3B040B, New out of Box, #1347817 CA 562-802-3441 RESA Power Solution 471879 
60 Amps, Square D, BJA36060, New out of Box, #1359090 CA 562-802-3441 RESA Power Solution 457589 
60 Amps, Square D, HDL36060SA, New out of Box, #1348863 CA 562-802-3441 RESA Power Solution 457624 
70 Amps, Eaton, HJD3070, #1354435 CA 562-802-3441 RESA Power Solution 450267 
70 Amps, ITE, P4270 Pushmatic breakers, new in box CA 800-497-6255 Reelectric Supply 750931 
70 Amps, Square D, HLA36070, Phase Connection: ABC, New out of Box, #1321191 CA 562-802-3441 RESA Power Solution 445785 
90 Amps, Eaton, FD3090, New out of Box, #1347718 CA 562-802-3441 RESA Power Solution 471894 
100 Amps, Eaton, FD3100, New out of Box, #1357821 CA 562-802-3441 RESA Power Solution 457629 
100 Amps, Eaton, FD3100KL, New out of Box, #1224489 CA 562-802-3441 RESA Power Solution 454636 
100 Amps, Eaton, GHB3100, New out of Box, #1315898 CA 562-802-3441 RESA Power Solution 443491 
100 Amps, Eaton, HKD3100, #1332979 CA 562-802-3441 RESA Power Solution 460447 
100 Amps, Eaton, LB3100, #1333235 CA 562-802-3441 RESA Power Solution 463419 
100 Amps, Siemens, CFD63B100, #1365023 CA 562-802-3441 RESA Power Solution 460449 
100 Amps, Siemens, V7E, QMD series, QMR, Spectra ADS TN 865-573-7768 Volunteer Equipment 306925 
100 Amps, Square D, BDA36100, New out of Box, #1345629 CA 562-802-3441 RESA Power Solution 460472 
110 Amps, Square D, KA36110, New out of Box, #1347584 CA 562-802-3441 RESA Power Solution 457571 
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120 Amps, Siemens, ND63B120, New out of Box, #1340713 CA 562-802-3441 RESA Power Solution 466442 
125 Amps, Siemens, CED63B125, New out of Box, #1347816 CA 562-802-3441 RESA Power Solution 471881 
125 Amps, Siemens, HEB3B125, New out of Box, #1313923 CA 562-802-3441 RESA Power Solution 443507 
125 Amps, Siemens, HFD63B125, #1365016 CA 562-802-3441 RESA Power Solution 460439 
125 Amps, Siemens, HHED63B125, #1333028 CA 562-802-3441 RESA Power Solution 463360 
125 Amps, Square D, HJA36125, #1369142 CA 562-802-3441 RESA Power Solution 475309 
150 Amps, Eaton, FDC3150, #1322566 CA 562-802-3441 RESA Power Solution 445800 
150 Amps, Eaton, JD3150, #1164442 CA 562-802-3441 RESA Power Solution 460421 
150 Amps, General Electric, SEPA36AT0150, #1355490 CA 562-802-3441 RESA Power Solution 460468 
150 Amps, Siemens, FXD62B150, 2P, 600 VAC CA 800-497-6255 Reelectric Supply 750930 
150 Amps, Square D, HDL36150, New out of Box, #1313920 CA 562-802-3441 RESA Power Solution 443575 
150 Amps, Square D, HJA36150, #1368999 CA 562-802-3441 RESA Power Solution 475329 
150 Amps, Square D, JGA36150, #1337258 CA 562-802-3441 RESA Power Solution 443494 
150 Amps, Square D, QDA32150, #1307700 CA 562-802-3441 RESA Power Solution 457544 
175 Amps, Eaton, FDC3175, #1322565 CA 562-802-3441 RESA Power Solution 445782 
175 Amps, Eaton, JDB3175W, #857753 CA 562-802-3441 RESA Power Solution 450311 
175 Amps, Eaton, KD3175, #1323003 CA 562-802-3441 RESA Power Solution 454635 
175 Amps, Square D, KA36175, New out of Box, #1348866 CA 562-802-3441 RESA Power Solution 447891 
200 Amps, Eaton, FDC3200, #1355994 CA 562-802-3441 RESA Power Solution 447885 
200 Amps, Eaton, HFD3200, New out of Box, #1350844 CA 562-802-3441 RESA Power Solution 457583 
200 Amps, Eaton, HKD3200, #1351498 CA 562-802-3441 RESA Power Solution 475279 
200 Amps, Eaton, JD3200, #891127 CA 562-802-3441 RESA Power Solution 460414 
200 Amps, General Electric, THFK236200, #1365750 CA 562-802-3441 RESA Power Solution 445841 
200 Amps, Siemens, HFXD63B200, #1321087 CA 562-802-3441 RESA Power Solution 463357 
200 Amps, Square D, JDA36200, #1365664 CA 562-802-3441 RESA Power Solution 447901 
200 Amps, Square D, JGA36200, New out of Box, #1220309 CA 562-802-3441 RESA Power Solution 443477 
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INSULATED CASE AND MOLDED CASE CIRCUIT BREAKERS - (3,834 listings on our website!) DEALER SR ID 
200 Amps, Square D, JJL36200, 80% Rated, #1354699 CA 562-802-3441 RESA Power Solution 445788 
200 Amps, Square D, JLL36200, New out of Box, #1326661 CA 562-802-3441 RESA Power Solution 460405 
200 Amps, Square D, KA36200, #858930 CA 562-802-3441 RESA Power Solution 445806 
200 Amps, Square D, KCJ34200, #1118098 CA 562-802-3441 RESA Power Solution 443485 
200 Amps, Square D, KH36200, #1347578 CA 562-802-3441 RESA Power Solution 471901 
200 Amps, Square D, LE36200LI, #1351500 CA 562-802-3441 RESA Power Solution 475288 
200 Amps, Square D, QE3200VH, #1357583 CA 562-802-3441 RESA Power Solution 457546 
200 Amps, Square D, QGP32200TM, New out of Box, #1347747 CA 562-802-3441 RESA Power Solution 471878 
225 Amps, Eaton, FDC3225, New out of Box, #1343376 CA 562-802-3441 RESA Power Solution 445768 
225 Amps, Square D, KA36225, Line, adjustable trips OH 800-248-4479 Row Electrical Eqpt 470806 
225 Amps, Square D, KHP3622522DC1616, #1333274 CA 562-802-3441 RESA Power Solution 463422 
225 Amps, Square D, KI36225, #1347636 CA 562-802-3441 RESA Power Solution 457611 
250 Amps, Eaton, JGH3250NN, New out of Box, #1312475 CA 562-802-3441 RESA Power Solution 443486 
250 Amps, Siemens, FD63B250, #1368408 CA 562-802-3441 RESA Power Solution 457618 
250 Amps, Siemens, FXD63B250, #1364674 CA 562-802-3441 RESA Power Solution 460441 
250 Amps, Siemens, HFD63B250, #1365082 CA 562-802-3441 RESA Power Solution 463393 
250 Amps, Square D, JGA36250, Phase Connection: ABC, New out of Box, #1325661 CA 562-802-3441 RESA Power Solution 447858 
250 Amps, Square D, JJL36250, #1316908 CA 562-802-3441 RESA Power Solution 454634 
250 Amps, Square D, JJL36250, New out of Box, #1326619 CA 562-802-3441 RESA Power Solution 460438 
250 Amps, Square D, KA36250, #1175340 CA 562-802-3441 RESA Power Solution 475305 
250 Amps, Square D, LA36250, #1354826 CA 562-802-3441 RESA Power Solution 471920 
250 Amps, Square D, LA362501021, Phase Connection: ABC, New out of Box, #1314264 CA 562-802-3441 RESA Power Solution 450276 
275 Amps, Square D, LA36275, #1354827 CA 562-802-3441 RESA Power Solution 447889 
300 Amps, General Electric, TKM836F000, 3 pole, 600 V. NY 631-223-7098 Bruce Electric 002451 
300 Amps, Siemens, HJD63B300, #1164386 CA 562-802-3441 RESA Power Solution 475340 
300 Amps, Siemens, HJXD63B300, New out of Box, #1316801 CA 562-802-3441 RESA Power Solution 450241 
300 Amps, Siemens, HJXD63B300, #1364608 CA 562-802-3441 RESA Power Solution 460432 
300 Amps, Square D, LA36300, #1316936 CA 562-802-3441 RESA Power Solution 454619 
300 Amps, Square D, LAL36300, adjustable trips OH 800-248-4479 Row Electrical Eqpt 337529 
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350 Amps, ITE, JJ3B350, 3 pole, 600 V. NY 631-223-7098 Bruce Electric 002449 
350 Amps, Siemens, JXD63B350, #874985 CA 562-802-3441 RESA Power Solution 475298 
350 Amps, Square D, LA36350, #1315825 CA 562-802-3441 RESA Power Solution 443564 
400 Amps, Eaton, HMCP400WSC, #1368543 CA 562-802-3441 RESA Power Solution 457623 
400 Amps, Eaton, HMCP400X5W, #1358761 CA 562-802-3441 RESA Power Solution 447878 
400 Amps, Eaton, KDC3400, #1322576 CA 562-802-3441 RESA Power Solution 445763 
400 Amps, Federal Pacific Electric, NKL631400, #1353843 CA 562-802-3441 RESA Power Solution 443479 
400 Amps, General Electric, SGLA36AT0400, New out of Box, #1321199 CA 562-802-3441 RESA Power Solution 445767 
400 Amps, General Electric, SGPA36ATO400, New out of Box, #1349031 CA 562-802-3441 RESA Power Solution 460393 
400 Amps, General Electric, TPSS POWER BREAK, М/О,ВЛ SURPLUS018-959 TX 833-322-0936 National Switchgear 226664 
400 Amps, Siemens, HJXD63B400, #1351063 CA 562-802-3441 RESA Power Solution 460408 
400 Amps, Siemens, LD63B400, #1316856 CA 562-802-3441 RESA Power Solution 450277 
400 Amps, Siemens, SJD69400NGT, #1319948 CA 562-802-3441 RESA Power Solution 445776 
400 Amps, Siemens, V7H, QMD series, QMR, Spectra ADS TN 865-573-7768 Volunteer Equipment 306923 
400 Amps, Square D, LA36400, I-line, adjustable trips OH 800-248-4479 Row Electrical Eqpt 337532 
400 Amps, Square D, LAL36400 OH 800-248-4479 Row Electrical Eqpt 303328 
400 Amps, Square D, LC36400, New out of Box, #1333367 CA 562-802-3441 RESA Power Solution 463312 
400 Amps, Square D, LH364001021, #1315819 CA 562-802-3441 RESA Power Solution 443511 
400 Amps, Square D, MAL36400, #1358775 CA 562-802-3441 RESA Power Solution 447843 
400 Amps, Square D, MJA36400, #1369140 CA 562-802-3441 RESA Power Solution 475266 
450 Amps, Siemens, HLXD63B450, #1333057 CA 562-802-3441 RESA Power Solution 463334 
450 Amps, Siemens, LXD63B450H, #1364576 CA 562-802-3441 RESA Power Solution 457604 
500 Amps, Eaton, LDC3500, #1322584 CA 562-802-3441 RESA Power Solution 445751 
500 Amps, General Electric, TJK636500, #1336944 CA 562-802-3441 RESA Power Solution 454656 
500 Amps, General Electric, TKM836F000, 3 pole, 600 V. NY 631-223-7098 Bruce Electric 002452 
500 Amps, Siemens, HLD63B500, #1368404 CA 562-802-3441 RESA Power Solution 457559 
500 Amps, Square D, LC36500, #1364799 CA 562-802-3441 RESA Power Solution 460403 
500 Amps, Square D, MA36500, adjustable trips, I-line OH 800-248-4479 Row Electrical Eqpt 422887 
500 Amps, Square D, MAL36500, adjustable trips OH 800-248-4479 Row Electrical Eqpt 387576 
500 Amps, Square D, MAL36500, #1317122 CA 562-802-3441 RESA Power Solution 454610 
600 Amps, Cutler Hammer, HLD3600F-600 3 pole, 600 V. NY 631-223-7098 Bruce Electric 002456 
600 Amps, Eaton, HLA3600, #1333225 CA 562-802-3441 RESA Power Solution 463331 
600 Amps, Eaton, HMCP600L6W, #1368511 CA 562-802-3441 RESA Power Solution 457579 
600 Amps, Eaton, MA3600, #557698 CA 562-802-3441 RESA Power Solution 471885 
600 Amps, Eaton, PA31400, 100kA@480V, Bolt-On, 3 V., #1333229 CA 562-802-3441 RESA Power Solution 463427 
600 Amps, General Electric, SGLA36AI0600, #1354018 CA 562-802-3441 RESA Power Solution 447913 
600 Amps, ITE, LA3600F, 3 pole, 600 V. NY 631-223-7098 Bruce Electric 002446 
600 Amps, Merlin Gerin, MP12H1, 3 V., #1220292 CA 562-802-3441 RESA Power Solution 450312 
600 Amps, Siemens, CM3B600, #1333331 CA 562-802-3441 RESA Power Solution 463325 
600 Amps, Siemens, LD63B600, #977648 CA 562-802-3441 RESA Power Solution 447893 
600 Amps, Siemens, LXD62B600, #1368526 CA 562-802-3441 RESA Power Solution 457621 
600 Amps, Siemens, LXD63B600, #1368927 CA 562-802-3441 RESA Power Solution 475306 
600 Amps, Square D, LC36600, 3 pole, 600 V. NY 631-223-7098 Bruce Electric 002444 
600 Amps, Square D, 1136600, 3 pole, 600 V. NY 631-223-7098 Bruce Electric 002438 
600 Amps, Square D, LJL36600U31X, #1354705 CA 562-802-3441 RESA Power Solution 445760 
600 Amps, Square D, MAL36600 OH 800-248-4479 Row Electrical Eqpt 303329 
600 Amps, Square D, MAL36600, #1315818 CA 562-802-3441 RESA Power Solution 443510 
600 Amps, Square D, MAL36800, 3 pole, 600 V. NY 631-223-7098 Bruce Electric 002439 
600 Amps, Square D, MAP36600, #1364159 CA 562-802-3441 RESA Power Solution 445819 
600 Amps, Square D, ME36600LI, #1314149 CA 562-802-3441 RESA Power Solution 443466 
600 Amps, Square D, NA36600, #1315981 CA 562-802-3441 RESA Power Solution 443464 
600 Amps, Square D, PJA36060, #1350840 CA 562-802-3441 RESA Power Solution 457548 
600 Amps, Square D, PUA36060CU44A, molded case, new (6) CA 310-533-6811 Five Star C.B. 654960 
600 Amps, Square D, PowerPact PJ600, PJA36060U33A TX 888-599-0486 BCS Switchgear Inc 809492 
700 Amps, Siemens, LMXD63B700, #1175186 CA 562-802-3441 RESA Power Solution 463339 
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800 Amps, ABB, E1.2SA-A, New Surplus, E/O, Draw Out, LSI Trip 

800 AMPS, ABB,EMAX K-600 RETROFIL ASSEMBLY NEW 014-139 

800 Amps, Cutler-Hammer, HND3800T32W, 600 V. 

800 Amps, Cutler-Hammer, MDS6083WEA-NNNNNMNNNE-NNN, E/O,D/O,new surplus 

800 Amps, Cutler-Hammer, SPB-100, M/O, D/O, RMS500 LSIG, unused (qty:2) 

800 Amps, Eaton, MC3800, #1336403 
800 Amps, Eaton, MDL3800F, #1358827 


OS 


Buy ° Sell 
Service Repair 


800 Amps, Eaton Magnum, MDSLOS, 3 pole, 600 V., Digitrip 11504 LSIG, E/O, D/O 
800 Amps, General Electric, SKLB36BA0800, #1354371 

800 Amps, General Electric, SSD08B208, power breaker, TR8B,3 pole, 600 V. (2) 
800 Amps, General Electric, TKM836F000, 3 pole, 600 V. 

800 Amps, ITE, MC3800F, 3 pole, 600 V. 

800 Amps, Schneider, PowerPact breaker, 50/60 Hz, s/n #0202461741340010, new 
800 Amps, Siemens, LMXD62B800, #1368267 

800 Amps, Siemens, SCMD69800ANGT, 3 Phase, 65kA @ 480V AIC, 600 V. 

800 Amps, Square D, MAF36800, #1321176 

800 Amps, Square D, MAL36800, 3 pole, 600 V. 

800 Amps, Square D, MAL36800, adj. trips 

800 Amps, Square D, MAP36800, #1321551 

800 Amps, Square D, MGP36800, New out of Box, #1348741 

800 Amps, Square D, MJA36800, #1358662 

800 Amps, Square D, MX36800, #1359868 

800 Amps, Square D, MXL36800, #1359260 

800 Amps, Square D MasterPact, NT08L1,3p,Micrologic 5.0p trip,LSI,shunt trip,M/O,D/O 
800 Amps, Square D, PGA36080U31A, #101623.1 

1000 Amps, Siemens, HNXD63B100H, #1365099 

1000 Amps, Siemens, SND69100AG, £1368405 

1000 Amps, Square D, MAL361000, 3 pole, 600 V. 

1000 Amps, Square D, MAL361000, adj. trip 

1200 Amps, C.H., SPBN312R, 3P,non-auto,E/O (120Vdc),fixed mount,120V shunt 
1200 Amps, Eaton, CHND312T36W, #1187314 

1200 Amps, Eaton, HND312T36W, #1296205 

1200 Amps, Eaton, LM31200, #1333329 

1200 Amps, General Electric, Power Break TPS 203F, 600 V. 

1200 Amps, Merlin Gerin, CK1200N, #1333245 

1200 Amps, Siemens Sentron, HND63F120, 600 V, new surplus 

1200 Amps, Siemens, SBS2012, M/O, fixed, LSIG, reconditioned 

1200 Amps, Siemens, SHND69120ANTH, New out of Box, #1345578 

1200 Amps, Siemens, WLS2F312, 600V 3P,M/,FM,1000 amp trip,ETU745 trip,LSI 
1200 Amps, Siemens, WLS2F312, ЗР 600V.,M/O,ETU725 Trip LSI functions, 1000A trip 
1200 Amps, Square D, MH361200, 3 pole, 600 V. 

1200 Amps, Square D, MHL361200, shunt trip, adjustable trips 

1200 Amps, Square D, NA361200, 3 pole, 600 V. 

1200 Amps, Square D, NHL361200, #1364720 

1200 Amps, Square D, NW12HF, 4 pole 

1200 Amps, Square D, PG36120U31ASK, molded case, new (2) 

1200 Amps, Square D, PGL36120U41A, 3 Phase, 35КА @ 480V AIC, 600 V. 

1200 Amps, Square D breaker, PJ 1200 PJ A36120U64AE1, new 

1200 Amps, Square D, PJA36120, New out of Box, 41325924 

1400 Amps, Eaton, PB31400, #1333231 

1600 Amps, ABB SACE, E2N-A 16, ЗР 600V.,M/O,PR121P trip w/LSIG functions,E-ok 
1600 Amps, ABB, SACE E2N-A 16, ANSI C37.13, 50/60 hz.,254/508/635 V. 

1600 Amps, Cutler-Hammer, CRD316T35W, w/RES1600LSG 

1600 Amps, Cutler-Hammer, MDS-616, M/O, D/O, Digitrip Isig, unused (qty:4) 

1600 Amps, Cutler-Hammer, MDS6204WEA-2000AF/2000AT, LSIG,E/O,D/O,new surplus 
1600 Amps, С-Н, SPBMR316C, 3W,600V,RMS910 trip,LSG,aux switch,shunt,E/O,D/O 
1600 Amps, Siemens, HPXD63B160, #1333052 

1600 Amps, Square D, PAF361600 

1600 Amps, Square D, PEF361600LSG, 3 pole,600 V. w/LSIG,100% rated (2) 

1600 Amps, Westinghouse, AD DE-ION, circuit breaker, 3 pol, 600 V., 1973 

1600 Amps, Westinghouse, SPB-65, E/O, D/O 

2000 Amps, ABB, S8D, SACE S8,3P,600 V.,M/O,part 122154052-001,Nema 1,used 
2000 Amps, ABB, SACE EMAX E3V 2000, new in box 

2000 Amps, ABB, SACE-E3V-A20, E/O,D/O,PR1121P-A unit Isi,substructures,unused 
2000 Amps, Cutler-Hammer, MDS-820, LSIG, E/O, D/O 

2000 Amps, Eaton, CRD320T33W, #063679 

2000 Amps, Eaton Magnum, DSX MDSX20, 3p,600 V.,E/O,D/O,Digi Trip 1150+,LSIG 
2000 Amps, Eaton, PA32000, #1359517 

2000 Amps, Eaton, RD320T32W, #1085333 

2000 Amps, General Electric, TPVVF7620, MO, DO 

2000 Amps, General Electric, TC2020TTHE1R, 600 VAC, E/O, D/O 

2000 Amps, General Electric, TPSS6620DGA3FC, 600 VAC, AC-Pro II, M/O, F/M 
2000 Amps, ITE, HR3-B2000, adjustable trips, 460 V. 

2000 Amps, Merlin-Gerin, CM2000HE, Compact Circuit Breaker,600 VAC,M/O,F/M 
2000 Amps, Siemens, HRB3B200, #1338843 

2000 Amps, Siemens, WLF2A320, ЗР 600 V., M/O,D/O,ETU745 trip w/LSIG,w/Cell (4) 
2000 Amps, Siemens, WLL2D320, 3P 600V.,M/O,D/O, ETU725 Trip LSI functions 
2000 Amps, Square D, PAF-362000 

2000 Amps, Square D, PEF362000LSZ, #1368411 

2000 Amps, Square D, PXF362000G, 3 pole, 600VAC 

2000 Amps, Westinghouse, 2000 amp trip, ID#56C-0740 

2000 Amps, Westinghouse, PC32000F, 600 V. 

2500 Amps, ABB, SACE EMAX ЕЗ H-A 2500, new in box 

2500 Amps, ABB, SACE S8, 600VAC/600VDC ЗР molded case switch,w/shunt (24VDC) 
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INSULATED CASE AND MOLDED CASE CIRCUIT BREAKERS - (3,834 listings on our website!) 


2500 Amps, ABB, SACE $80, molded case switch,600V 3P,w/shunt 24VDC,Nema 1,used 
2500 Amps, Eaton, RD325T35W, #1175300 

2500 Amps, General Electric, TPSS7625GB, 600 VAC, W/ AC-Pro II M/O, F/M 

2500 Amps, GE Power Break I insulated case breakers, cat TPYY7625, 600 V.(4) 

2500 Amps, Gould / ITE, SB3B250, bolt in 

2500 Amps, Square D MasterPact, NW25H, WL3GGR44A3SXXXXXCA 

2500 Amps, Square D, SEF362500LS, 600 VAC, M/O, F/M, LSI Used w/ Test 

3000 Amps, General Electric, SSF30B3000, M/O, fixed, MVT LSIG 

3000 Amps, General Electric, TC3030SS, LSIG, D/O 

3000 Amps, General Electric, TP3030SSFC, M/O, ВЛ, D/O, RMS-9 (2) 

3000 Amps, ITE, SB3B3000S01, 120V Shunt Trip 

3000 Amps, Merlin Gerin, MP30H1, E/O, D/O, LSI, new w/cell 

3000 Amps, Siemens, SBS4040DV.,120V. E/O-D/O,24V DC shunt trip 6/A-6B aux,recon 
3000 Amps, Siemens, WLL2F330, 600 V., 3 ph, with ET0725 trip unit, new 

3000 Amps, Square D, MasterPact NW30H, WL3HHR44A3SXXXXXEA 

3000 Amps, Square D, NW30H, Micrologic 6.0A trip,M/O,fixed, WL3HHG44A9SXXXXXXX 
3000 Amps, Square D, NW30H, Micrologic 6.0A trip,E/O,D/O,WL3HHR44A3SFFFXXEA 
3000 Amps, Square D, SED363000LI, M/O, D/O, Micrologic LI 

3000 Amps, Square D, SED363000LSG, M/O, D/O 

3000 Amps, Square D, SED363000LSGES5D4 

3000 Amps, Square D, SED363000LSGES5DA, 600 VAC, E/O, LSIG 

3000 Amps, Square D, SEDG30T2A2, 600 VAC AC-Pro II, M/O, D/O 

3000 Amps, Square D, SEF30T2V1B2, fixed mount,M/O,AC Pro II,4-aux switch,EOK 
3000 Amps, Square D, SEF363000LIG, #1309930 

3000 Amps, Square D, SEF363000LSG, M/O, fixed LSIG 

3000 Amps, Square D, SEF363000LSGA8, Electronic trip CB,600VAC,M/O,F/M,LSIG 
3000 Amps, Westinghouse, PC33000 

3000 Amps, Westinghouse, PC33000F, fixed mount 

3000 Amps, Westinghouse, PCCG33000, M/O, Draw Out 

3000 Amps, Westinghouse, PCCG33000F, M/O, ВЛ, LSG, 3000A plug (2) 

3000 Amps, Westinghouse, PCG33000, 600 V. 

3200 Amps, Cutler-Hammer, MDSC32 Magnum DS, 600 VAC, E/O, D/O 

3200 Amps, General Electric, EE32N2ENXX, Entelliguard E,E/O,D/O,3-pole,635 V. 
3200 Amps, Square D, NW32H3, Masterpact Breaker, 600 VAC, E/O, D/O, LSIG 

4000 Amps, ABB, E6.2H-A, New Surplus, E/O, 4 Pole 

4000 Amps, Cutler-Hammer, DSII-840, RMS 910 trip, LSG, 120 VAC, E/O, D/O 

4000 Amps, Cutler-Hammer, DSII-840, RMS 810 trip, LSG, 20 VAC, E/O, D/O (3) 

4000 Amps, General Electric, Power Break, with gear 

4000 Amps, General Electric, SSF40B440, Powerbreak Il, fixed mounted MVT 

4000 Amps, General Electric, TC4040SS 

4000 Amps, General Electric, TC4040SS, E/O, M/O, D/O, RMS-9, new (5) 

4000 Amps, General Electric, TC4040SSE1C, elec.op, draw out, bell alarm 

4000 Amps, General Electric, TC4040TTE1CR, new 

4000 Amps, GE, TC4040TTE1CR,3P,600A,3000A plug, MVTPM,LSI,E/O,D/O,120V.(3) 
4000 Amps, General Electric, TC4040TTR, manually operated, drawout, LSIG 

4000 Amps, Merlin-Gerin, M40H1, Masterpact Circuit Breaker,600 VAC,M/O,D/O,LSIG 
4000 Amps, Merlin Gerin, MP40H1, E/O, D/O, LI, new surplus 

4000 Amps, Merlin Gerin, MP40H1, E/O, M/O, STR58U, LSIG 

4000 Amps, Merlin Gerin / Square D, MP40H2, 600 V., 150 KA 

4000 Amps, Siemens, SBS4040DV, M/O,D/O,3 pole,SB40TLSIG trip unit,recon 

4000 Amps, Siemens, WLF3A340, ЗР 600 V.,M/O,D/O,ETU745 trip w/LSIG,4000A plug 
4000 Amps, Siemens, WLL3F340, Зр 600V,4000A Frame,LSIG functions, M/O,fixed mount 
4000 Amps, Square D, DS11-840, M/O, with feeder & gear (2) 

4000 Amps, Square D, NW40H, Micrologic 6.0A trip,M/O,D/O, YL3KKR44A9SXXXXXCA 
4000 Amps, Square D, NW40H, Masterpact breaker, 600 VAC, E/O, D/O 

4000 Amps, Square D, NW40H2, MasterPact breaker,E/O,D/O,600 V.,manual operation 
4000 Amps, Square D, SED364000LSGS1A8, 600 VAC,LSIG,reconditioned w/ test report 
4000 Amps, Square D, SEF364000LSG, M/O, fixed, LSIG 

4000 Amps, Square D, SEF364000LSI, M/O, fixed, LSI, new surplus 

4000 Amps, Square D, SEF364000LSG, manually operated, AC-Pro II 

4000 Amps, Westinghouse, SPB100, w/LSG functions, recon. w/test report 

5000 Amps, Cutler Hammer, Magnum DS, D/O, E/O, with gear, unused 

5000 Amps, Merlin Gerin, E/O, D/O 

5000 Amps, Merlin Gerin, MP50H1, E/O, D/O, ST308S 

5000 Amps, Siemens, 3WL9213-7AD31-0AA1Z, type WL III 5000H 1000 V 

5000 Amps, Siemens, WLF3A350 WLF3A3501EGAXCCCA, WL breaker 

5000 Amps, Square D Masterpact, MP50H3, 3 P,600V.,6.0P trip,LSIG,D/O type 

5000 Amps, Square D, NW50H, 100 KAIC, 480 V., Nema 3R, stand alone 

5000 Amps, Westinghouse, SPB100, E/O, М/О, ВЛ, POW-R-7, & digitrip (5) 

Square d, mhl mech surplus011-784 

Square d, kap mccb surplus006-343 

Square d, pcf mccb surplus010-559 

Square d, pef mccb surplus010-555 

Square d, pxf mccb surplus006-282 

Cutler-hammer, rdc mccb, 100kaic surplus008-641 

Westinghouse, fd mccb, 35kaic surplus009-888 

Cutler-hammer, hld mccb, m/o,b/i surplus020-156 

1000 Amps, Siemens, NXD63B100, #1315839 

400 Amps, Square D, LJA36400U31X, #1320957 

125 Amps, Eaton, HJD3125, #1359273 


600 Amps, Square D, SED364000LSGES1A8, 100kA@480V, Drawout, 3 V., New out of Box, #1175335 


Circuit Breakers, Outdoor Type 


OUTDOOR GAS CIRCUIT BREAKERS - (36 listings on our website!) 
1200 Amps, ABB, 72PM 31-20, 34.5 kAIC, 69 kV 

1200 Amps, ABB, 121PM40-20, SF-6 Breaker, 40 KA, 121 kV, stock #S126G 
1200 Amps, ABB, 72 KV, 31.5 KAIC, SF-6, 125 VDC (4) 

1200 Amps, Areva, HG-12, 145 KV, 63 kAIC, 650 KV Bil 

1200 Amps, Mitsubishi, 100-SFMT-AOE-1, 40 KAIC, 2012 (2) 

1200 Amps, Siemens, SP52.123-40-Z, 40 KAIC, 123 KV, 2012 

1200 Amps, Siemens, SPS2-38-40-2, 38 KV, 40 KAIC, 334 SF-6 (2) 

1200 Amps, Square D, FCS3121532-1. 38 KV, SF-6, 32 KAIC, FluArc, 1988 (3) 
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322988 
480989 
840929 
840930 
728610 
493515 
724203 
369705 
494753 
327755 
969526 
303052 
322986 
497290 
782813 
387500 
980510 
194707 
210692 
091763 
840926 
322982 
322981 
322983 
497286 
493518 
303051 
965276 
833577 
775773 
782853 
364814 
965277 
038025 
280974 
442072 
237490 
237491 
237492 
237499 
237502 
227318 
227732 
228957 
443463 
447866 
457610 
475341 


SRID 
042031 
448799 
464849 
380744 
464850 
300048 
737686 
219573 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


OUTDOOR GAS CIRCUIT BREAKERS - (36 listings on our website) 


Yeah, We've Got That... 


Outdoor SF-6 Breakers 25Kv - 550 KV Various Brands 


Hitachi - Siemens - ABB - GE - Westinghouse 
N 


ELECTRICAL POWER SYSTEMS 


2200 NORTHWOOD AVE, EASTON, PA 18045 USA ° 


1200 Amps, Westinghouse, 72.5SP23, 69 kV, 23 kAIC DC trip (3) MN 320-289-2840 
2000 Amps, ABB, SPS2-145-40-2, 40 KAIC, 2005 (2) PA 610-515-8775 
2000 Amps, Areva, 63 KAIC, 145 KV, SF-6, spring charged, 2007 PA 610-515-8775 
2000 Amps, General Electric - Hitachi, HVB242-40000, SF6, 230 KV ON 877-987-9367 
2000 Amps, Siemens, SPS2-72.5-31.5-2, SF6 breaker, 72.5 kV AL 251-947-8658 
2000 Amps, Siemens, SPS2-72.5-40-2, 72.5kV, SF-6 Breaker, #S296 & S297 (2) OH 330-493-1890 
3000 Amps, Mitsubishi, 200-SFMT-631, 242 kV max, 900 kV BI., 63 kAIC (2) MN 320-289-2840 
3000 Amps, Siemens, SPS-2-72.5-40-3000, unused, 2018 PA 610-515-8775 
3000 Amps, Siemens, SPS-2-123-40, 123 KV, 2011 PA 610-515-8775 
3000 Amps, Siemens, SPS-2-145-63, 145 KV, 65 kaic, 2009 PA 610-515-8775 


OUTDOOR VACUUM SUBSTATION CIRCUIT BREAKERS - (33 listings on our website!) 


600 Amps, ABB, V, 38 KV, 125 DC control, with relays WI 800-263-1170 
600 Amps, Square D Fluarc SF6 Substation Circuit Breaker Cat No FBS1061120 15.5 KV WA 509-534-8389 
1200 Amps, ABB / BBC / ITE, 15-VHK-750, 3-pole, E/O, D/O, 15000 V. TX 888-599-0486 
1200 Amps, ABB, Advac, 13800 V., 25 KAIC, VMI-24-12-25, 2005 (3) PA 610-515-8775 
1200 Amps, ABB, R-Mag, 13800 V., 20 KAIC, w/SEL Relay 3515, 2011 (4) PA 610-515-8775 
1200 Amps, ABB, R1, Vac, 27000 V., 12.5 kaic, 1997 (5) PA 610-515-8775 
1200 Amps, ABB, R4, outdoor Vacuum circuit breaker, 15.5 KV, 25 KA GA 908-421-4139 
1200 Amps, Areva, 13800 V., 20 KAIC, 48 V.DC control, 2008 (8) PA 610-515-8775 
1200 Amps, General Electric, PVDB1-15.5-20, 13.8 KV, 20 KAIC, 1996 (4) PA 610-515-8775 
1200 Amps, General Electric, PVDB1-15.5-40, 13.8 KV, 40 KAIC, 1998 (5) PA 610-515-8775 
1200 Amps, General Electric, PVDB2-2518-20, 28 KV, 20 KAIC, 2000 (4) PA 610-515-8775 
1200 Amps, General Electric, VB15.0-25-4-C, Vac Circuit Breaker, 15 KV WA 509-534-8389 
1200 Amps, G.E. Power Vac circuit breaker, VB4.16-350-1, 125 V., 3 phase NY 310-487-3800 
1200 Amps, Siemens, SDV, GMI Mech, 13800 V., 20 KAIC, 125 VDC (4) PA 610-515-8775 
1200 Amps, Square D, FV51121120, 20 KAIC w/relay panel, 1994 (6) PA 610-515-8775 
1200 Amps, Square D, FVR, 13800 V., 20 KAIC, 2004 (10) PA 610-515-8775 
1250 Amps, ABB, R-MAG, 38 KV, 40 kaic, unused, 2018 PA 610-515-8775 
2000 Amps, G.E. Power Vac circuit breaker, VB4.16-350-1, 125 V., 3 phase NY 310-487-3800 
2000 Amps, Square D, FV7, 17 KV, 25 KAIC, 48 V.DC control, 2009 (2) PA 610-515-8775 
2500 Amps, Alstom, VXC 8025/36-2, 38 KV, 31.5 KAIC, 2001 PA 610-515-8775 


“UNUSED” OUTDOOR п | 
VACUUM : STATION. BR 


- 


Om 


— ue 


7 - Unused 2000 Amp FERF DiSchneider Electric Type Cat. FVR EES 
17 KV, 25 KAIC, 110 KV BIL, 48 VDC C&T, MFG. 2014 

4 - Unused 2000 Amp Square D/Schneider Electric Type Cat. FVR 1201125A 
15.5 KV, 25 KAIC, 110 KV BIL, 125 VDC C&T, MFG. 2011 

2 - Unused 2000 Amp Square D/Schneider Electric Type Cat. FVR 1201125A 
17 KV, 25 KAIC, 110 KV BIL, 48 VDC C&T, MFG. 2009 

3 - Unused 1200 Amp ABB ADVAC Type Cat. 15.5KRK125AA12101 
15.5 KV, 25 KAIC, 110 KV BIL, 48 VDC C&T, MFG. 2005 


FOR OUR COMPLETE INVENTORY VISIT OUR WEBSITE: 
(za www.belyeapower.com * Email: sales@belyeapower.com 


NI 


ELECTRICAL POWER SY 


3000 Amps, ABB, R-MAG, 13800 V., 25 KAIC, 2005 (4) 
Siemens, SPS2-145-63-3, 145 KV SF6 substation circuit breakers, 2013 


PA 610-515-8775 
ON 866-694-1252 


SINGLE POLE VACUUM CONTACTORS - (52 listings on our website!) 


400 Amps, A.B. #1502-V4DBDD-1, 2500/7200V.,vacuum,bolt-in,call for more info,quantity OR 888-444-4335 
400 Amps, A.B. #1502-VC4DBDB-0, 2500/7200V.,vacuum,bolt-in,call for more info,quantity OR 888-444-4335 
400 Amps, А.С. #456-D, 2500/5000V.,air,roll-in,call for more info, quantity & pricing OR 888-444-4335 
400 Amps, A.C. #456-D, 2500/5000V.,air,roll-in,call for more info, quantity & pricing OR 888-444-4335 
400 Amps, С.Н. #9950, 2400/4800V.,vacuum,roll-in,call for more info,quantity & pricing OR 888-444-4335 
720 Amps, Westinghouse £A, type vacuum OEM, 7200 V., 120V Control, used MN 800-328-1842 
800 Amps, A.B. #1502-V8C6D1, 2500/7200V.,vacuum,bolt-in,call for more info,quantity OR 888-444-4335 
2000 Amps, ABB #IORR-2000-30, 500 V AC, 50V DC, used MN 800-328-1842 
3150 Amps, ABB #IORR-31500-30, 500V AC, 50V DC, used MN 800-328-1842 
Couplings 


VARIABLE SPEED FLUID COUPLINGS - (6 listings on our website!) 
1500 HP, 900 RPM American Standard Model 427, Class 4 OH 
11400 HP, 1800 RPM, Voith Vorecon ZRWE-12F7, #588/89/90/91 co 


800-248-4479 
719-754-1981 


ELECTRICAL & POWER EQUIPMENT 


eg For Our Complete Inventory Visit our Website: www.belyeapower.com e sales 
(610) 515-8775 * Fax (610) 258-1230 


December 2023 


DEALER 


SRID 


When You Need It Most 


GIVE US A CALL: (610) 515-8775 


Equipment Marketing 
Belyea Company Inc 
Belyea Company Inc 
Carroll Transformer 
Electric South 

Power Asset 
Equipment Marketing 
Belyea Company Inc 
Belyea Company Inc 
Belyea Company Inc 


DEALER 
Technitrol Inc 

Atlas Electric Inc 
BCS Switchgear Inc 
Belyea Company Inc 
Belyea Company Inc 
Belyea Company Inc 
NSV Energy, LLC 
Belyea Company Inc 
Belyea Company Inc 
Belyea Company Inc 
Belyea Company Inc 
Atlas Electric Inc 
RAAR Group USA 
Belyea Company Inc 
Belyea Company Inc 
Belyea Company Inc 
Belyea Company Inc 
RAAR Group USA 
Belyea Company Inc 
Belyea Company Inc 


2200 NORTHWOOD AVE, EASTON, PA 18045 USA e (610) 515-8775 * Fax (610) 258-1230 


Belyea Company Inc 
Veracity Asset 


DEALER 
Monster Electrical 
Monster Electrical 
Monster Electrical 
Monster Electrical 
Monster Electrical 
EMSCO 

Monster Electrical 
EMSCO 

EMSCO 


DEALER 
Row Electrical Eqpt 
Power Zone Equip 


elyeapower.com 


042026 
380745 
380746 
730543 
098164 
393185 
889017 
274831 
430815 
380747 


SR ID 
712011 
415047 
029160 
055459 
289274 
080736 
346602 
412662 
759035 
889329 
810774 
293242 
352305 
289275 
695683 
289276 
143077 
352306 
136728 
858043 


349043 
420512 


SRID 
090412 
090410 
090421 
090422 
090406 
036042 
090416 
064778 
064779 


SRID 
389246 
952349 
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December 2023 SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


105 HP Cummins 4BT Remanufactured Extended || 210 HP Cummins 6ВТАА (5.9 L) Extended Long 
Long Block Engine Block Engine, remanufactured 


Engines, Diesel Ç t. LAM ed 
£ Model:4BT 
Seller: Big Bear Engine 
CO 


Search Diesel Engines on SurplusRecord.com to , Tel: 720-928-9252 


view all 776 listings. БРО. 161466 


220 HP Caterpillar 330601 Remanufactured 450 HP Cummins 855 Big Cam IV 
Extended Long Block Engine Remanufactured Extended Long Block 


Mfr: Caterpillar h Mfr: Cummins 

Model:3306 KÉ Model:NTA-855 

Seller: Big Bear Engine Seller: Big Bear Engine 
CO CO 


Tel: 720-928-9252 Tel: 720-928-9252 
SR ID: 461366 SR ID: 461360 
Price: Call for Price Price: Call for Price 


DIESEL ENGINES - (776 listings on our website!) 

25 HP Caterpillar #C1.1, Engine Assembly 

64 HP Caterpillar #3034, Engine Assembly, like new only 2800 hours 

83 HP Caterpillar #3054C-DIT, industrial power unit, 2400 RPM, SAE £3 flywheel housing 
125 HP John Deere #4045, Cornell 4TX-E45K-4 water transfer pump, 1780 hrs, 1800 RPM 
142 HP Caterpillar #C4.4, Engine Assembly, new 2019 

173 HP Cummins #QSB4.5, diesel engine, 2500 RPM 

180 HP Cummins #6BT5.9, Engine Assembly, new 

220 HP Komatsu #SAA6D114E-5, Engine Assembly, 2013 

250 HP Caterpillar #3208T, Engine Assembly 

250/800 HP Cat #34 Series, D3406CTA/D3408TA/D3412TA, 1800-2100 RPM, rebuilt 
285/550 HP Detroit, 92 Series, 6V-92TA/8V-92TA, 1800-2100 RPM, rebuilt 

300 HP Caterpillar #C7, Core Diesel engine, S/N WAX70863 

335 HP Cummins ISM Remanufactured Standard Long Block Engine - CPL 8557 

350 HP Caterpillar #3306B, industial diesel engine, currently set up for generator drive 
350 HP Cummins ISM Remanufactured Standard Long Block Engine - CPL 2729 

350 HP Cummins N14 Mechanical Remanufactured Long Block Engine - CPL 1532 

375 HP Mack E7 ETECH Remanufactured Standard Long Block Engine 

380 HP Detroit Diesel Series 60 12.7 L Remanufactured Long Block 

420 HP Caterpillar #C11, diesel engine, 2100 RPM, Tier 2 

430 HP Caterpillar C12 Remanufactured Standard Long Block Engine 

430 HP Caterpillar C13 ACERT Remanufactured Standard Long Block Engine - ARR - KCB 
430 HP Caterpillar C13 ACERT Remanufactured Standard Long Block Engine - ARR - LEE 
435 HP Caterpillar 3406E Remanufactured Standard Long Block Engine - ARR 1LW 

435 HP Caterpillar C15 ACERT Remanufactured Standard Long Block Engine - 6NZ 

445 HP Detroit Diesel Series 60 14.0 L Remanufactured Long Block - DDEC IV 

450 HP Caterpillar #3406, diesel engine 

450 HP Caterpillar #C15, diesel engine, 2100 RPM, 2368 hrs, 2004 

450 HP Cummins ISX Remanufactured Long Block - CPL 2732 

450 HP Cummins ISX Remanufactured Long Block - CPL 2729 

450 HP Cummins ISX Remanufactured Long Block - CPL 2719 

450 HP Cummins ISX15 Remanufactured Long Block - CPL 3719 

450 HP Cummins ISX15 Remanufactured Long Block - CPL 3937 

450 HP Cummins £QSX15, diesel engine, 2100 RPM 

460 HP Cummins #N14, Engine Assembly, 2013 

475 HP Caterpillar #C13, industrial engine, 2100 RPM, 1 flywheel housing, 2018 

475 HP Caterpillar #C13IN, 2100 RPM, 1 flywheel housing, 2018 

475 HP Caterpillar #C15, diesel genset, 1800 RPM, 3933 hrs, radiator thru flywheel, 2004 
475 HP Detroit #8V92T, 1800 RPM, runner 

500 HP Caterpillar #3406DITA, 1800 RPM, runner, flywheel 24v start & alt 

500 HP Cummins #QSX-A-500, 2100 RPM,runner,radiator thru flywheel,24v start & alt. 
520 HP Caterpillar #C13, industrial engine, 3000 hrs, 2100 RPM, Tier 3, 2009 

525 HP Caterpillar #C15, 1800 RPM, runner, radiator thru flywheel 

525 HP Caterpillar #C15, diesel engine, 2100 RPM, S/N BEMO3952, rblt. 2004 

525 HP Caterpillar #C15, 2100 RPM, pwr. unit radiator thru flywheel, S/N BEM04424, 2004 
550 HP Caterpillar #D379B CORE, 1200 RPM, diesel engine 

550 HP Caterpillar #D379TA, 1200 RPM, runner, flywheel 24v start & alt 

550 HP John Deere #6125HF070, industrial diesel engine power unit, radiator & flywheel, currently set ... 
600 HP Cummins #QSX15, engine, 2100 RPM 

620 HP Detroit #Series-60, 1800 RPM, runner, 14L 

650 HP Caterpillar #3412, Engine Assembly, rebuilt twin turbo 3412 DITTA 

680 HP Cummins #QSX15-G9, industrial diesel engine power unit, radiator & flywheel, currently set up ... 
745 HP Caterpillar #3412T, 500 KW, 1800 RPM, 401 hours, 1991 

750 HP Caterpillar #3412DITA, 1800 RPM, runner, flywheel 24v start & alt 

800 HP Caterpillar #C-18, Engine Assembly, 313 hours, like new, 2014 

800 HP Caterpillar #C18, diesel engine, 2100 RPM, 2011 

800 HP @ 2100 RPM Caterpillar #C18, Industrial Engine, 313 hours, 2014 

1000 HP Caterpillar #3508, Diesel Engine,1200 RPM,S/N 68Z01030,Low hours 

1050 HP Caterpillar #C-27, Engine Assembly, 8185 Hours, 2007 

1100 HP Caterpillar 4D399TA, 1200 RPM, runner late style, HMSO 

1508 HP Caterpillar #D3512, diesel genset, 1800 RPM, 2559 hrs, 1984 

2250 HP MTU #12V4000, diesel engine, remanufactured 

2500 HP Caterpillar #3512C, industrial diesel engine, 1900 RPM, rblt. 2023 

Caterpillar #3408E, Engine Assembly, S/N 5XD03882 

Detroit #60-Ser-12.7, Engine Assembly, new 

2500 HP Caterpillar #3512C, industrial diesel engine core, 1900 RPM, rblt. 2023 


Engines, Natural Gas & Marine 


DIESEL MARINE ENGINES - (67 listings on our website!) 

225 HP John Deere, marine engine 225 HP with 5050 twin disc gear, good runner 
355 MHP Caterpillar #C7.1 "C" Rated Tier 3 Commercial Duty 2500 RPM New Surplus 
380 HP Caterpillar #3406DITA, diesel, 350 KW, 1800 RPM, Marine, low houred 


110 ELECTRICAL & POWER EQUIPMENT 


E 


Mfr: Cummins 

Model:6BTAA 

Seller: Big Bear Engine 
CO 


Tel: 720-928-9252 
SR ID: 461301 
Price: $9,750 


120 HP John Deere, diesel engine, 1800 RPM, 
326 hrs, Cornell ATX-E45K-4 water pump 
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ON 
FL 
TX 


312-313-0196 
312-313-0196 
405-677-6637 
432-561-8700 
312-313-0196 
817-232-1071 
312-313-0196 
312-313-0196 
312-313-0196 
405-677-6637 
405-677-6637 
403-309-9250 
720-928-9252 
713-929-2056 
720-928-9252 
720-928-9252 
720-928-9252 
720-928-9252 
817-232-1071 
720-928-9252 
720-928-9252 
720-928-9252 
720-928-9252 
720-928-9252 
720-928-9252 
817-232-1071 
432-561-8700 
720-928-9252 
720-928-9252 
720-928-9252 
720-928-9252 
720-928-9252 
817-232-1071 
312-313-0196 
785-267-8139 
785-267-8139 
432-561-8700 
210-380-5187 
210-380-5187 
210-380-5187 
785-267-8139 
210-380-5187 
405-692-3946 
405-692-3946 
405-692-3946 
210-380-5187 
713-929-2056 
817-232-1071 
210-380-5187 
312-313-0196 
713-929-2056 
904-737-7730 
210-380-5187 
312-313-0196 
713-452-7438 
281-813-4923 
403-309-9250 
312-313-0196 
210-380-5187 
432-561-8700 
817-232-1071 
713-452-7438 
312-313-0196 
312-313-0196 
713-452-7438 


519-267-5203 
904-737-7730 
210-380-5187 


Mfr: John Deere 

Model: 

Seller: LarMar Industries 
Midland, TX 

Tel: 432-561-8700 

SR ID: 382224 

Price: Call for Price 


DEALER SR ID 
Diesel Sales 475460 
Diesel Sales 475456 
S & W Power Systems 266213 
LarMar Industries 382226 
Diesel Sales 475457 
Industrial Diesel 406395 
Diesel Sales 466538 
Diesel Sales 469601 
Diesel Sales 475459 
S & W Power Systems 356503 
S & W Power Systems 356504 
Collicutt Energy 386871 
Big Bear Engine 461380 
Swift Equipment 471299 
Big Bear Engine 461379 
Big Bear Engine 461363 
Big Bear Engine 461384 
Big Bear Engine 461348 
Industrial Diesel 374933 
Big Bear Engine 461383 
Big Bear Engine 461372 
Big Bear Engine 461373 
Big Bear Engine 461370 
Big Bear Engine 461374 
Big Bear Engine 461350 
Industrial Diesel 417726 
LarMar Industries 301239 
Big Bear Engine 461340 
Big Bear Engine 461341 
Big Bear Engine 461342 
Big Bear Engine 461346 
Big Bear Engine 461347 
Industrial Diesel 406396 
Diesel Sales 471923 
Foley Equip - Power 446915 
Foley Equip - Power 446914 
LarMar Industries 347493 
Field Engine LLC 197242 
Field Engine LLC 197231 
Field Engine LLC 197234 
Foley Equip - Power 446918 
Field Engine LLC 197233 
J & R Industrial 206341 
J & R Industrial 287515 
J & R Industrial 325467 
Field Engine LLC 197228 
Swift Equipment 480102 
Industrial Diesel 384460 
Field Engine LLC 197241 
Diesel Sales 466540 
Swift Equipment 480101 
Ring Power Systems 479940 
Field Engine LLC 197230 
Diesel Sales 469602 
Mustang Cat Pwr Sys 418142 
Ninex Power Systems 471317 
Collicutt Energy 389351 
Diesel Sales 469604 
Field Engine LLC 197226 
LarMar Industries 301240 
Industrial Diesel 444454 
Mustang Cat Pwr Sys 437261 
Diesel Sales 475458 
Diesel Sales 466537 
Mustang Cat Pwr Sys 443641 
DEALER SR ID 
Industrial Bay 288829 
Ring Power Systems 441298 
Field Engine LLC 197407 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


DIESEL MARINE ENGINES - (67 listings on our website!) 

431 MHP Caterpillar #C7.1 "D" Rated Tier 3 Commercial Duty 2700 RPM New Surplus 

440 HP Cummins #N14, marine eng,1800 RPM,Keel cooled,11000 hrs,good runner 

543 HP Mitsubishi #S6A3, marine diesel engine 543HP @ 1840, 14000 hrs since new 

590 HP Mitsubishi #S6R, marine diesel engine, fresh rebuild 

720 HP @ 1800 RPM, Caterpillar #3412E-DITA, diesel marine engine, electronic governor, 2003 
850 HP Mitsubishi #S12A2-Y1MPTA-3, Marine diesel engine,1940 RPM,2014 (2) 

875 HP Cummins #KTA-50, diesel engine,V-16 Marine propulsion,low hrs since rebuild (4) 
Lugger #6170 marine diesel engine, RTO 30,000 hours since new 

Yanmar #6LPA-STZC, marine engine,211 PS / 3682 RPM,serial #1595,rebuild 

Yanmar #6LPA-STZC, marine engine,211 PS / 3682 RPM,serial #M57828,rebuild 

Yanmar #6LPA-STZC, marine engine,211 PS / 3682 RPM,serial #1976,rebuild 


1380 HP, Waukesha #7042GSI, NG engine, 
currently set up for generator drive 


Mfr: Waukesha 
Model:7042GSI 

Seller: Swift Equipment 
Houston, TX 
713-929-2056 
SR ID: 469332 

Price: Call for Price 


Engines, Natural 
Gas 


Search Natural Gas Generators on > dr Tel: 


SurplusRecord.com to view all 150 listings. 


NATURAL GAS ENGINES - (150 listings on our website) 

23.5 HP @ 3600 RPM, CK Power #CP25-APU, Natural gas power unit, 3 cylinder 

30-1340 HP @ 1200 RPM, Waukesha £VRG330/F-817gu/f1197g9u/f-35219u/1-7042gsiu 

75 HP Wildcat Power Gen #Arrow,Bio-Fuel, NG/LPG/VPG,900-1800 RPM,12V Standard,new (5) 

80 HP € 1800 RPM, Arrow Engine £A62, Nat gas,complete power unit,raditator thru flywheel,new (8) 
95-675 НР @ 1800 RPM, Cat 433/34 Series, G3304NA/G3306TA/G3406SI/G3412TA,reb. 

100 HP, Wildcat #Arrow, Bio-Fuel, NG/LPG/VPG,900-1800 RPM,12V Standard/24V optional,new 
133 HP @ 1500 RPM, CK Power #CK100-APM-3, automated power unit, 8 cylinder 

145 HP @ 1800 RPM, Caterpillar #G3306-NA, engine, rblt. 

232-940 HP @ 1200 RPM, Cat #300, G342NA/G353TA/G379TA/G398TA/G399TAA,reb. 

330 HP @ 1200 RPM, Caterpillar #G379, industrial NG engine, 952 hrs, set up for generator drive 
365 HP @ 1800 RPM, Caterpillar #G3406-TA, NG core engine, 1998 

515 HP @ 1200 RPM, Caterpillar #G3508TA, complete engine 

607 HP @ 1800 RPM, Dresser Rand Guascor #SFGLD240, liquid propane, Natural gas,Bio-Gas,new,2015 
650 HP @ 1200 RPM, Waukesha ##3521GSIU,runner,int. oil header,1" capstud,T-18 Turbo 

670 HP Caterpillar #G398, industrial NG engine power unit, radiator & flywheel, currently set up for ... 
750 BHP @ 1000 RPM, Caterpillar £G399B-SITA, gas engine, hydra-mechanical governor, 1970 
850 HP @ 1200 RPM, Caterpillar #G399TA, runner, rad-flywheel 

920 HP @ 1800 RPM, Waukesha £L36GSIU, front hub thru flywheel extender 

1214 HP @ 1800 RPM, Dresser-Rand Guascor #SFGLD480, NG, new 2015 

1340 HP @ 1400 RPM, Caterpillar #G3516, NG engine, rblt. 2000 

1340 HP @ 1400 RPM, Caterpillar #G3516, NG engine, 2006 

1340 HP @ 1400 RPM, Caterpillar #G3516, NG engine, 2001 

1478 HP @ 1200 RPM, Waukesha #7042GSI, Natural Gas Engine, zero houred 

1500 BHP @ 1800 RPM, Caterpillar #3512, Natural Gas Engine (Core), s/n 7NJ01330, Arg 4P-8328 
1725 HP @ 1400 RPM, Caterpillar #G3520B-LE, NG engine, rblt. 2009 

1775 HP @ 1000 RPM, Caterpillar #G3606-A3, NG engine core, 2011 

2400 HP @ 850 RPM, Caterpillar #G3612SITA, NG engine, rblt. 2023 

2820 HP, Cooper Superior #2416G, NG engine, 260mm stroke, 240mm bore, clean burn 3 

3130 HP @ 1000 RPM, Waukesha #12V-AT27GL, 12-cylinder engine, #56802 

1200 RPM, Waukesha #7042GSI, s/n 352898 woth crank shaft # 200311G 

1200 RPM, Waukesha #P9390GU, Engine, S/N 384884 SPEC G-45398 

Onan, 75 KW generator, 8-cylinder natural gas engine, used/surplus 

Waukesha #12AT25, Natural Gas Engine, 12 cylinder, turbo charged, 2004 


Fuses 


HIGH AND MEDIUM VOLTAGE FUSES - (98 listings on our website!) 
Bussmann, 2.54-7.2kV, R-Rated, Ferrule Mounted, 2-24R, e.g. JCL-3R 

Eaton, 5 KV, 40 amp, 5CLE-40E, new in box, (4) 

General Electric, 0.6-15.5kV,E-Rated,Potential transformer,0.5-25E,e.g. 9SF60BHH905 
General Electric, 2.54-5.08kV, R-Rated, Ferrule Mounted, 2-36R, e.g. 9F60LJD506 
General Electric, 2.75-38kV, E-Rated, Ferrule Mounted, 1-450amp., e.g. 9F60HMH100 
General Electric, 5.08kV, R-Rated, Limitamp, Bolt-In, 70-800A, e.g. 218A4293P6RB 
General Electric, 5.5-15.5kV, E-Rated, Bolt-In, 300-900E, e.g. 9F62KED300 

General Electric, live parts/fuse clips,disconnect/non-disconnect e.g. 9F61BNW751 
Littelfuse, 2.75-15.5kV, Medium Voltage Power Fuses, Ferrule, Bolt-In, 10-600amp. 
Mersen / Ferraz, 2.4-7.2kV, E-Rated, Potential Transformer, 0.5-5amp., e.g. A480T2E 
Mersen / Ferraz, 2.54-7.2kV, R-Rated, Ferrule Mounted, 2-36R, e.g. A480R6R-1 
Mersen / Ferraz, 5.08-15.5kV, R-Rated, Bolt-In, 70-900A, e.g. H300097CF00 

Mersen / Ferraz, 5.5-15.5kV,E-Rated,Ferrule mounted,5-450E,e.g. A055F1D0RO0-200E 
Mersen / Ferraz, 5.5-15.5kV, E-Rated, Type CL-14, 10-600E, e.g. A155C1DORO-100E 
Mersen / Ferraz, 5.5-15.5kV, E-Rated, Bolt-In, 10-1200E, e.g. A055B2DARO-400E 


FL 904-737-7730 
ON 519-267-5203 
ON 519-267-5203 
ON 519-267-5203 
TX 800-723-3726 
ON 519-267-5203 
ID 208-725-5781 
ON 519-267-5203 
PA 610-573-9780 
PA 610-573-9780 
PA 610-573-9780 


December 2023 


DEALER 

Ring Power Systems 
Industrial Bay 
Industrial Bay 
Industrial Bay 
DEPCO Power Systems 
Industrial Bay 

U S Combustion Prod 
Industrial Bay 

NB Export Import 

NB Export Import 

NB Export Import 


SR ID 
441299 
288828 
288830 
288831 
457742 
344984 
434556 
288832 
342774 
342775 
342778 


3550 HP @ 1000 RPM, Caterpillar 2G3612, NG 


genset, rblt. 2000 


ND 701-572-2393 
OK 405-677-6637 
KS 602-741-7711 
TX 713-464-1832 
OK 405-677-6637 
KS 602-741-7711 
ND 701-572-2393 
OK 405-692-3946 
OK 405-677-6637 
TX 713-929-2056 
OK 405-692-3946 
TX 210-380-5187 
MO 717-738-0300 
TX 210-380-5187 
TX 713-929-2056 
TX 432-561-8700 
TX 210-380-5187 
TX 210-380-5187 
MO 717-738-0300 
TX 713-452-7438 
OK 405-692-3946 
OK 405-692-3946 
AB 403-309-9250 
AB 403-309-9250 
TX 713-452-7438 
TX 713-452-7438 
TX 713-452-7438 
TX 713-433-7272 
CO 719-754-1981 
LA 337-608-8530 
AB 403-309-9250 
VA 757-247-3000 
LA 512-734-2996 


OR 888-444-4335 
CO 303-285-2569 
OR 888-444-4335 
OR 888-444-4335 
OR 888-444-4335 
OR 888-444-4335 
OR 888-444-4335 
OR 888-444-4335 
OR 888-444-4335 
OR 888-444-4335 
OR 888-444-4335 
OR 888-444-4335 
OR 888-444-4335 
en 888-444-4335 
888-444-4335 


Mfr: Caterpillar 
Model:G3612 


Seller: Mustang Cat Pwr Sys 


Houston, TX 
Tel: 713-452-7438 
SR ID: 423352 
Price: Call for Price 


DEALER 

Ind Equipment Sales 
S & W Power Systems 
Wildcat Power Gen 
Power-Flow Intl 

S & W Power Systems 
Wildcat Power Gen 
Ind Equipment Sales 
J & R Industrial 

S & W Power Systems 
Swift Equipment 

J & R Industrial 

Field Engine LLC 
Martin Energy Group 
Field Engine LLC 
Swift Equipment 
LarMar Industries 
Field Engine LLC 
Field Engine LLC 
Martin Energy Group 
Mustang Cat Pwr Sys 
J & R Industrial 

J & R Industrial 
Collicutt Energy 
Collicutt Energy 
Mustang Cat Pwr Sys 
Mustang Cat Pwr Sys 
Mustang Cat Pwr Sys 
Apollo Electric Inc 
Power Zone Equip 
Certum Elite 
Collicutt Energy 
Power Mechanical 
MGB & Company 


DEALER 

Monster Electrical 
High To Low Voltage 
Monster Electrical 
Monster Electrical 
Monster Electrical 
Monster Electrical 
Monster Electrical 
Monster Electrical 
Monster Electrical 
Monster Electrical 
Monster Electrical 
Monster Electrical 
Monster Electrical 
Monster Electrical 
Monster Electrical 


We Have Fuses and Fuse Hardware 


АП Makes...480 Volt Heavy Current up to 115Kv 


Current Production - Obsolete Fuses 
>) ЄЗ For Our Complete Inventory Visit our Website: www.belyeapower.com • sales@belyeapower.com 


ccectricac Power systems 2200 NORTHWOOD AVE, EASTON, PA 18045 USA e (610) 515-8775 • Fax 


S & C Electric Co #704100, SMU-20, 34.5 KV 100 amp. power fuse, K-Speed, 4 pcs. available 
S & C #455065R1, 46 KV power fuse, SMD-1A CSE TEC119-1, 20 pcs. available 

S & C #SMD-2C, 46KV 300E Power Fuse Rail Vertical MPN 186925R1 T102 

S & C, 14.4-34.5kV,type SMU-20/SMD-20,Std.speed/Slow speed,3-200amp.,e.g. 612200 

S & C, 34.5-138kV, Type SMD-1A, Std. Speed / Slow Speed, 1-200E, e.g. 444100R1 

S & C, 34.5-46kV, Type SMD-2C, Std. Speed / Slow Speed, 1-300E, e.g. 464300R3 


ELECTRICAL & POWER EQUIPMENT 


ON 905-355-3281 
ON 905-355-3281 
ON 519-842-6458 
OR 888-444-4335 
OR 888-444-4335 
OR 888-444-4335 


(610) 258-1230 


Lakeport Power Ltd 
Lakeport Power Ltd 
Lizco Sales/Rentals 
Monster Electrical 
Monster Electrical 
Monster Electrical 


SRID 
223512 
356511 
339254 
379077 
356509 
370895 
223513 
376564 
356510 
467256 
480976 
197540 
381337 
197392 
469334 
399731 
197391 
197390 
337956 
423350 
433886 
480975 
425151 
433634 
418145 
443643 
471255 
125276 
775510 
293012 
435306 
016748 
421914 


SRID 
856880 
151624 
856851 
856850 
856849 
856852 
856853 
856854 
856855 
856846 
856844 
856847 
856843 
856845 
856848 


778812 
873421 
110769 
856858 
856860 
856861 
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December 2023 SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


HIGH AND MEDIUM VOLTAGE FUSES - (98 listings on our website!) 

S & C, 4.16-34.5kV,SM-5 Refill,E-Rated,Std. Speed/Slow Speed, 1-400E,e.g. 132600R4 OR 888-444-4335 
S & C, 69-138kV, Type SMD-2B, Std. Speed / Slow Speed, 1-300E, e.g. 466100R4 OR 888-444-4335 
S & C, 7.2-34.5kV,SM-4 Refill,E-Rated,Std. Speed/Slow Speed, 1-200E,e.g. 122300R4 OR 888-444-4335 
S & C, Fault Fiter, Interrupting Module, Control Module, e.g. 802600R2 OR 888-444-4335 
S & C, Live Parts / End Fittings,Disconnect / Non-disconnect,e.g. 87519R2,3097 OR 888-444-4335 
S & C, Outdoor/Indoor, SM-4/SM-5,disconnect/non-disconnect,fuse holder,e.g.86152R2 OR 888-444-4335 
S & C, outdoor/indoor, disconnect/non-disconnect, power fuse mounting, e.g. 190602R2 OR 888-444-4335 
S & C, Universal Fuse Links, Std. Speed, Type K, Type T, 1-200amp., e.g. 265030 OR 888-444-4335 
Westinghouse £140D316G11, type DSL Limiter, 1600 amp, (3) fuses in stock OH 800-647-0815 


Gearboxes (Gear Reducers & Increasers) 


SHAFT MOUNTED GEAR REDUCERS - (30 listings on our website!) 

Dodge #TA10507H40, 40-1 Ratio with 5-7/16 Bushings (same as TXT-10) MI 313-843-6720 
Dodge #TDT-926, reducer, 25:1 ratio, rebuilt MI 313-843-6720 
Dodge #TXT8, gear reducer MO 660-263-7474 

Falk #2470J-25C, shaft mounted drive gearbox,1750 RPM in,66 RPM out,26.243:1 ratio WI 262-476-5045 

Falk #M1130DBT3AR-43.51-LD0046, 175 HP 1750 RPM, gear reducer/gearbox,43.51:ratio GA 770-676-0731 

Falk Gear Reducers in multiple sizes MO 660-263-7474 
Hansen Transmissions #RDC31-AN-20, parallel shaft gear reducer, 19.826 ratio IN 812-592-4698 
IECO #CHH4170511, 11:1 ratio, 38.7 HP input, 1750 RPM, Output Torque 14200"Ib. BC 250-442-5561 x237 
Rexnord ZVEDAOO66, size Venus,32.94 ratio,1750 RPM,53 RPM out,torque 19000"Ib BC 250-442-5561 x237 
SM-Cyclo #H1890, 29:1 ratio, Input 32.7 HP, 1750 RPM In, Torque 31600"Ib. BC 250-442-5561 x237 
SM-Cyclo, 29:1 ratio, 9.40 HP Input, 1750 RPM In, Torque Output 9060"Ib. BC 250-442-5561 x237 
Sumitomo SM-Cyclo #H1905, 29 ratio, 50.3 HP input,1750 RPM,torque 48600"Ib.out BC 250-442-5561 x237 
GEAR REDUCERS, WITH DRIVING UNIT - (49 /istings on our website!) 

15 HP, 1740 RPM, Sumitomo, 58 RPM, VFD w/brake, 3 ph, 230/460 V.(12) IN 317-357-2336 

20 HP, 1750 RPM, Falk #1090FZ3A, enclosed gear drive,45 RPM out,38.12:1 ratio,rblt WI 262-476-5045 

20.7 HP, SKK gear reducer, 31.250:1 ratio, type AFC, 1.0 SF WA 360-864-2800 

85 HP, Falk 1120FC3A, gear reducer, 88.15 ratio, Weg 20 HP motor OR 503-468-0454 
1699 RPM in, Falk gear reducer, 23.92 RPM out BC 480-747-8894 
Black Clawson, Hydrapulper drive size З gearbox, 4:1 or 4.37:1 ratio,rebuilt,warranty PA 215-664-6016 
Ferguson #242-4-300R, Multi Directonal Gear Drive CA 714-612-1480 

Sew Eurodrive #215TTGN06528, gearbox NC 919-612-7207 


DEALER SR ID 
Monster Electrical 856857 
Monster Electrical 856862 
Monster Electrical 856856 
Monster Electrical 856867 
Monster Electrical 856864 
Monster Electrical 856863 
Monster Electrical 856865 
Monster Electrical 856866 
National Power 281495 
DEALER SR ID 
B & H Machine Sales 704599 
B & H Machine Sales 602648 
Vulcan Drying Sys 205206 
Green Industrial 414094 
Churon Co 182172 
Vulcan Drying Sys 461439 
Metal Logics Inc 476962 
Boundry Electric 060931 
Boundry Electric 061050 
Boundry Electric 061048 
Boundry Electric 060930 
Boundry Electric 067080 
DEALER SR ID 
Mid-West Machy Mart 147616 
Green Industrial 396618 
Machinery Scene 383142 
NW Industrial Sales 479685 
Big Rock Equipment 413580 
Global Equipment 222189 
TNT Industrial 460982 
L E I Group Шс 471603 


358 HP, Falk #2160YN3-S, 81.737:1 ratio, new 1426 HP @ 4189 RPM input, Lufkin #NT440, 


Gear Reducers, Mr. Faik 11.63:1 ratio, 1.75 SF 


А "m А ^ 1 |  Model:2160YN3-S 
Without Driving Unit . Seller:In Stock Parts 
р Fort Smith, AR 
E x Tel: 479-668-3141 
Search Gearboxes (Gear Reducers - No Driving ^ SR ID: 293513 


Unit) on SurplusRecord.com to view all 606 Price: $105,000 
listings. 


GEARBOX PARTS & REBUILD KITS New & Used Parts in Stock 


Bearings * Seals • Shims * Gaskets Fast Delivery! 
Gear Sets ° Ratio Kits ° Shafts ° Housings Low Prices! 


FALK * REXNORD * DODGE * SUMITOMO : HANSEN Ma -"Daatuat Sales 


Mfr: Lufkin 

Model:NT440 

Seller: Power-Flow Intl 
Houston, TX 

Tel: 713-464-1832 

SR ID: 655196 

Price: Call for Price 


Your Industrial Parts 
Resource. 


STOCK 
PARTS 


Visit us: www.instockparts.com * E-mail: sales@instockparts.com * Call: 479-668-3141 * Fax: 479-358-9077 


GEARBOXES (GEAR REDUCERS - NO DRIVING UNIT) - (606 listings on our website!) 

1.56 HP @ 1750 RPM, FMC Link-Belt #2945Y137-H,In-Line Helical gear speed reducer,25.6:1 ratio LA 225-978-6000 
2.5 HP @ 1800 RPM, Chemineer #22GTD-7.5 turbine agitators, 45 RPM out, unused surplus WI 262-476-5045 
3 HP € 1800 RPM, Chemineer #21GTD-3 turbine agitators, 68 RPM out, unused surplus WI 262-476-5045 
3 HP @ 1800 RPM in, Chemineer #21GTD03, turbine agitator,68 RPM out,unused surplus WI 262-476-5045 
7.5 HP @ 1200 RPM, Falk #1090FZ3A, 7.5 RPM output, 158.4:1 ratio, parallel, new surp CO 800-990-7374 
7.5 HP @ 1800 RPM in, Chemineer #22GTD-7.5, turbine agitator,45 RPM out,unused surplus WI 262-476-5045 
8.5 HP @ 1750 RPM, Baldor #GIF1672D, 17.92 ratio MA 508-754-5382 
10.4 HP @ 1750 RPM, Falk #RK2040F23A Ultramax, gear drive,45 RPM out,38.08:1 ratio,rblt WI 262-476-5045 
15 HP @ 1800 RPM, Falk #445A4-CD, enclosed gear drive, 4.19 RPM out, 429.8:1 ratio OH 419-612-5665 
24.5 HP @ 392 RPM, Yoder #15"X4189, gear box, 19.4 ratio, #16990 OH 800-622-4463 
26.6 HP @ 1750 RPM, Falk #2090FC3A, gear reducer, 157.5 ratio OR 503-468-0454 
30 HP, Falk, 36.65:1 ratio NC 919-562-8122 
40 HP @ 31 RPM, Falk #324T, TEFC, 1.67 ratio, parallel box/no motor WA 800-858-0091 
40 HP @ 230 RPM, LA/Dresser #G324D,TEFC,230/460 V. WA 800-858-0091 
40 HP @ 540 RPM, Falk #465A3-CD, 90.14 gearbox ratio, gear reducer GA 770-676-0731 
40 HP, Falk #1100FC3A, 56.33 ratio OR 503-468-0454 
43.2 HP @ 1750 RPM, Falk UltraMax #RK2050F 2A, 155 RPM out,11.08:1 ratio,2014 WI 262-476-5045 
45 HP @ 1750 RPM, Falk UltraMax #RK2040F23A, 45 RPM 0ut,38.08:1 ratio,rebuilt WI 262-476-5045 
48 HP @ 1750 RPM, Brooks Hansen #QHPJ4RLK560, 581.7:1 ratio AZ 520-836-9727 
50 HP, Falk #100YZ-S, 8.47:1 ratio (2) NJ 908-272-4010 
53.8 HP @ 1750 RPM, Sumitomo #H3265/189, 121:1 ratio, 200000 in/Ibs rated ON 905-547-9171 
60 HP @ 1750 RPM, Falk #2110Y2-L, enclosed gear drive,43.8 RPM out,39.97:1 ratio,rblt WI 262-476-5045 
77.7 HP @ 1750 RPM, Falk UltraMax #RK2080FZ2A, 56 RPM out,31.150:1 ratio,rebuilt,2005 WI 262-476-5045 
100 HP @ 14 RPM, Lufkin, 124.64:1 ratio, new surplus OH 800-248-4479 
100 HP @ 750 RPM, Falk #2090Y1-L, type PS,120.3 RPM out,6.23:1 ratio,1.75 SF AL 205-454-8184 
100 HP @ 1200 RPM, Western, 48.0:1 ratio, parrallel shaft PA 814-454-1581 
100 HP @ 1750 RPM, Falk #110YB3-S, 50 RPM, 34.68:1, RA WA 800-858-0091 
100 HP @ 1750 RPM, Falk #2090YB2-A, enclosed gear drive, 94.3 RPM out, 18.55:1 ratio OH 419-612-5665 
125 HP @ 1750 RPM, Falk #2110Y2-LA, enclosed gear drive,85.4 RPM out,20.50:1 ratio,rblt WI 262-476-5045 
126 HP @ 1750 RPM, Hansen #QVRH4-CUN-200, 200.85:1 ratio, right angle UP (2) OR 503-982-0530 
126 HP @ 1750 RPM, Hansen #QVRH4-CUN-200, 200.85:1 ratio,right angle LS UP (2) OR 503-982-0530 
140 HP, Falk #2100Y2, 34.899:1 Ratio, New MI — 313-843-6720 
140 HP, Falk #2110Y2-LS, 40.64:1 Ratio, New MI 313-843-6720 


112 ELECTRICAL & POWER EOUIPMENT 


DEALER SR ID 
Univ Indust Assets 478664 
Green Industrial 396623 
Green Industrial 396624 
Green Industrial 413517 
Rogers Eqpt Sales 098275 
Green Industrial 413518 
Alfred L Brown 131963 
Green Industrial 396612 
Surplus Asset 443616 
Yoder Machinery 431264 
NW Industrial Sales 371741 
East Coast Electric 655421 
L & L Machinery Co 324511 
L & L Machinery Co 306572 
Churon Co 376916 
NW Industrial Sales 479686 
Green Industrial 413516 
Green Industrial 413544 
Peterson Machinery 145728 
Weeks Marine Inc 582204 
Duke Electric Ltd 757699 
Green Industrial 396606 
Green Industrial 413512 
Row Electrical Eqpt 389247 
Transamerican Equip 091489 
Erie Mill & Press 681237 
L & L Machinery Co 129009 
Surplus Asset 375616 
Green Industrial 396608 
Klistoff Equipment 843018 
Klistoff Equipment 862713 
B & H Machine Sales 600320 
B & H Machine Sales 600318 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! December 2023 


GEARBOXES (GEAR REDUCERS - NO DRIVING UNIT) - (606 listings on our website!) DEALER SR ID 
144 HP @ 1750 RPM, Chicago Gear, size SHC32, 22 RPM output,79.81:1 ratio,offset parallel, unused (2) OH 419-865-4001 Doug Beat Co The 391724 
156 HP @ 1750 RPM, Link-Belt #Sz.C225, 80 RPM, 21.82:1, parallel WA 800-858-0091 L & L Machinery Co 129010 
179 HP @ 1725 RPM, Philadelphia #11HP-3, 38.4:1 ratio, new MI — 313-843-6720 B & H Machine Sales 588635 
184 HP @ 1750 RPM, Falk #2130Y3-L Gear Drive, 59.10:1 Ratio, 29.61 RPM Output LA 225-978-6000 Univ Indust Assets 472574 
200 HP @ 1750 RPM, Foote-Jones #1602-HLE, 63 RPM, 18.2:1, parallel, 2ea. WA 800-858-0091 L & L Machinery Co 129011 
234 HP @ 1750 RPM, Horsburgh & Scott #160-I-SP-Mark-II, helical speed reducer,38.44:1 ratio,rblt WI 262-476-5045 Green Industrial 396621 


STOCK Your Industrial Parts — | $ Ma^ -"Duathéat Sates 


A Resource. 


PARTS 


WE BUY = | ESL INLINE 
GEARBOXES! RÜ | ? s. ° PARALLEL 


RUSH DELIVERY ` | | š E ° RIGHT ANGLE 


AVAILABLE! i Ne d ° SHAFT MOUNTED 


THOUSANDS OF NEW SURPLUS MOTORS & GEAR REDUCERS IN STOCK, READY TO SHIP! 
Current models as-well-as hard to find, out-of-production gear reducers. 


Visit us: www.instockparts.com * E-mail: sales@instockparts.com * Call: 479-668-3141 * Fax: 479-358-9077 


250-01 HP @ 1750 RPM, Falk #2090Y-LR, 350 RPM, parallel WA 800-858-0091 L & L Machinery Co 129012 
250 HP @ 1750 RPM, Falk #445A3-AB, 57.8 RPM out,enclosed,30.24:1 ratio,rebuilt WI 262-476-5045 Green Industrial 413514 
250 HP @ 1750 RPM, Falk #445A3-AB, 57.8 RPM out,enclosed,30.24:1 ratio,rebuilt,1988 WI — 262-476-5045 Green Industrial 413515 
254 HP, Falk #2140-725, 8.33:1 ratio NJ 908-272-4010 Weeks Marine Inc 568154 
300 HP @ 5370 RPM, General Electric 4300-5370, Centrifuge Type S-55-G-5.57 IL 847-541-5600 Wabash Power Equip. 249172 
315 HP @ 1750 RPM, Falk #345A2-AR, gear reducer, 6.285 ratio, new OR 503-468-0454 NW Industrial Sales 371743 
350 HP 1750 RPM, Western #S65, 6.050:1 ratio, parallel OR 503-982-0530 Klistoff Equipment 873169 
350 HP @ 1750 RPM Flender #BA-5105-03.03+BA-7300-01.05, Gearbox, 160 RPM Out, 10.93:1 Ratio IL — 847-957-9731 Arlington Machinery 371681 
375 HP, Western, 14.315:1 ratio, 1.5 SF NJ 908-272-4010 Weeks Marine Inc 568151 
450 HP @ 770 RPM, Worthington #450-770, J3 centrifuge type IL 847-541-5600 Wabash Power Equip. 249170 
450 HP @ 1725 RPM, Falk #2100Y2-LB, 9.302:1 ratio MI — 313-843-6720 B & H Machine Sales 588634 
500 HP @ 900 RPM, Western #0064, 24.8:1 ratio WA 509-750-1297 G Washington Machy 954828 
510 HP @ 1750 RPM, Falk UltraMax #2120FC2-B, inline helical reducer,82.9 RPM out,21.12:1 ratio,rblt WI 262-476-5045 Green Industrial 413511 
514 HP @ 1750 RPM, Hansen #QUPF3-UON-25, 24.839:1 ratio,5.14 SF,150/220 V.,'13 (3) OR 503-982-0530 Klistoff Equipment 040565 
550 HP @ 4500 RPM, IDC Industries #The-Y-Not gearbox, 1789 RPM out,2.5143:1 ratio,rblt WI 262-476-5045 Green Industrial 396616 
600 HP € 4160 RPM, Terry £Q, 3.19:1 ratio, 1.7 SF TX 713-464-1832 Power-Flow Intl 845403 
713 HP @ 1750 RPM, Falk #2100Y1-L, gear reducer, 5.3 ratio, new OR 503-468-0454 NW Industrial Sales 371738 
750 HP @ 1024/256 RPM, Cincinnati #RPMS, 4:1 ratio, Ser.3, unused CA 951-927-7647 M J Lindner Power 594178 
800 HP @ 3558/1760 RPM Coppus, 47-55 exhaust pressure, 493/544 PSIG, 507 Е, 0677856 Manufacturer ... IL 847-541-5600 Wabash Power Equip. 459136 
919 HP @ 1750 RPM, Falk #2100Y1-S, gear reducer, 4.065 ratio, renewed OR 503-468-0454 NW Industrial Sales 371742 
1070 HP @ 1750 RPM, Falk #2140Ү25, 11.53:1 ratio, parallel OR 503-982-0530 Klistoff Equipment 843017 
1200 HP, Farrel #110, Banbury Unidrve, 24:1 ratio OH 330-283-5078 JM Machinery Inc 210273 
1400 HP, Falk #2100Y1LD, gear reducer, 2.20 ratio, unused OR 503-468-0454 NW Industrial Sales 260201 
1500 HP @ 7950 RPM, Western #4112, 4.47:1 ratio, 1.30 SF TX 713-464-1832 Power-Flow Intl 116035 
1750 HP @ 900 RPM, Falk #34.5X7.0Z1-S, off-set-parallel, 1.5 SF, 2.967 ratio OH 419-865-4001 Doug Beat Co The 040982 
1760 HP, Lufkin #DF510CH-26-2, 14.79:1 ratio, 2 SF NJ 908-272-4010 Weeks Marine Inc 568152 
1975 HP @ 1100 RPM, Lufkin #SF1220, paralle shaft gearbox, 1.6730 ratio,unused surplus CO 719-754-1981 Power Zone Equip 201827 
2000 HP @ 300/750 RPM input, H & S, size: 240s, twin output shafts, 1.794:1 ratio OH 419-865-4001 Doug Beat Co The 751417 
3500 HP @ 1778 RPM, Lufkin #N1404C, 3121 RPM out,1.7556 ratio,1.5 SF,unused surplus CO 719-754-1981 Power Zone Equip 146096 
6336 HP @ 8400 RPM, Lufkin ZNF807D, parallel shaft gearbox, 1.7900:1 ratio,unused surplus CO 719-754-1981 Power Zone Equip 413549 
7452 HP @ 1780 RPM, Lufkin #N1602C, paralle shaft gearbox,2.7740 ratio CO 719-754-1981 Power Zone Equip 201828 
12837 HP @ 4711 RPM, Lufkin #N2400C, 1800 RPM output,2.617:1 gear ratio,1.56 SF GA 908-421-4139 NSV Energy, LLC 019037 
52568 HP @ 5114 RPM, Alstrom, 3000 RPM output, 39200 KW, 1993 PA 610-515-8775 Belyea Company Inc 430817 
1750 RPM, Chemineer #5HTD, agitator gearbox,57 RPM out,30.263:1 ratio,rebuilt WI 262-476-5045 Green Industrial 396614 
1750 RPM, Falk #RK2050F-2A Ultramax, gear drive,155 RPM out,11.08:1 ratio WI 262-476-5045 Green Industrial 396625 
1750 RPM, Falk #RK2050F-2A Ultramax, gear drive,280 RPM out,6.147:1 ratio,rebuilt WI 262-476-5045 Green Industrial 396622 
Camco £601RDM8H24-270 MSHV55741-9C, 30:1 Ratio, rotary index drive KY 270-678-1337 Brooks Motor & Elec 455752 
Dodge #TXT7 Torgue-Arm Gear Reducer, 2-7/16" dia. shaft size CA 530-534-7965 AM King Industries 415979 
Fairchild Specon Indexer #2RA2MDD7-66, vari-speed gear box KY 270-678-1337 Brooks Motor & Elec 441506 
Falk #2100Y1-LR, gear reducer, 4.190:1 ratio OR 503-468-0454 NW Industrial Sales 371737 
Falk #300MDX/273AFX, gear reducer OR 503-468-0454 NW Industrial Sales 371739 
Falk #345A2-AS, gear reducer OR 503-468-0454 NW Industrial Sales 371740 
Falk V Class #M153VRT3 reducer, 51.50 ratio VA 276-991-4450 West River Machy 240097 
Falk V Class #M155VRC3 reducer, 50.65 ratio VA 276-991-4450 West River Machy 240104 
Falk V Class #M157VRT3 reducer, 23.05 ratio VA 276-991-4450 West River Machy 240103 
Falk V Class #M173VRC reducer, 28.39 ratio VA 276-991-4450 West River Machy 240101 
Marley #343T, cooling tower gear drive, 11.15:1 ratio, rebuilt WI 262-476-5045 Green Industrial 396619 
Marley #6845-700963 Series 3200, cooling tower gear drive, 11.18:1 ratio, rebuilt WI 262-476-5045 Green Industrial 396620 
Sumitomo ZPHD9118R4-RJL-400 reducer, 407.84 ratio VA 276-991-4450 West River Machy 240108 
ZF #RCD320, gear box, 5:1 ratio, 10000 hours, 25B clutch pressure, serial #21543 ON 519-267-5203 Industrial Bay 035594 


Generator, Ends 


AC GENERATOR ENDS - (409 listings on our website!) DEALER SRID 


100 KW, Caterpillar Manufactured Olympian Branded Generator End, 2010 FL 904-737-7730 Ring Power Systems 416609 
150 KW, 1800 RPM, Marathon, genend, 240-208Y/416-480Y V., sgl bearing TX 432-561-8700 LarMar Industries 459000 
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AC GENERATOR ENDS - (409 listings on our website!) 

150 KW, 1800 RPM, Stamford Newage #UCI274FIL, 277 amp, 480 V. 

175 KW, 1200 RPM, Bemac Il, genend, 480 V., 3-phase, Caterpillar G379 engine removed, 00 housing 
300 KW, Cummins CC434E / Newage Stamford Genend, 480 V. 3 phase SAE1, 130 hours 

350 KW, 1800 RPM, Kohler, genend, Detroit genset, 208/240 V., 3 phase, 12 wire, 312 hrs, #1 housing 
395 KW, 1000 RPM, Caterpillar SR4, generator end alternator, new surplus, 260/450 V. 

400 KW, 1800 RPM, Caterpillar #SR4B, genend, 480 V., 3-phase, 12 wire, #1 housing 

400 KW, 1800 RPM, Kato, 480 V. 

500 KW, 1200 RPM, Kato, 480 V. 

500 KW, 1800 RPM, Kato, 480 V., SAE #0, ABS classed, 60 Hz 

510 KW, Marathon 572RSS4270 Magna Max, 600/346 V., 4 lead, PM, DVR2400 

565 KW, 1800 RPM, Caterpillar #SR-MP, genend, 346/600 V., 3-phase, SAE 1, 2019 

590 KW, 1800 RPM, Caterpillar, SR4, 480 V., SAE #0, ABS classed, 60 Hz 


NEW 
MARATHON 
ELECTRIC 
GENERATOR 


ENDS 


Ring Power [HA] 


590 KW, 1800 RPM, Caterpillar #SR4B, genend, 277/480 V., 3-phase, 6 wire, Fr. 598, 2010 
590 KW, 1800 RPM, Caterpillar #SR4B, genend, 277/480 V., 3-phase, 6 wire, Fr. 598, 2010 
600 KW, 1800 RPM, Blue Star #VD600-01, diesel engine generator units w/base tank 

600 KW, Marathon 572RSS4272 Magna Max, 600/346 V., 4 lead, PM, DVR2400 

700 KW, Cat #SR4B, 480 V.,single,.7333 pitch,dig volt reg,12 lead,fr.595,arrgt 1366607 

725 KW, Marathon 73RSS4276 Magna Max, 600/346 V., 4 lead, PM, DVR2400 

800 KW, 1200 RPM, Caterpillar SR4, 480 V. 

800 KW, 1200 RPM, Kato #A237340000, genend, 277/480 V., 3-phase, G399TA engine, sgl bearing, 00 ... 
800 KW, 1800 RPM, Kato, DP, BB, bless, 600 V. 

910 KW, Caterpillar, 1137 KVA, 60 HZ, .8PF, 12 wire, 480 V.,2009 

1000 KW, 900 RPM, Kato, 2400/4160 V. 

1050 KW, 1200 RPM, Kato, 2 bearing, no J box, 4160 V. 

1100 KW, Marathon #575RSL4044, SAE, sgl wall fuel tank, 277/480 V., 2002 

1160 KW, 1800 RPM, WEG, single bearing, 220/480 VAC 

1225 KW, 1200 RPM, Kato, 600 V., 3 ph, 0.7 PF 2-Bearing 6-wire AC 

1225 KW, 1200 RPM, Kato #AA27673021, genend, 346/600 V., 3-phase, 2015 

1300 KW, Marathon 740RSL4048 Magna Max 480 V., 4 lead, PM, DVR2400 w/warranty, new 
1332 KW, 1800 RPM, WEG, single bearing, 220/480 VAC 

1500 KW, 1200 RPM, Kato #6P7-2050, generator end,1875 kVA/1500 kW continuous,600 V. (4) 
1500 KW, 1800 RPM, Kato, continuous, 2400/4160 V. 

1500 KW, 1800 RPM, Marelli #MJH500 MB4 

1500 KW, 1800 RPM, WEG, single bearing, 220/480 VAC 

1750 KW, 1800 RPM, Caterpillar #SR5, genend, 277/480 V., 3-phase, 2022 

1750 KW, 1800 RPM, Kohler #KH04920T ES-83813-KCB, generator end,12 lead,480 V.,new 
1800 KW, General Electric, 2 bearing, double shaft, 4160 V. (2) 

2000 KW, 1500/1800 RPM, Marelli #MJH560LB4B20, 11 kV @ 50 Hz 13.8 @ 60 Hz 

2000 KW, 1800 RPM, Caterpillar #SR4B HV, genend, 7967/13800 V., 3-phase, 2001 

2000 KW, 1800 RPM, Caterpillar #SR-4B, genend, 277/480 V., 3-phase, 1998 

2000 KW, 1800 RPM, Caterpillar #SR-4HV, genend, 7200/12470 V., 3-phase, 1999 

2000 KW, 1800 RPM, Caterpillar #SR4HV, 2 bearing, 12470 V.(4) 

2000 KW, Caterpillar #SR4, generator end, diesel 
2000 KW, Marelli, alternator 


POLLO 
ELECTRIC, Sue. 


100 Riley Road + Houston, Texas 77047 


Email: apolloelectrichouston@gmail.com 
Tel: 713-433-7272 


2080 KW, 1800 RPM, Stamford P I734F1, 2 bearing, 0.8 PF, 12 wires, new, 480 V.(3) 

2200 KW, General Motors #645E4B- EMD, 460 V. Marine rated 

2350 KW, 1800 RPM, ABB, 500L4L, 4000 V., TEWAC, new surplus 

2500 KW, 1800 RPM, Marelli #MJH 630 Lb4 B25, 12470 V. 

3000 KW, Kato #A271950000, genend 

3050 KW, Kato #A264250000, genend, refurb. 

3440 KW, 1000 RPM, AVK, 11 KV, 50 Hz, new surplus 

4000 KW, 1800 RPM, Ideal Electric, Fr.21000-40, type SAB, 5714 kVA,4160 V.,793A,6-wire 
4400 KW, 1200 RPM, AVK, 13.8 KV, 60 Hz, new surplus 


AL 

GENERATOR ENDS * OVER 300 GENER 
Ranging from 20KW - 10MW 

Kato « Caterpillar: Leroy Somer • Newage • Bemac 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


TX 432-333-3923 
TX 713-929-2056 
PA 818-667-7520 
TX 713-929-2056 
OK 405-677-6637 
TX 713-929-2056 
TX 210-380-5187 
TX 210-380-5187 
LA 985-893-1271 
FL 904-737-7730 
TX 800-723-3726 
LA 985-893-1271 


100KW - 4000KW 


50 & 60 Hz 
1000RPM, 1200RPM 
1500 RPM,1800RPM 


DEALER 
Roundhouse Electric 
Swift Equipment 
Pacific Electric 

Swift Equipment 

S & W Power Systems 
Swift Equipment 

Field Engine LLC 
Field Engine LLC 

Pan American Power 
Ring Power Systems 
DEPCO Power Systems 
Pan American Power 


SRID 
200649 
480978 
447026 
480979 
205333 
480980 
197444 
197443 
225491 
464965 
467859 
225492 


CALL TODAY 


FOR A COMPLETE LISTING 
OF OUR NEW INVENTORY 


FOR INTERNATIONAL & DOMESTIC INQUIRIES 


LYNDON.SCHULTZ@RINGPOWER.COM // 904.494.1278 
STEVE.FERLITAGRINGPOWER.COM // 904.494.1268 


IN — 337-230-9630 
IN — 337-230-9630 
CA 310-487-3800 
FL 904-737-7730 
FL 904-737-7730 
FL 904-737-7730 
TX 210-380-5187 
TX 713-929-2056 
TX 713-675-2525 
CO 303-736-9424 
CA 951-927-7647 
LA 504-347-3781 
MO 717-738-0300 
TX 800-550-4374 
OK 405-677-6637 
TX 713-452-7438 
FL 904-737-7730 
TX 800-550-4374 
TX 281-813-4923 
CA 818-484-8550 
AL 205-590-3505 
TX 800-550-4374 
TX 800-723-3726 
WI 262-476-5045 
FL 321-960-7482 
AL 205-590-3505 
TX 800-723-3726 
TX 800-723-3726 
TX 800-723-3726 
TX 713-433-7272 
TX 832-278-8346 
205-590-3505 


TX 713-433-7272 
NY 310-487-3800 
OK 918-752-0309 
AL 205-590-3505 
TX 713-452-7438 
TX 713-452-7438 
LA 985-893-1271 
CA 609-278-1041 
LA 985-893-1271 
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Midwest Engines 
Midwest Engines 
RAAR Group USA 

Ring Power Systems 
Ring Power Systems 
Ring Power Systems 
Field Engine LLC 

Swift Equipment 

Gulf Electroquip 

E & M Equipment LLC 
M J Lindner Power 

A & H Armature 

Martin Energy Group 
AmeriMex Motor 

S & W Power Systems 
Mustang Cat Pwr Sys 
Ring Power Systems 
AmeriMex Motor 

Ninex Power Systems 
Power Generation 
Mid-America Engine 
AmeriMex Motor 
DEPCO Power Systems 
Green Industrial 

E & I Solutions 
Mid-America Engine 
DEPCO Power Systems 
DEPCO Power Systems 
DEPCO Power Systems 
Apollo Electric Inc 
McKain Power 
Mid-America Engine 


ATOR ENDS IN STOCK 


Check Our Website! • www.apolloelectric.net 


Apollo Electric Inc 
RAAR Group USA 
Pump & Motor Works 
Mid-America Engine 
Mustang Cat Pwr Sys 
Mustang Cat Pwr Sys 
Pan American Power 
Tanu Impex LLC 

Pan American Power 


RINGPOWER-SYSTEMS.COM 


467160 
467162 
334765 
464966 
146651 
464967 
197442 
455407 
763901 
394264 
277032 
827896 
337957 
593587 
205349 
458650 
441296 
593586 
471320 
176927 
481459 
593588 
461106 
388066 
687135 
481458 
461104 
461105 
463058 
965494 
289340 
481457 


787515 
295795 
365197 
481456 
423355 
480466 
225494 
457753 
225495 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


AC GENERATOR ENDS - (409 listings on our website!) 

6300 KW, 900 RPM, Kato, .8 PF,105 C rise,2 brg,TEWAC or WPII,60 Hz,4160 V. 
7500 KW, 1800 RPM, Ideal, 9375 KVA, SAB, 4160 V., ODPAWPII, new, oil jack 

8600 KW, 1800 RPM, Ideal, 10750 KVA, SAB, 4160 V., ODP/WPII, new, oil jack 
23000 KW, 3600 RPM, Brush, 27500 KVA output,Fr.B DAX 7-250 PH,13800V.,1151A 
39780 KW, 3000 RPM, Alstrom, Fr.6B, 50 Hz, 11 KV, 1993 

Caterpillar #SR-4, genend, 750 hrs, 1982-1992, S/N #GAA01417 (7) 

3050 KW, Kato #A264250000, genend 

1225 KW, 1200 RPM, Kato #AA27673021, genend, 346/600 V., 3-phase 

2000 KW, 1800 RPM, Marelli #MJH 563 2K2 00U6, 4160 V. 


DC GENERATOR ENDS - (31 listings on our website!) 

100 KW, 1200 RPM, General Electric, Fr.584, shunt, drip, rebuilt 

125 KW, 1200 RPM, General Electric, Fr.CD1347, rebuilt, 250 V.(1) 

1775 RPM, General Electric, Fr. 504ATY, DP BB, 150 HP, 500 VA, 198 VF 


1250 KW Caterpillar #XQ1250G, mobile rental- 
Generators, А.С., ET. grade G3516, 277/480 V., 2003 
Natural Gas or he; ' Mfr: Caterpillar 


Model:XQ1250G 
Dual Fuel — 7. Į Seller: Martin Energy Group 


— PA 
Search Natural Gas Or Dual Fuel Generators on De " Tel: 717-738-0300 


А DT SR ID: 460100 
SurplusRecord.com to view all 288 listings. Price: Call for Price 


TX 
OH 
OH 
CA 
PA 
AZ 
TX 
TX 
AL 


FL 
FL 
OH 


281-487-9300 
419-520-3328 
419-520-3328 
310-487-3800 
610-515-8775 
602-333-5619 
713-452-7438 
713-452-7438 
205-590-3505 


205-612-3051 
205-612-3051 
419-691-2888 


December 2023 


DEALER 
GlobalTech Motor 
Ideal Electric Co 
Ideal Electric Co 
RAAR Group USA 
Belyea Company Inc 
Empire Power Sys 
Mustang Cat Pwr Sys 
Mustang Cat Pwr Sys 
Mid-America Engine 


DEALER 

Bailey Surplus 
Bailey Surplus 
Romanoff Industries 


60 KW Cummins #60ENA, Nat gas 
generator,enclosed,120/240 V.,740 


hrs,1993,#89515 


Mfr: Cummins 
Model:60ENA 


Seller: Generator Source 


Brighton, CO 
Tel: 888-619-6689 
SR ID: 331182 
Price: Call for Price 


SRID 
072929 
140618 
140622 
291932 
430818 
200630 
455995 
480469 
481460 


SR ID 
096816 
096817 
412134 


NATURAL GAS OR DUAL FUEL GENERATORS - (288 listings on our website) 

3 KW Caterpillar #03616, NG genset, 900 RPM, rblt. 2023 

20 KW Generac #90A04219-5, standby Natural gas generator,277/480 V.,316 hrs,#089276 

22 KW Generac, air cooled home standby,SAE,1 ph,240V.,200 amp 1 stg ATS,new,demo 

25 KW Cummins, generator, 120/240 V., single phase, 100 hours, 2011, #090338 

25 KW Olympian CAT #G25LTA2, NG genset, 120/208 V., 3-phase, $15,500.00, 2016 

30 KW Generac #005190, Natural gas generator, SAE, 120/240 V.,530 hrs,2005,#89170 

30 KW Generac #005190, Natural gas genset, SAE, 120/240 V., Chrysler engine,2005, #089171 
30 KW Generac #97A01197-S, Natural gas generator,120/240 V.,500 hrs,1997,#089749 

30 KW Kohler / Ford, NG/LP,WPE, main breaker,block heater,1 ph,240 V.,3183 hrs,2004 

30 KW #30SGT, Natural gas genset,SAE,120/240 V.,Ford engine,2005,#089173 

33 KW Onan / Ford #4GNA, Natural gas, 1800 RPM, low houred, running take out 

35 KW Generac #10878180100, Natural gas generator, 120/240 V.,500 hrs,2009,#089748 

35 KW Generac #53500, standby Natural gas genset,120/240 V.,Mitsubishi engine,2007,#089175 
40 KW Wildcat Power Gen #Roughneck, natural gas generator, 3 phase, 2022 


713-452-7438 
888-619-6689 
407-466-4427 
888-619-6689 
858-974-6840 
888-619-6689 
888-619-6689 
888-619-6689 
407-466-4427 
888-619-6689 
210-380-5187 
888-619-6689 
888-619-6689 
602-741-7711 


WE BUY & SELL DIESEL & NATURAL GAS GENERATORS 


CATERPILLAR • CUMMINS ° JOHN DEERE ° MTU ° PERKINS • ONAN e KOHLER 


DEALER 
Mustang Cat Pwr Sys 
Generator Source 
Gentel Power 
Generator Source 
Hawthrone Power Sys 
Generator Source 
Generator Source 
Generator Source 
Gentel Power 
Generator Source 
Field Engine LLC 
Generator Source 
Generator Source 
Wildcat Power Gen 


GREEN INDUSTRIAL BUYS, SELLS, AND REMOVES INDUSTRIAL GENERATORS NATIONWIDE 


Call Us Today: (262) 476-5045 


281 Commerce St. * Belgium, WI 53004 


45 KW Cummins #C45N6, Natural gas genset, 1 phase, 120/240 V., 2016 

50 KW Cummins #GGPC, Natural Gas, standby, skid base, 60 Hz, 2012 

50 KW Generac #11993670100, Natural Gas / LP generator, 120/240 V., 1 phase only, 2010 

60 KW Generac/Ford, NG/LP,SAE,Aluminum,MB,block heater,3 ph,208 V.,12 lead,2006 

70 KW Generac #0053920, standby Natural gas genset,277/480 V.,Ford engine,2006,#089664 

70 KW Generac #0053920, standby Natural gas genset,SAE,277/480 V.,306 hrs,2006,#089828 

70 KW Generac #8000490100/SG0070, Natural gas generator,277/480 V.,103 hrs,2007,#089665 

70 KW Generac #WSG1068, Natural gas generator, 277/480 V., 2007, #089805 

70 KW Natural gas genset, SAE, 277/480 V., 2007, #089843 

80 KW Cummins #C80N6, NG / propane genset, 120/208 V., 162 HP, QSJ5.9G-G3 engine, EPA Certified, SAE ... 
80 KW Kohler /Ford, NG/LP,SAE-Alum,main breaker,block heater,3 ph,208/480 V.,323 hrs 

85 KW Ford #GGHG, NG genset, 120/240 V., 3-phase, WSG1068 engine, WPE, 2006 

100 KW Caterpillar / Olympian #G100F1, NG genset, 120/240 V., 3-phase, 810 hrs, 1800 RPM 

100 KW Cummins #GGHG5674522, Natural gas generator,WPE,277/480 V.,300 hrs.,2004,#089887 
100 KW Cummins #GGHH, NG / propane genset, 277/480 V., 540 hrs, 176 HP, Ford WSG1068 engine, EPA... 
100 KW Kohler #100RZG, Natural gas generator,WPE,277/480 V.,825 hrs.,2006,#089886 

100 KW Olympian, generator, enclosed, 277/480 V., 675 hours, #090337 

130 KW Katolight, Natural gas genset, 105 hours, 2006, #089776 

135 KW Cummins #3309A-1268B, NG Generator w/enclosure, 277/480 V., 1991 

135 KW Cummins #0855, Natural gas generator,enclosed,450 hours, 1991,#89633 

140 KW Cummins #0855, 1800 RPM, radiator,standby,Marathon VK 3620754,120/208V. 

145 KW Detroit Diesel #135GS, Natural gas generator, WPE, 2.5 hours 

150 KW Caterpillar #G3306NA, Nat gas,1800 RPM,Kato A242570000,12 leads,480 V. 

150 KW Generac #2677650100, Natural gas, WPE,120/208 V.,263 hrs,2002,#89626 

150 KW Waukesha #F-18G, Industrial Natural Gas generator set 

152 KW SWP #QP190, enclosure mounted on trailer, 2900 hours, 2015, #090330 

176 KW Taylor #TGR200, Natural gas genset,SAE,480 V.,52 hrs,Doosan engine,2019 

185 KW Hipower #HRNG230T6, NG genset, 277/480 V., 3-phase, 1800 RPM, Doosan PSI 11.1L turbo engine ... 
200 KW Kohler #200REOZJB, generator, enclosed, 277/480 V., 1000 hours, 2007, #090332 

200 KW Kohler #220ROZ81, generator, open, 277/480 V., 500 hours, 1990, #089437 

250 KW Cummins #250GFBC, Natural gas, WPE,277/480 V.,919 hrs,2005,#89230 

250 KW Prime Power #250GCEC, NG genset, 277/480 V., 3-phase, 244 hrs, Cummins QSK19G engine, WPE ... 
280 KW Cummins #280GFDA, standby Natural gas generator,120/240 V.,955 hrs,2006,#089639 
300 kw Cummins / Onan #GTA19, Natural Gas generator, 277/480 V., 2010 

300 KW Cummins #GTA19G2, NG genset, 480 V., 3-phase, 935 hrs, SAE 

300 KW Deutz MWM, stationary Natural gas/landfill genset,1800 RPM,277/480 V. 

375 KW Generac #4535820500, Natural gas genset,277/480 V.,Mitsubishi engine,2004,#089061 
400 KW Kohler, generator, enclosed, 277/480 V., 211 hours, 2011, #090336 

400 KW Waukesha, NG generator,1200 RPM,480 V. 

450 KW Cummins #450GFGA, NG generator,WPE,480 V.,0 hours,never installed,2015 

500 KW Cummins #QSX15, Generator Set, open skidded, 480 V., 2011, rebuilt 
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775-372-6455 
865-546-1414 
701-371-9526 
407-466-4427 
888-619-6689 
888-619-6689 
888-619-6689 
888-619-6689 
888-619-6689 
262-955-7655 
407-466-4427 
800-723-3726 
713-929-2056 
888-619-6689 
262-955-7655 
888-619-6689 
888-619-6689 
888-619-6689 
281-962-1023 
888-619-6689 
405-677-6637 
205-590-3505 
405-677-6637 
888-619-6689 
405-677-6637 
888-619-6689 
818-484-8550 
432-561-8700 
888-619-6689 
888-619-6689 
888-619-6689 
800-723-3726 
888-619-6689 
701-371-9526 
817-232-1071 
440-942-3003 
888-619-6689 
888-619-6689 
480-983-0755 
727-560-5080 
303-736-9424 


CIG LLC 

Stowers Power 
Abraham Generator 
Gentel Power 
Generator Source 
Generator Source 
Generator Source 
Generator Source 
Generator Source 

C S Diesel 

Gentel Power 

DEPCO Power Systems 
Swift Equipment 
Generator Source 

C S Diesel 

Generator Source 
Generator Source 
Generator Source 
Coastal Power 
Generator Source 

S & W Power Systems 
Mid-America Engine 
S & W Power Systems 
Generator Source 

S & W Power Systems 
Generator Source 
Power Generation 
LarMar Industries 
Generator Source 
Generator Source 
Generator Source 
DEPCO Power Systems 
Generator Source 
Abraham Generator 
Industrial Diesel 
Equipment Recovery 
Generator Source 
Generator Source 
RAM Opportunities 
Safe Power 

E & M Equipment LLC 


SR ID 
471253 
385661 
266207 
456510 
101021 
366101 
398203 
385666 
282514 
398173 
197544 
385669 
385667 
370896 


At GREEN INDUSTRIAL We value our Customers 


471181 
430521 
461390 
300807 
385687 
398217 
385688 
393673 
398176 
462914 
282515 
468998 
480100 
413635 
467141 
413640 
456512 
389967 
317489 
369841 
080624 
481443 
029033 
369845 
028201 
456504 
294142 
448645 
456513 
456515 
346456 
468997 
385613 
468996 
395722 
446062 
385967 
456509 
306443 
246528 
446706 
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December 2023 SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


NATURAL GAS OR DUAL FUEL GENERATORS - (288 listings on our website) DEALER SR ID 
550 KW Caterpillar #550 KW, Nat.gas genset,480 V.,EMCP 11,1200 amp,718 hours,2011 MA 508-634-5539 Milton Cat Pwr Sys 001021 
800 KW Caterpillar, generator, enclosed, 277/480 V., 286 hours, 2006, #090335 CO 888-619-6689 Generator Source 456499 
850 KW Caterpillar #G-3516, running on landfill gas,4EK serieal numbers,480 V.(3) FL 321-960-7482 E & Solutions 679835 
925 KW Caterpillar #3516, NG genset, 480 V., fully enclosed, rooftop coolers AB 403-309-9250 Collicutt Energy 443945 
1000 KW Cummins #KTA38G4, generator, 277/480 V., 1064 hours, 1994, #090333 CO 888-619-6689 Generator Source 456507 
1150 KW Waukesha £VHP7044GSI, S5 - ESM2, 1000 RPM, 50 Hz, 400 V. NJ 973-835-9800 Kraft Power Corp 383497 
1475 KW Caterpillar #XQ1475G, NG genset, 1500 / 1800 RPM, 2015 TX 713-452-7438 Mustang Cat Pwr Sys 480465 
2000 KW Caterpillar #G3516H, NG genset,50Hz,400 V.,Cat factory warranty,new '22 (8) CA 818-484-8550 Power Generation 293067 
2250 KW Cummins, generator, enclosed, 277/480 v., 460 hours, 2007, #090334 CO 888-619-6689 Generator Source 456503 
4000 KW Solar #Centaur-T4501, NG genset, 13800 V., 1800 RPM, SAE, 2007 CA 323-268-3380 Ind Motor Power 249281 
5670 KW Solar #T60, portable NG genset, 11000 V., 1500 RPM, 2550 hrs, encl., 2009 CA 323-268-3380 Ind Motor Power 249279 
1000 KW Caterpillar #3508B, 277/480 V., 3-phase, 750 hrs, SAE, 1800 gal. sub-base fuel tank, 2000 IN — 832-316-9715 MacAllister Pwr Sys 446603 
145 KW Detroit Diesel #135GS, used natural gas Generation 2.5 hours, Kohler AL 205-590-3505 Mid-America Engine 481579 


Generators, Diesel 


50 HZ DIESEL GENERATORS - (11 listings on our website!) DEALER SRID 


120 KW Cat #XQP150 power module,C7.1 engine,220/440 V.,1500 RPM,1610 hrs, 16 CA 323-268-3380 Ind Motor Power 348403 
400 KW Caterpillar #XQP500 Power Module,C15 Engine,230/400 V.,1500 RPM,10 hrs, 18 CA 323-268-3380 Ind Motor Power 348405 
1250 KVA Caterpillar #С32, SR5 generator, EMCP 4.2 panel, 24V, Rad, 12 mo CAT factory warranty ... FL 904-737-7730 Ring Power Systems 460752 
2000 К\А Caterpillar #3516B, EMCP 4.2, SR5 generator, EMCP 4.2 panel, 24V, Rad, 12 mo CAT factory ... FL 904-737-7730 Ring Power Systems 271102 
3000 KVA Caterpillar, #C175-16, genset, sound enclosure, 400 V., 50 Hz, like new TX 281-813-4923 Ninex Power Systems 471319 


Р i 400 KW MTU #DS400, 6R0225, almost brand new || 1500 KW Onan #1500DFMB, standby takeout 
Generators, A.C., Diesel Sa 30 hrs, 208-600 V., 2021 diesel generators,open,4160 V.,650 hrs,1995 ... 


; ; а [ Mfr: Mtu Mfr: Onan 
Engine Driven, 60 Cycle | Model:DS400 T sp Model:1500DFMB 


Seller: E&E d db, Seller: SCA Power Systems 
B | CA 7 : Jacksonville, FL 
Search Diesel Generator on SurplusRecord.com Tel: 323-353-3408 e p Tel: 904-757-0353 
i ien SR ID: 466545 à SR ID: 425479 
to view all 1896 listings. Price: $69,000 Price: Call for Price 


19 KW Multiquip Whisperwatt #DCA-70SS, 6130 39 KW Allmand #MP45, Trailer Mounted, Tier 3, 1000 KW Caterpillar #C32, Tier 2, 1800 RPM, 60 
hours, Tier 4 Final, 2018 SAE, 120/240/208/277/480 V., 8309 hrs ... HZ 


Mfr: Multiquip s Mfr: Allmand E Mfr: Caterpillar 

Model:DCA-70SS d D Model:MP45 ; Model:C32 

Seller: Cashman Power : e Seller: Turnkey Industries d ` | Seller: Ring Power Systems 
Henderson, NV TX Ts M Saint Augustine, FL 

Tel: 702-803-4881 Tel: 713-823-0890 f Tel: 904-737-7730 

SR ID: 258361 i SR ID: 437342 e SR ID: 449085 

Price: $55,750 t Price: $22,500 — Price: $255,500 


4889 Jaybird CirN ` New and Used Generator Sets Tel:904-860-3516 
Jacksonville, FL 32257 Contact Glenn Trcalek Fax: 904-724-2013 
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20 KW Kohler #20REOZK, enclosed diesel generator,single phase,new surplus, 120/240 V. WI 262-476-5045 Green Industrial 448912 
20 KW Wacker Neuson #025, diesel generator,Isuzu engine,trailer mounted,9387 hrs,2017 KY 502-419-9170 Machinery Bargains 421884 
20 KW Wacker Neuson £G25, diesel generator,Isuzu engine,trailer mounted,4950.5 hrs,2017 KY 502-419-9170 Machinery Bargains 421886 
20 KW Prime Power, portable diesel genset, 1800 RPM, 2022 TX 432-561-8700 LarMar Industries 399732 
21 KW Multiquip Whisperwatt #DCA-25, diesel genset,trailer mounted,5316 hrs,2017 NV 702-803-4881 Cashman Power 225035 
21 KW Multiquip Whisperwatt #DCA-25, diesel genset,trailer mounted,10145 hrs,2017 NV 702-803-4881 Cashman Power 225037 
22 KW Airman #SDG25S-8E1, MPS1233-1238, 4L#2T model engine, 27 HP, Tier 4F, 2023, New, (6 Available) TX 832-278-8346 McKain Power 459379 
23 KW Magnum #MMG25IF4, generators,menclosure mounted on trailer,6100 hrs.,2015,#090506 CO 888-619-6689 Generator Source 481296 
25 KW Cummins #L634D-1/10386C, diesel generator, WP1,277/480 V.,866 һгѕ,1987,#089543 CO 888-619-6689 Generator Source 481295 
25 KVA МО /Isuzu, portable rental grade on trailer, SAE,MB,multi-volt,1 ph/3 ph,'12 FL 407-466-4427 Gentel Power 282516 
27 KW Caterpillar #XQ35, Mobile Generator Sets, multi-voltage, 2018 TN 865-546-1414 Stowers Power 439447 
27 KW Caterpillar #XQ35, MPS1213, CG400273 engine SN, 36 HP, XQ35 package model, 27KW Prime/30KW ... TX 832-278-8346 McKain Power 459387 
30 KW Caterpillar 2DG30-2, generator, SAE, 277/480 V., 2017, #090407 CO 888-619-6689 Generator Source 465301 
30 KW Caterpillar #XQ30, diesel,ex rental fleet unit,208 or 480 V.,7955 hrs,'01 MA 508-634-5539 Milton Cat Pwr Sys 001022 
30 KW Caterpillar #XQ30-8, diesel genset, 208/480 V., 3-phase, 9738 hrs, C2.2 engine, WPE, 2013 IN — 832-316-9715 MacAllister Pwr Sys 437187 
30 KW Perkin/Delta, prime cont tower,SAE,250 gal DWT,240 V.,1 ph, MB,brand new (2) FL 407-466-4427 Gentel Power 300806 
31 KW Kohler ZREOZK, standby diesel generator, SAE,120/208 V.,Tier 3,new,2023 CA 800-706-0906 Global Power Supply 464059 
33 KW Kohler #30RZG, generator, enclosed, 120/240 V., 500 hours, 2002, #090369 CO 888-619-6689 Generator Source 459327 
35 KW Caterpillar #XQ35, diesel generator set, 551 hours, S/N JK800899, 2021 AZ 602-333-5619 Empire Power Sys 282829 
36 KW Multiquip #MQ45, portable diesel generator, SAE rental set, 955 hrs, 2000 MA 508-634-5539 Milton Cat Pwr Sys 001013 
39 KW Allmand #MP45, Trailer Mounted, Tier 3, SAE, 120/240/208/277/480 V., 9448 hrs, 2019, $22.5k TX 713-823-0890 Turnkey Industries 437338 
40 KW Multiquip #DCA45SSIU4F Trailer Mounted,Tier 3,SAE,120/240/208/277/480 V.,2737 hrs,2018,$36.5k TX 713-823-0890 Turnkey Industries 437287 
40 KW Tecnogen #G45, rental grade diesel genset, 405 Amp,323 hours,Tier 4,480 V., 2021 CA 818-484-8550 Power Generation 373184 
48 KW Caterpillar #XQ60, S/N CF600256, 6109 hours, 2017 TN 865-546-1414 Stowers Power 416218 
50 KW Caterpillar #DG50-2, generator, SAE, 277/480 V., 2017, #090410 CO 888-619-6689 Generator Source 465308 
50 KW Cat, diesel genset w/SAE,DW fuel tank,366 hrs,single phase,120/240 V.,2013 PA 610-908-2782 LaurKat Consulting 419844 
50 KW Generac £SG0050GG264.5S18SPLYA, generator,SAE, 120/208 V.,43 hrs,2021,#090492 CO 888-619-6689 Generator Source 481294 
50 KW Kohler #50REOZJE, Diesel Generator, 120/240 V., Single Phase EPA Tier 3, sound atten on base ... ID 208-889-7616 Kilowatts Power 477360 
50 KVA G50/Doosan, portable rental grade, SAE,main breaker,multi-volt,Tier 4,2019 FL 407-466-4427 Gentel Power 300804 
55 KW Kohler #50RE025, John Deere 4, 60 Hz.,277/480 V.,1998 CA 619-618-1255 CA Power Generation 443932 
55 KW Kohler #50REOZUB, portable diesel genset, 120/240 V., 1-phase, 1800 RPM, 2208 hrs, John Deere ... IN 337-230-9630 Midwest Engines 475659 
55 KW Kohler #50REOZUB, portable diesel genset, 120/240 V., 1-phase, John Deere 4045 engine, EPA Tier ... IN 337-280-9630 Midwest Engines 475663 
55 KW Kohler #50ВЕО2ЈВ, portable diesel genset, 120/240 V., 1-phase, John Deere 4045 engine, EPA Tier ... IN 337-230-9630 Midwest Engines 475664 
55 KW Kohler #50REOZUB, portable diesel genset, 120/240 V., 1-phase, 1800 RPM, John Deere 4045 ... IN 337-230-9630 Midwest Engines 479979 
55 KW MMD #PowerPro 65, diesel,auto start,SAE,trailer mtd,208/480V.,2949 hrs,'15 MA 508-634-5539 Milton Cat Pwr Sys 001010 
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60 HZ DIESEL GENERATORS - (1,896 listings on our website!) 


GAS TURBINES IN STOCK! 
IMMEDIATE SHIPMENT 


SOLAR GAS TURBINES IN STOCK 
‚ (2) 5200 KW TAURUS 60 

· (1) 8820 KW MARS 90 

- (1) 9500 KW MARS 90 


56 kW Atlas Copco #70-KVA-ID, diesel, sound attenuated enclosure, 240/480 V., 9471 hrs, 2017 

56 kW Atlas Copco #70-KVA-ID, diesel, sound attenuated enclosure, 240/480 V., 9471 hrs, 2017 

56 KW Multiquip ZDCA70SSJU, 62 KW standby, DCA70SSJU package model, 75 HP, Diesel, 1,476 hours, 2007 
56 KW Multiquip #MQ70, portable diesel, SAE,dual voltage capable,728 hrs,2011 

58 KW Kohler #60REOZUB, diesel generator,SAE, 120/240 V.,EPA Tier 2, 91.5 hrs 

60 KW Altorfer Power Systems #APS60, standby, SAE, rental style unit 

60 KW Caterpillar #XQ60-4, diesel genset,Perkins engine, SAE,Tier 2,10530 hrs,2007 

60 KW Caterpillar #XQ60-6, rental grade diesel power module,SAE,480 V.,10375 hrs,2013 

60 KW Cummins #4BT39-GC, generator, enclosed, 1989, #090478 

60 KW Cummins #C60D6C, diesel genset, 120/240 V., 1-phase, 99 HP, 4BTAA3.3-G7 engine, Tier 3, SAE ... 
60 KW Cummins #DSFAD-1509617, generator, open, 277/480 V., 1433 hours, 2015, 4090364 

75 KW Caterpillar #XQ75, rental grade diesel generator, SAE,480 V.,2240 hrs,Tier 1,2002 

76 KW Kohler #80ROZJ61, diesel genset, 120/240 V., 1-phase, 1800 RPM, 733 hrs, John Deere 6059TF002 ... 
80 KW Caterpillar 43054, diesel generator, 277/480 V., 2007 

80 KW Caterpillar #D80-6, generator set, 2008 

80 KW Generac #89A03328-S, generator, WPE, 120/240 V., 650 hours, 2000, #090445 

80 KW Generac #MDG100D, diesel generator, SAE,multi-voltage,Tier 4 Final,1759.22 hrs,2021 

80 KW Hipower #HDI-80, standby diesel generator,enclosed,Tier 3, 120/208 V.,new,2023 

80 KW Multiquip ZDCA100SSJU, rental grade diesel power module,100 KVA,480 V.,1998 

83 KW Atlas Copco #QA96-Tier IV, new diesel generation, 2022 

95 KW Kohler #100RZG, standby generator,SAE,277/480 V.,607 hrs.,2002,#090277 

100 KW Atlas Copco #QAS125 JD FT4, generator set, 12700 hours, 2020 

100 KW Caterpillar #D100-6, standby diesel generator, SAE,208 V.,Tier 3,9329 hrs.,2011 

100 KW Caterpillar #0100 P1, Sound Attenuated Weather Enclosure, 60 Hz, 1800 RPM, 277/480 V. 

100 KW Caterpillar #D100P1, diesel genset, 120/208 V., 550 hrs, 166 HP, Perkins 1797/1500 engine ... 
100 KW Caterpillar #XQ100, rental grade diesel genset,SAE,480 V.,Tier 3, 9309 hrs,2011 

100 KW Caterpillar #XQ125, rental grade diesel genset,480 V.,Tier 4 Final,7420 hrs,2019 

100 KW Cat Olympian/Perkins,portable rental grade on trailer, SAE,MB,multi-volt,1ph/3ph 

100 KW Cummins #6BT5.9-G6, generator, WPE, 277/480 V., 1117 hrs., 2000, #090375 

100 KW Cummins #C100D6C, diesel genset, 277/480 V., 3-phase, 173 HP, QSB5-G13 enigne, Tier 3, SAE ... 
100 KW General Power #GPR-J100, mobile diesel genset, 120-480 V., John Deere 4045TF285 engine, EPA ... 
100 KW Hipower #HDIW-125, diesel generator, SAE,Tier 4 Final,multi-voltage,new,2023 

100 KW Kohler #100RZ, standby generator, WPE,277/480 V.,765 hrs.,1998,#090275 

100 KW Kohler #100RZG, standby generator,WPE,277/480 V.,769 hrs.,1999,#090276 

100 KW Kohler ZREOZJF, standby diesel generator,SAE, 120/240 V.,new,2022 

100 KW Multiquip #DCA125SSIU, generator, SAE mounted on trailer,1947 hours,2012,#090450 

100 KW Olympian #0100, diesel genset, 277/480 V., 3-phase, 245 hrs, 3056 engine, WPE, 1996 

100 KW Olympian #D100P1, 277/480 V., diesel genset, 277/480 V., 3-phase, 1038 hrs, Perkins engine ... 
100 KW Olympian #YB50496, generator, WPE, 277/480 V., 365 hours, 2001, #090376 

110 KW Caterpillar #XQ125, SAE trailer mounted Tier 4 Final 60 Hz 1800 RPM 

110 KW Caterpillar #XQ125, SAE trailer mounted Tier 4 Final 60 Hz 1800 RPM 

110 KW Caterpillar #XQ125, portable genset, SAE,multi-voltage,trailer mounted,Tier 4F,8974 hrs.,2018 
110 KW Multiquip #DCA125SSIU4F, trailer mounted, Tier 4F,SAE,120/240/208/277/480 V.,8273 ... 

125 KW Caterpillar #C7.1, Sound Attenuated Enclosure, 120/208 V., 2023 

125 KW Caterpillar #C7.1, genset, open skid mounted, Tier 3, 277/480 V., unused, 2021 

125 KW Caterpillar #D125P2, diesel generator,120/208 V.,560 hrs.,2001 

125 KW Caterpillar #XQ125, diesel generator set, 1606 hours, 2019 

125 KW Detroit Diesel #8V71T, Generator Set 

125 KW John Deere £125RD, diesel genset, 120/208 V., 3-phase, 202 HP, 6081TF001C engine, WPE, 1999 
125 KW Kohler #125REOZJ73, generator, WPE,277/480 V.,1091 hours, 090526 

125 KW Perkins #D125P, diesel genset, 120/208 V., 3-phase, 2332 engine, WPE, 2005 

125 KW Perkins, generator, enclosed, 38 hours, 1999, #090392 

130 KW Kohler #125RZG, standby generator,SAE,277/480 V.,588 hrs.,2004,#090278 

135 KW Kohler / John Deere #135REOZJC, diesel generator, 277/480 V., 2005 

135 KW Kohler #135ROZJ, diesel generator with automatic transfer switch, 544827 

150 KW Caterpillar #3208T, diesel genset, 480 V., 3-phase, SR4 genend, encl., 130 gal. fuel tank base 
150 KW Caterpillar, diesel generator, 480 V., 3-phase, Asco 400 amp ATS, 800 gal. fuel base tank 

150 KW Cummins #6CTA8.3-GS1, 60 HZ 1800 RPM 277/480 V., 1990 

150 KW Cummins #GGLB, NG genset, 277/480 V., 3-phase, PSI 8.1L engine, 334 hrs, SAE, 2006 

150 KW Kohler, diesel genset, 277/480 V., 3-phase, 1800 RPM, 1539 hrs, John Deere engine, encl. wi ... 
150 KW MTU #6068, generator, SAE, 120/208 V., 410 hours, 2007, 4090436 

150 KW Olympian #D150P1, S/N NAT00678, 124 hours, 2002 

150 KW Olympian #YD50733, generator, WPE, 277/480 V., 354 hrs., 2000, 4090374 

160 KW Caterpillar #3208, diesel genset, 480 V., 3-phase, open power unit, EMCP digital control panel 
160 KW Pramac #GRW200, diesel, SAE, 240/480 V., 1255 hours, 2014 

175 KW Caterpillar #3306-DIT, diesel genset, 480 V., 3-phase, SR4 genend, encl., 150 gal. fuel tank ... 
175 KW Olympian, diesel generator, S/N 94A03913-S, 286 hours, 1994 

180 KW Kohler #189920-71, generator, open, John Deere engine, 180 hrs., 4090476 

182 KW Caterpillar #XQ230-T4F, mobile genset, 480 V., 2019 

200 KW Baldor, generator, WPE, 277/480 V., 307 hours, 2006, #090464 

200 KW Caterpillar Portable #XQ, EMCP 4.2 ctrl,800A breaker,switchable volt JWH,SAE,2556 hrs,2014 
200 KW Caterpillar #XQ200, diesel portable genset, SAE,dual voltage,5500 hrs,2014 

200 KW Caterpillar #XQ200, diesel portable genset, SAE,dual voltage,3218 hrs,2013 
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200 KW Caterpillar #XQ200, Mobile Generator Set, New Rebuilt Engine 2 hours on Engine, 15934 hours ... 
200 KW Caterpillar Portable #XQ200, EMCP 4.2 ctrl,800A breaker,switchable voltage,jacketed water ... 
200 KW Caterpillar #XQ200, standby, SAE, rental style generator, 2014 

200 KW Cummins #DGFC, standby diesel generator,enclosed,208 V.,Tier 1, 390 hrs,2007 

200 KW Cummins #DGFC-5620181, generator,enclosed,277/480 V.,915 hrs,2003,#090438 

200 KW Detroit Diesel #MTU200, diesel, SAE, 240/480 V., 1363 hours, 2007 

200 KW Generac #6068, generator, SAE, 277-480 V., 560 hours, #090437 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 
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DEALER 

E & M Equipment LLC 
Peterson Power 

Holt Power Systems 
Global Power Supply 
Generator Source 
Coastal Power 
Generator Source 


SR ID 
404292 
430930 
445967 
464068 
471540 
455919 
471539 


SURPLUS & USED WE PURCHASE SURPLUS & USED GENSETS/ENGINES 


GENSETS & 
POWER PLANTS 


Ring Power [HA] 


FOR INTERNATIONAL & DOMESTIC INQUIRIES 
LYNDON.SCHULTZ@RINGPOWER. COM // 904.494.1278 


STEVE.FERLITAGRINGPOWER.COM // 904.494.1268 


200 KW Generac £11447240200, generator, enclosed, 277/480 V., 340 hrs., 2009, #090380 

200 KW Kohler 410637305, standby generator, WPE,277/480 V.,430 hrs.,#090279 

200 KW Kohler #200ROZD71, enclosed diesel generator, low hours, 480 V. 

200 KW Kohler #REOZJF, standby diesel generator,SAE,277/480 V.,new,2023 

200 KW Kohler/Detroit, diesel,500 gal DW fuel tank WPE,MB,3 ph,208/480 V.,1694 hrs 

200 KW Olympian #D200P4, S/N NNS00194, 349 hours, 2001 

205 KW Caterpillar #3306B, diesel genset, 480 V., 3-phase, 1800 RPM, open skid mounted 

210 KW Caterpillar 43406, diesel genset, 240/480 V., 3-phase, 1800 RPM, open skid mounted 

215 KW Cummins #215GFBB, generator, 277/480 V., 550 hours, #090382 

225 KW Caterpillar #XQ225, diesel genset, 5742 hours, S/N 8JJ00074, 1992 

230 KW Caterpillar #XQ200, diesel,SAE,trailer mtd,208/480 V.,2492 hrs,2014 

230 KW Cat #XQ230, diesel portable rental generator, SAE,dual volt,8595 hrs,'09 

230 KW Cummins #DSHAD, diesel genset, 277/480 V., 364 HP, QSL9-G2 NR3 engine, EPA Tier 3, WPE, 2023 
240 KW Leroy Somer, John Deere, 480 V., 3 ph, 1800 RPM, 60 Hz .8pf 

250 KW Caterpillar #3306B, diesel genset, 277/480 V., 3-phase, 125 hrs, 1800 RPM, WPE, 400 gal. fuel ... 
250 KW Caterpillar #C9, Tier 3, 120/208 V., Open Skid, 2023 

250 KW Caterpillar #SR4, diesel generator,skid mounted,480 V.,376 amps,new batteries (3) 

250 KW Cummins #LTA-10G1, non-tier rated diesel engine, WPE,277/480 V.,743 hrs,1999 

250 KW Cummins #M11 G2/Diesel, 250 KW, 60 Hz.,240/480 V.,1999 

250 KW Elliot Power Volvo #TAD1231, diesel generator,enclosed,12 lead,277/480 V. 

250 KW Generac #SD250, diesel genset, 120/208 V., 3-phase, 1800 RPM, 130.5 hrs, encl., 2016 

250 KW Generac #SD250, generator, enclosed, 277/480 V., 250 hours, 2008, #090465 

250 KW Kohler #REOZUD, standby diesel generator,enclosed,208 V.,396 hrs.,2008 

250 KW MTU #6R1600, generator, SAE, 120/208 V., 53 hours, 2015, #090389 

264 KW MQ Power #DCA300, mobile diesel generator, multi-voltage, 1335 hrs., 2006 

265 KW Kohler #250REOZD, standby generator,WPE,277/480 V.,565 hrs.,2000,#090280 

274 KW Caterpillar #SR4, 480 V., 3-phase, 12 wires, brushless exciter 

275 KW Cummins #275DFBF, diesel genset, 277/480 V., 768 hrs, 435 HP, NT855-G6 engine, SAE, 2000 
300 KW Caterpillar #3406, Diesel Generator, Open-Skid, 277/480 V., 3 Phase, 381 hours, 2000 

300 KW Caterpillar #3406C, diesel genset, 277/480 V., 3-phase, 533 hrs, 1800 RPM, SAE, 1999 


300 KW Cummins #DFCB, diesel genset, 277/480 V., 560 hrs, 465 HP @ 1800 RPM, NTA-855-G2 engine, WPE ... 


300 KW Generac #10325400700, generator, 277/480 V., 650 hours, 2008, #090370 

300 KW Generac #3417570100, generator, 375 KVA, 277/480 V., 2003, #16136 

300 KW Generac #SD300, generator,enclosed,277/480 V.,230 hrs.,2019,#090287 

300 KW Generac, generator, SAE, 2019, #090486 

300 KW Ingersoll-Rand #G380, Rental Grade Diesel genset,480 V.,1800 RPM,532 HP,2003 

300 KW Stateline #SPC300u, diesel genset, 277/480 V., 3-phase, 1800 RPM, John Deere #6125HFO70 ... 
320 KW Multiquip #DCA4005514F3, generator,enclosure mounted on trailer,136 hrs.,2020,#090470 
350 KW Caterpillar #3406C, 277/480 V., 3-phase, 227 hrs, WPE, 1997 

350 KW Caterpillar #3406C, 277/480 V., 3-phase, 1800 RPM, 307 hrs, WPE, 1997 

350 KW Caterpillar #XQ350, standby, SAE, 480 V., rental style generator set, 2014 

350 KW Caterpillar #XQ350, diesel genset,trailer mounted,SAE,5998 hours,2014 

350 KW Cummins #350GFEB, NG genset, 120/208 V., 3-phase, 125 hrs, 1800 RPM, SAE, 2008 

350 KW Hipower #HDI-350, standby diesel generator,enclosed,Tier 3, 120/208 V.,new,2023 

350 KW Hipower #HDI-350F, Generator Set, new 

350 KW Kohler #400REOZD, standby diesel generator, SAE,208 V.,500 hrs.,2003 

350 KW Cummins / Onan #350DFCC, diesel generator, 277/480 V., 1996 

350 KW Stamford Newage #60-Series, 480 V., Detroit DDEC IIl engine, open skid mounted 

365 KW Caterpillar #XQ400, Mobile Generator Sets, S/N X4R00107, 2007 

369 KW Hipower #HRJW-460-T6, portable diesel generator, SAE,multi-voltage,EPA Tier 3, 4867 hrs 
375 KW Caterpillar #XQ425, Tier 4 Final, 60 Hz, 1800 RPM (10 available) 

400 KW Caterpillar #3406, diesel genset, 345 hrs, base tank, 1986/1990 (2) 

400 KW Caterpillar #3406C, diesel genset, 120/208 V., 3-phase, 618 hrs, WPE, 500 gal. fuel tank, 2000 
400 KW Caterpillar 2C15, generator, 277/480 V., 2007, #090404 

400 KW Caterpillar #XQ400 C15 Tier 3 60 Hz 1800 RPM 


400 KW Cummins #DFCE, diesel genset, 277/480 V., 3-phase, 605 HP @ 1800 RPM, NTA855-G5 engine, WPE ... 
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LOW-HOUR USED 
COMPLETE REBUILDS 
IMMEDIATE DELIVERY 
GLOBAL WARRANTY 


CALL TODAY 


FOR A COMPLETE LISTING 


888-619-6689 
888-619-6689 
262-476-5045 
800-706-0906 
407-466-4427 
865-546-1414 
713-929-2056 
713-929-2056 
888-619-6689 
602-333-5619 
508-634-5539 
508-634-5539 
262-955-7655 
504-347-3781 
832-316-9715 
904-737-7730 
208-851-8568 
865-546-1414 
619-618-1255 
208-889-7616 
713-929-2056 
888-619-6689 
800-706-0906 
888-619-6689 
775-372-6455 
888-619-6689 
713-433-7272 
262-955-7655 
208-889-7616 
832-316-9715 
262-955-7655 
888-619-6689 
616-868-1111 
888-619-6689 
888-619-6689 
818-484-8550 
713-929-2056 
888-619-6689 
832-316-9715 
832-316-9715 
361-698-5727 
832-446-3835 
832-316-9715 
800-706-0906 
713-434-2300 
832-278-8346 
701-371-9526 
405-677-6637 
865-546-1414 
484-620-6844 
904-737-7730 
562-463-6040 
832-316-9715 
888-619-6689 
904-737-7730 
800-723-3726 


Generator Source 
Generator Source 
Green Industrial 
Global Power Supply 
Gentel Power 
Stowers Power 

Swift Equipment 
Swift Equipment 
Generator Source 
Empire Power Sys 
Milton Cat Pwr Sys 
Milton Cat Pwr Sys 
C S Diesel 

A & H Armature 
MacAllister Pwr Sys 
Ring Power Systems 
Liberty Machine 
Stowers Power 

CA Power Generation 
Kilowatts Power 
Swift Equipment 
Generator Source 
Global Power Supply 
Generator Source 
CIG LLC 

Generator Source 
Apollo Electric Inc 

C S Diesel 

Kilowatts Power 
MacAllister Pwr Sys 
C S Diesel 

Generator Source 
Vander Ziel Machy 
Generator Source 
Generator Source 
Power Generation 
Swift Equipment 
Generator Source 
MacAllister Pwr Sys 
MacAllister Pwr Sys 
Holt Power Systems 
React Power 
MacAllister Pwr Sys 
Global Power Supply 
Worldwide Power 
McKain Power 
Abraham Generator 
S & W Power Systems 
Stowers Power 
Woodstock Power Co 
Ring Power Systems 
Quinn Power Systems 
MacAllister Pwr Sys 
Generator Source 
Ring Power Systems 
DEPCO Power Systems 


RINGPOWER-SYSTEMS.COM 


462851 
453398 
448911 
464058 
282519 
417602 
471295 
471297 
462854 
282821 
001009 
001016 
472040 
859540 
480459 
437640 
455375 
299156 
443935 
447942 
471294 
474886 
464069 
462855 
474516 
453406 
205835 
472043 
477359 
480439 
472916 
459330 
446495 
453409 
477109 
434564 
480099 
477107 
457652 
457653 
445966 
363342 
457656 
463987 
261011 
419874 
439944 
266212 
389363 
470423 
387628 
116357 
461293 
465307 
423656 
474920 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


60 HZ DIESEL GENERATORS - (1,896 listings on our website!) 

400 KW Cummins #DFEH, generator set, weather enclosure, 277/480 V., 2006 

400 KW Cummins #DFEH-5785852, generator, SAE, 277/480 V., 54.3 hours, 2007, #090365 

400 KW Cummins diesel generator, new controller, 480 V., less than 500 hours 

400 KW Generac #MD400, diesel generator,SAE,PM-GC ctrl,277/480 V.,EPA Tier 3, 860.1 hrs 

400 KW Kohler #400ROZD71, diesel genset, 277/480 V., 3-phase, 1800 RPM, Detroit 8V92T engine, open ... 
400 KW MTU #DS400, 6R0225, almost brand new 30 hrs, standby 208-600 V. 

400 KW MTU #DS400, generator, SAE, 277/480 V., 30 hours, 2021, #090481 


Power Systems Division 


Call John Banks: 508.634.5539 
Email: john banks@miltoncat.com 


VISIT OUR WEBSITE 
FOR COMPLETE INVENTORY 
www.miltoncat.com 


Tel: 508.634.5559 • Fax: 508.634.5578 
101 Quarry Drive, Milford, MA 01757 


450 KW Cummins #DFEC, diesel genset, 277/480 V., 519 hrs, 685 HP, KTA19-G3 engine, WPE, 2000 
500 KW Caterpillar #3412, diesel genset, 277/480 V., 3-phase, 573 hrs, 3412 engine, WPE, 3000 gal. ... 
500 KW Caterpillar #3412, diesel genset, 3-phase, open unit 

500 KW Caterpillar #3412C, generator set, 936 orig. hours, 277/480 V., 1998 

500 KW Caterpillar #3412T, 60 HZ 1800 RPM, 401 hours, 1991 

500 KW Caterpillar 43456, diesel genset, SAE, 876 Hours, 2004 

500 KW Caterpillar #C15, standby diesel generator,277-480 V.,GCCP1.2 ctrl, Tier 2,new,2023 

500 KW Caterpillar C15, standby generator, SAE, 277/480 V., 2023, #071472 

500 KW Caterpillar #XQ500, portable power module, dual voltage, 1304 hours, 2014 

500 KW Caterpillar #XQ500 C15, Tier 4i, 20'power module, 60 Hz, 1800 RPM, 2017 

500 KW Cummins #DFEK1658115, generator,enclosure mounted on trailer,11500 hrs.,2016,#090495 
500 KW Cummins #DFEKA040N509, 1800 RPM, QSX15 engine, Tier 2, open skid, 2004 

500 KW Cummins #QSX15-G9, diesel generator, SAE,277/480 V.,2023,#071352 

500 KW Cummins, diesel genset, QSX15-G9 engine, 2023 

500 KW Elliot Power Systems Inc. #500RD, diesel genset, Volvo engine, 1998 

500 KW Kohler #500REOZVB, rental grade diesel power module,480 V.,8902 hrs,2008 

500 KW Kohler Z500REOZVB, generator, enclosed, Volvo engine, 2006, 4090372 

500 KW Kohler #500ROZD71, diesel generator, open, Detroit diesel engine, #090477 

500 KW MTU Diesel Generator Set 

500 KW #EPG625, diesel generator, Volvo Penta engine, new, 2022 

505 KW Cummins #QSX15G9, Diesel genset, 600 V., 2013 

505 KW Kohler / Volvo £500REOZV, diesel generator, 277/480 V., 2003 

515 KW Caterpillar #3456, diesel genset, 691 HP, 1800 RPM, 480 V., radiator & skid 

545 KW Caterpillar #C18, diesel generator,open skid,480 V.,Tier 1,17495 hrs.,2006 

545 KW Caterpillar #C18, diesel generator,open skid,480 V.,Tier 1,9339 hrs.,2006 

545 KW Caterpillar #D3412, genset, 480 V., 100 hours since new 

545 KW Caterpillar #MAC600, diesel genset, 277/480 V., 3-phase, C18 engine, SAE, 2022 

545 KW Caterpillar 4MAC600, diesel genset, 277/480 V., 3-phase, C18 engine, SAE, 2022 

545 KW Caterpillar #XQ600, diesel genset, 1800 RPM, C18 engine, rblt 2009 

550 KW Caterpillar 2C18, Tier 2 Diesel genset, 688 KVA,828 атр,480 V.,1800 RPM,2008 

600 KW Caterpillar #3412, diesel genset, 277/480 V., 735 hrs, 896 HP, 1800 RPM, open power unit, 2005 
600 KW Caterpillar #3412C, diesel genset, 277/480 V., 3-phase, 1800 RPM, 500 gal. subbase fuel tank ... 
600 KW Caterpillar #C18, standby diesel generator,277-480 V.,EMCP4.2B ctrl,Tier 2,new,2023 

600 KW Caterpillar #C18, diesel,full enclosed w/belly tank,600 V.,350 hrs,2009 

600 KW Caterpillar #0600 GC, 277/480 V., 3-phase, C18 engine, Tier 2, SAE, 2022 

600 KW Caterpillar #XQ600, standby, SAE, 480 V., rental style generator, 2007 

600 KW Cummins #DQCA8102807, generator, SAE, 277/480 V., 170 hours, 2011, #090366 

600 KW Cummins, generator, 2012, #090298 

600 KW Kohler #600ROZD71, diesel generator, open, Detroit diesel engine, 960 hrs., 4090475 

600 KW Kohler #650REOZDB, generator,enclosure mounted on trailer,277/480 V.,3035 hrs,2005,#090497 
635 KW Caterpillar 43508, diesel genset,open skid mount,277/480 V.,2500 hrs,1984 

640 KW Cummins #KTA2300G KTA38, diesel generator low hrs, serviced & tested,480 V. 

750 KW Baldor #IDLC750-M, diesel genset, 277/480 V., 729 hrs, 1207 HP, Mitsubishi S12A2-Y2PTA engine ... 
750 KW Caterpillar #C18, diesel genset, 2019 

750 KW Caterpillar #C18-PGAM, generator, SAE, 277/480 V., 2023, 4071376 

750 KW Caterpillar #D3508, diesel genset, SAE w/fuel base tank, 594 hours, 2000 

750 KW Caterpiller #D3508B, marine auxiliary generator, water cooled, 480 V. (2) 

750 KW Cummins, generator, SAE, 73 hours, 2006, #090391 

750 KW Kohler, generator, enclosed, 277/480 v., 445 hours, #090268 

750 KW Onan #DFHA56674, diesel genset, 408 hrs, Cummins QST30 engine, encl. w/ radiator 

765 KW Cat #SR4, 408 V., 3/4 wire, Fr.806, 1200 RPM 

800 KW Caterpillar #3412, 277/480 V., 3-phase, 744 hrs, SAE, 2000 gal. sub-base fuel tank, 1996 

800 KW Caterpillar #3412C, 277/480 V., 3-phase, 1000 hrs, open skid mounted, 1999 

800 KW Caterpillar #3412TA, 60 Hz 1800 RPM, 822 hrs, 1995 

800 KW Caterpillar #C27, diesel generator set, 480 V. 

800 KW Caterpillar #C27, open diesel generator set, 480 V., approx 5 hrs, 2009 

800 KW Caterpillar #C27, diesel genset, 6056 hours, S/N 12700006, 2013 

800 KW Caterpillar #XQ800, 3844 hours, 1997 

800 KW Caterpillar #XQ800, portable rental genset,diesel,dual voltage,1536 hrs,2010 

800 KW Cummins #C800-QSK23, enclosure mounted on trailer,277/480 V.,4185 hrs,2012,#090395 
800 KW Cummins #DMT-825C, diesel generator, 752.4 hours, 1986 

800 KW Kohler #80ROZD4, generator, 277/480 V., 2000, #090381 

800 KW Kohler #80ROZD4, generator, MTU engine, 500 hours, 2000, #090426 

800 KW Mitsubishi #S12A2-Y2PTAW-2, Diesel genset,Tier 2,480 V.,1800 RPM,60Hz,2019 

800 KW Cummins / Onan #BOODFHB, diesel generator, 277/480 V., 1998 

1000 KW Caterpillar #3508B, diesel genset, 277/480 V., 3-phase, 444 hrs, 1800 RPM, WPE, 500 gal. ... 
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281-813-4923 
888-619-6689 
727-560-5080 
484-620-6844 
713-929-2056 
323-353-3408 
888-619-6689 


262-955-7655 
832-316-9715 
817-232-1071 
281-813-4923 
904-737-7730 
832-446-3835 
778-896-7235 
888-619-6689 
508-634-5539 
904-737-7730 
888-619-6689 
432-561-8700 
888-619-6689 
713-452-7438 
915-256-2139 
818-484-8550 
888-619-6689 
888-619-6689 
713-434-2300 
205-590-3505 
403-309-9250 
701-371-9526 
405-677-6637 
832-278-8346 
832-278-8346 
985-893-1271 
832-316-9715 
832-316-9715 
713-452-7438 
818-484-8550 
262-955-7655 
832-316-9715 
778-896-7235 
905-660-1475 
800-723-3726 
361-698-5727 
888-619-6689 
888-619-6689 
888-619-6689 
888-619-6689 
832-446-3835 
262-476-5045 
262-955-7655 
713-452-7438 
888-619-6689 
508-634-5539 
985-893-1271 
888-619-6689 
888-619-6689 
817-232-1071 
403-309-9250 
832-316-9715 
832-316-9715 
904-737-7730 
323-268-3380 
323-268-3380 
602-333-5619 
508-634-5539 
508-634-5539 
888-619-6689 
205-590-3505 
888-619-6689 
888-619-6689 
818-484-8550 
701-371-9526 
832-316-9715 


December 2023 
DEALER SR ID 
Ninex Power Systems 471316 
Generator Source 459329 
Safe Power 015947 
Woodstock Power Co 470422 
Swift Equipment 480983 
E&E 466546 
Generator Source 477113 


C S Diesel 
MacAllister Pwr Sys 
Industrial Diesel 
Ninex Power Systems 
Ring Power Systems 
React Power 
Powersafe Energy 
Generator Source 
Milton Cat Pwr Sys 
Ring Power Systems 
Generator Source 
LarMar Industries 
Generator Source 
Mustang Cat Pwr Sys 
FMI Trading LLC 
Power Generation 
Generator Source 
Generator Source 
Worldwide Power 
Mid-America Engine 
Collicutt Energy 
Abraham Generator 
S & W Power Systems 
McKain Power 
McKain Power 

Pan American Power 
MacAllister Pwr Sys 
MacAllister Pwr Sys 
Mustang Cat Pwr Sys 
Power Generation 

C S Diesel 
MacAllister Pwr Sys 
Powersafe Energy 
Surplus Electrical 
DEPCO Power Systems 
Holt Power Systems 
Generator Source 
Generator Source 
Generator Source 
Generator Source 
React Power 

Green Industrial 

C S Diesel 

Mustang Cat Pwr Sys 
Generator Source 
Milton Cat Pwr Sys 
Pan American Power 
Generator Source 
Generator Source 
Industrial Diesel 
Collicutt Energy 
MacAllister Pwr Sys 
MacAllister Pwr Sys 
Ring Power Systems 
Ind Motor Power 

Ind Motor Power 
Empire Power Sys 
Milton Cat Pwr Sys 
Milton Cat Pwr Sys 
Generator Source 
Mid-America Engine 
Generator Source 
Generator Source 
Power Generation 
Abraham Generator 
MacAllister Pwr Sys 


472044 
420476 
440566 
471315 
479939 
363344 
457846 
462849 
001025 
387624 
481293 
476419 
481291 
480464 
475533 
378084 
459322 
477106 
261008 
481454 
448265 
431133 
266214 
419878 
419880 
430165 
457916 
457917 
471251 
434563 
472914 
480014 
457849 
363013 
474922 
445971 
459320 
453405 
477112 
481290 
363345 
448910 
472041 
471248 
471543 
001015 
430164 
462858 
453404 
440570 
426641 
441447 
419484 
429784 
971177 
971178 
282817 
001020 
001028 
465303 
481441 
462850 
468954 
434560 
455414 
440165 
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December 2023 SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


60 HZ DIESEL GENERATORS - (1,896 listings on our website!) DEALER SR ID 
1000 KW Caterpillar #SR4-B, 480 V., 3-phase, 1800 RPM, 3512 engine, skid, 1996 TX 713-433-7272 Apollo Electric Inc 205881 
1000 KW Caterpillar #XQ1000, C32 Tier 2 Girtz Packaged 1MW Power Module FL 904-737-7730 Ring Power Systems 464841 
1000 KW Caterpillar, generator, open, 277/480 V., 500 hours, #090358 CO 888-619-6689 Generator Source 459328 
1000 KW Cummins #1000DQFAD, diesel generator, SAE, 277/480 V., 2022, #071298 CO 888-619-6689 Generator Source 468956 
1000 KW Cummins #QST30-G5-NR2, diesel generator, SAE, 277/480 V., 2023, #071296 CO 888-619-6689 Generator Source 468955 
1010 KW Kato alternator, 1200 RPM, 2400/4160 V. NJ 973-835-9800 Kraft Power Corp 754200 
1100 KW Caterpillar #3512, generator, enclosed, 277/480 V., #090452 CO 888-619-6689 Generator Source 474883 
1190 KW Kohler Detroit Diesel #742PSL4588P, 277/480 V., 407 hrs, Frame 742, part #ES-30120 (2) FL 205-612-3051 Bailey Surplus 448597 
1204 KW Caterpillar #3512B, diesel genset, 1200 RPM, 1998 TX 713-452-7438 Mustang Cat Pwr Sys 471249 
1250 KW Caterpillar #3512, diesel generator,1562 KVA,4160 V.,424 hours,serial #24Z09370 NY 310-487-3800 RAAR Group USA 456260 
1250 KW Caterpillar #3512TA, 277/480 V., 3-phase, 887 hrs, S/N #24Z04489, 1992 CA 541-501-2696 Peterson Power 151077 
1250 KW Caterpillar #3512TA, diesel generator set low hour standby takeout, 1995 FL 904-737-7730 Ring Power Systems 405032 
1250 KW Cummins #DQGAA, standby diesel generator,SAE,277/480 V.,Tier 2,331 hrs,2010 TX 832-278-8346 McKain Power 419882 
1250 KW Cummins #KTA50-G3, generator, open, 277/480 V., 613 hours, 1995, #090373 CO 888-619-6689 Generator Source 459332 
1250 KW Cummins, generator, 1992, #090299 CO 888-619-6689 Generator Source 453408 
1371 KW MTU #16V2000 G86S, Diesel genset, 2021 AB 403-309-9250 Collicutt Energy 470306 
1400 KW Caterpillar #D3606, 277/480V.,3-phase, 6836 hrs, 900 rpm, skid mounted, 1986 IL 847-541-5600 Wabash Power Equip. 780426 
1500 KW Cummins #1500DFMB, 4160 V., 3-phase, 2220 HP, 1800 RPM, mounted, 1000 gal. fuel tank base ... FL 904-757-0353 SCA Power Systems 416368 
1500 KW Cummins #1500DFMB, standyby diesel genset,2200 HP,1800 RPM,4160 V.,350 hrs (2) TX 318-469-5059 Wrangler Industrial 421335 
1500 KW Cummins #DFLE, diesel genset, 277/480 V., 3-phase, 1800 RPM, KTA50-G9 engine, SAE, 1000 gal. ... IN 337-230-9630 Midwest Engines 480007 
1545 KW Caterpillar #3512B, standby, stationary, 1800 RPM, 109 hours, $189,000, 2005 CA 858-974-6840 Hawthrone Power Sys 040727 
1600 KW Caterpillar #3516DITA, diesel genset, 1800 RPM, serviced & tested TX 210-380-5187 Field Engine LLC 198044 
1600 KW Caterpillar #G3516TALE, 19885 hrs, 2001 CA 562-463-6040 Quinn Power Systems 116362 
1600 KW #REOZMB, generator, enclosed, 277/480 V., 1000 hours, 2009, #090377 CO 888-619-6689 Generator Source 462861 
1750 KW Detroit Diesel #12V149, portable diesel genset, 4160 V., 3-phase, 2000 hrs, WPE, trailer ... FL 904-757-0353 SCA Power Systems 416359 
2000 KW Caterpillar #3516C, diesel genset, 277/480 V., 3-phase, 71 hrs, SAE, 2013 IN 832-316-9715 MacAllister Pwr Sys 472615 
2000 KW Caterpillar #XQ2000, diesel genset, 277/480 V., 3-phase, 1850 hrs, 3516B engine, SAE, 1250... IN — 832-316-9715 MacAllister Pwr Sys 419876 
2000 KW Caterpillar #XQ2000, diesel genset, 277/480 V., 3-phase, 1800 RPM, refurb. 1994 IN 337-230-9630 Midwest Engines 475672 
2000 KW Caterpillar #XQ2000 Altorfer remanufactured 3516B Tier 1 FL 904-737-7730 Ring Power Systems 376471 
2000 KW Caterpillar #XQ2000 Diesel Power Module 3516B Tier 1 Engine FL 904-737-7730 Ring Power Systems 376483 
2000 KW Kohler #2000REOZMD, generator, SAE, 277/480 V., 2023, #071410 CO 888-619-6689 Generator Source 471535 
2200 KW Detroit Diesel #12V149, portable diesel genset, 4160 V., 3-phase, WPE, radiator cooled ... FL 904-757-0353 SCA Power Systems 416358 
2500 KW Cummins #DQKAN, standby diesel generator,open,277/480 V.,Tier 2,new,2024 CA 800-706-0906 Global Power Supply 464056 
2500 KW MTU #20V4000 052500, 277/480 V., ОРО, IBC, HCAI Certified AB 403-309-9250 Collicutt Energy 415301 
A.C. Delco, Diesel Generator, 75 KVA 3 PHASE, 240/480 V. CA 714-612-1480 TNT Industrial 457877 
Caterpillar #XQ1000, portable diesel genset, C32 engine, Tier 2, 1200 gal. fuel tank, 2007 KS 785-267-8139 Foley Equip - Power 474891 
MMD #PowerPro 65, portable rental generator set,dual voltage,1968 hrs,2016 MA 508-634-5539 Milton Cat Pwr Sys 001012 
Multiquip Whisperwatt ZDCA-45SS, towable diesel genset, trailer mounted, 2019 NV 702-803-4881 Cashman Power 252084 
Onan #QSK50G9, diesel genset, 670 hours, S/N 0050767696, 2005 AZ 602-333-5619 Empire Power Sys 282818 
Spectrum Detroit #350SE Series 60, diesel generator, 120/240 V., 15884 hrs., 1999 ID 208-851-8568 Liberty Machine 470329 
100 KW Multiquip ZDCA-125USJ, Model DB-1281J2, John Deere Eng.6068TF275, 6265 hours, 2007 CO 303-736-9424 E & M Equipment LLC 404291 
Multiquip #DCA25 SSIU Whisperwatt diesel generator 25 KVA, 1998 CO 303-736-9424 E & M Equipment LLC 412928 
750 KW Caterpillar #C27, diesel genset, 480 V., 3-phase, 725 hrs, EPA Certified, SAE, 2012 IN — 832-316-9715 MacAllister Pwr Sys 417479 
1000 KW Caterpillar #3508B, diesel genset, 277/480 V., 3-phase, 400 hrs, open skid mounted, 2003 IN 832-316-9715 MacAllister Pwr Sys 419481 
450 KW Caterpillar #C15, diesel genset, 120/208 V., 3-phase, 286 hrs, SAE, 660 gal. fuel tank, 2012 IN — 832-316-9715 MacAllister Pwr Sys 439959 
600 KW Cummins / Onan #600DFGB, diesel generator, 277/480 V., 1997 ND 701-371-9526 Abraham Generator 443671 
GAS TURBINE GENERATORS - (14 listings on our website) DEALER SR ID 
250 KW Ingersoll-Rand Flexenergy #MT250, Micro Turbine Generator and loader CA 714-612-1480 TNT Industrial 460765 
1475 KW Dresser Rand #KG2-3C,under 150 hrs,480V/60Hz,diesel,air blk strt,refurb.(4) FL 813-601-7100 Turbine Diagnostic 838009 
7900 KW Siemens #SGT300, brand new, 0 hours, 2014 FL 727-560-5080 Safe Power 011409 
13000 KW General Electric, Fr.3, parts avalible CA 818-980-9977 Western United 379324 
28000 KW General Electric, Fr.5P, dual fuel, 13800 V. FL 321-960-7482 E & I Solutions 679695 
31000 KW General Electric #TM2500 + Geng, dual fuel, dual frequency on wheels, 4500 hrs, 2012 CA 818-980-9977 Western United 379311 
31000 KW General Electric #TM2500 + Geng, dual fuel, dual frequency on wheels, 1300 hrs, 2011 (2) CA 818-980-9977 Western United 379313 
31000 KW General Electric #TM2500 + Geng, dual fuel, dual frequency on wheels, 2100 hrs, (2) CA 818-980-9977 Western United 379317 
GASOLINE OR PROPANE GENERATORS - (33 listings on our website!) DEALER SR ID 
5 KW Kohler #5EKD, gasoline marine genset,60Hz,120 V.,s/n's SMG323MLS,SMG323MLV, SMG323MLW, new AB 403-309-9250 Collicutt Energy 435307 
12 KW Polar Power #8220KWG972102, propane genset,SAE mounted on trailer,2016,#088939 CO 888-619-6689 Generator Source 398233 
30 KW Generac #90A04512-S, liquid propane genset, WPE, 120/240 V., 652 hours, #089457 CO 888-619-6689 Generator Source 398206 
30 KW Generac #2027789, liquid propane genset,WPE,120/240 V.,725 hrs,1996,#089458 CO 888-619-6689 Generator Source 398207 
30 KW #30SGT, propane genset,WPE, 120/240 V.,Ford engine,509 hours,2005,#089174 CO 888-619-6689 Generator Source 398174 
35 KW Cummins £35GGFD4134, liquid propane genset,WPE,120/240 V.,500 hrs,2003,#089514 CO 888-619-6689 Generator Source 398186 
35 KW Cummins #35GGFD3293, liquid propane genset,WPE,120/240 V.,Ford engine,2002,#089520 CO 888-619-6689 Generator Source 398188 
35 KW Cummins #35EK, liquid propane genset,WPE, 120/240 V.,Ford епдіпе,1995,#089521 CO 888-619-6689 Generator Source 398189 
45 KW Cummins #GGFC3375531, liquid propane genset, WPE, 120/240 V.,Ford engine,1999,#089519 CO 888-619-6689 Generator Source 398190 
50 KW Kohler Z50REZGB, standby propane LP generator,240 V.,1 ph,new surplus,2017 WI 262-476-5045 Green Industrial 429431 
CONDENSING STEAM TURBINE GENERATORS - (8 listings on our website!) DEALER SR ID 
2500 KW Dresser, 250 psig/600°F inlet, 2"psig exhaust, 4160 V., 3/60 Hz GA 908-421-4139 NSV Energy, LLC 948005 


Remanufactured Steam Turbine Generator Sets 


* Re-rated to Meet Custom Operating Conditions and Power Requirements 


* Non Condensing and Condensing Units 
INTEGRATED Tel: 323-726-5200 * Fax: 323-726-5206 * www.Integratedturbo.com 
INCORPORATED 7411 Telegraph Rd. * Montebello, CA 90640 


9200 KW Westinghouse, 400 psig, 750 deg. FL 321-960-7482 E & I Solutions 687134 
12400 KW Siemens, condensing steam turbine genset,600 psig/900 deg F,unused GA 908-421-4139 NSV Energy, LLC 205124 
21000 KW GE SAXC, 575-625#/825F,170# ext,23.3 MVA,13.8 KV,major'14,condenser FL 813-601-7100 Turbine Diagnostic 838010 


Motor Control Centers 


MOTOR CONTROL CENTERS - (153 listings on our website!) DEALER SR ID 


Allen-Bradley Centerline Bulletin, 1512 1512B-TDE 2, 400 amps,300HP,4160 V.,refurb. MN 800-328-1842 EMSCO 291767 
Allen-Bradley, 2100 Series, 3 HP, 480V., MCC-VFD-001 MN 800-328-1842 EMSCO 275672 
Allen Bradley, 2100 Series, 5 starter size, breaker, starter bucket MN 800-328-1842 EMSCO 275673 
Allen-Bradley, 2100 Series, Size 1-5, Fusible Type, 100 Sections IN 800-697-0311 Select Equipment 589118 
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MOTOR CONTROL CENTERS - (153 listings on our website!) DEALER SR ID 
Allen-Bradley, 2100 Series MCC, Stainless Steel MI 517-750-3898 R NT Supply Inc 891866 
Allen-Bradley, 2100 Series Structure,N3R (outdoor rated),various buckets, (40) recon MN 800-328-1842 EMSCO 931025 
Allen-Bradley, 5KV MCC, Medium Voltage Motor Control Center Starters WA 509-534-8389 Atlas Electric Inc 423654 
Allen-Bradley, Bulletin 1512, 4160 V., 800 HP MN 800-328-1842 EMSCO 275686 


Allen-Bradley, Centerline 2100, Motor Control Center WA 509-534-8389 Atlas Electric Inc 322812 


LOW AND MEDIUM VOLTAGE MCC | 
NEW ° SURPLUS ° USED e RECONDITIONED 
All Major Manufacturers 
Complete МСС Lineups * Replacement Buckets 


Replacement Starters, Contactors, and Parts 


Allen-Bradley, Intellicenter Centerline 2100 Series, MCC, 2015 PA 215-664-6016 Global Equipment 394624 
Allen-Bradley Motor Control Center, 2014 ON 519-656-0025 T & T Power Group 381719 
Allen-Bradley 5 KV Arc proof MCC 2 sections 2 high 4 starters SK 403-312-8500 Surplus High Volt 237985 
Cutler-Hammer, 2400 V., 300 HP MN 800-328-1842 EMSCO 275680 
Cutler-Hammer, E210SCA, 2400 V., 3-phase, 1500 HP MN 800-328-1842 EMSCO 275696 
Cutler-Hammer, S202S4E, 2300/2400 V. MN 800-328-1842 EMSCO 275687 
Eaton Intelligent Tech Motor Control Center MCC, 1200-3004, 480V, 6 Section AL 205-454-8184 Transamerican Equip 274216 
Eaton, F2100, 1200 amp main breaker, Size 1-5, 32 sections TX 972-253-7783 Adv. Elec & Motor 125577 
Eaton IT, Flashgard MCC MI 517-750-3898 RN T Supply Inc 891954 
Eaton, Freedom Series 2100, Motor Control Center WA 509-534-8389 Atlas Electric Inc 159180 
Electro Craft, BRU, 200 Servo Drive, DM-10, 1901-1131, Revision J TN 865-705-0416 Bridges Elk Valley 435293 
General Electric, 7700,7700+,8000 line,E9000 Evolution MCC bucket combos/feeders CO 800-544-7375 Denver Breaker 937722 
General Electric, 8000 Line 600 A Motor Control Center, (18) MCC buckets, 480 V. OH 440-942-3003 Equipment Recovery 472941 
General Electric, 8000 Line 600 A Motor Control Center, (12) MCC buckets, 480 V. OH 440-942-3003 Equipment Recovery 472942 
General Electric, 8000 Line MCC buckets, size 1,2,3 TX 469-584-2315 M & A Electrical 370267 
G.E., 8000 Series, 200HP,480V.,3PH,auto transformer reduce volt.vac.starter,400A CB (2) MN 800-328-1842 EMSCO 969016 
General Electric, CR194A137B2, 2300 V., 1000 HP, 350 MVA MN 800-328-1842 EMSCO 275697 
G.E., E9000 Evolution Series, sizes 1 to 5 and feeder TN 865-573-7768 Volunteer Equipment 133595 
G.E., E9000 Evolution Series, 800 amp,main lug,lots of buckets available,all new MI 517-750-3898 RN T Supply Inc 753232 
General Electric,Spectra Series 600 A Motor Control Center, (6) 12"МСС buckets, 480 V. OH 440-942-3003 Equipment Recovery 472940 
Goulds, 2 Section 600 A Motor Control Center, (7) 12"MCC buckets, 480 V. OH 440-942-3003 Equipment Recovery 472935 
Goulds, 2 Section 600 A Motor Control Center, (8) 12"MCC buckets, 480 V. OH 440-942-3003 Equipment Recovery 472937 
Goulds, 3 Section 600 A Motor Control Center, (11) 12" МСС buckets, 480 V OH 440-942-3003 Equipment Recovery 472939 
Klockner Moeller Series 170, MCC with size 1-4 buckets, feeders, new surplus TX 972-253-7783 Adv. Elec & Motor 145402 
Siemens, 8100, E2 motor ctrl, 4160 V., 300 HP MN 800-328-1842 EMSCO 275682 
Siemens, Medium Voltage, Motor Control Center, 100 Amp, 5 KV, 6 each 400 Amp FVNR Starters Catalog ... WA 509-534-8389 Atlas Electric Inc 439544 
Siemens, Series 81000, class E2, 450 HP, 2400 V. MN 800-328-1842 EMSCO 275691 
Siemens /Furnas, System 89/Tiastar,size 1-4,fusible & breaker type,10 sections,Nema 3R MN 800-328-1842 EMSCO 008281 
Siemens, TiaStar, 1200 amp, main breaker, size 1-5, 14 Sections, surplus TX 972-253-7783 Adv. Elec & Motor 125576 
Siemens, TiaStar, MCC buckets, size 1 TX 469-584-2315 M & A Electrical 370270 


RHT REMANUFACTURED MCC BUCKETS 


ALL MAJOR MANUFACTURERS / MODELS CARRIED 
E E ING- CUSTOM BUILT BUCKETS * PARTS * COMPLETE LINE-UPS 


INDUSTRIAL / COMMERCIAL RNT SUPPLY. INC 
Electrical Distribution & Control x: d š 
I 4801 James A McDivitt St. * Jackson, MI 49201 
www.rntsupply.com Phone: 877-220-7281 * Email: sales@RNTsupply.com 
Square D, Mdl. 3, 4160 V., 300 HP MN 800-328-1842 EMSCO 275689 
Square D, Mdl. 3, type CG42, Class 8110, 4160 V. MN 800-328-1842 EMSCO 291766 
Square D, Mdl. 5, MCC, size 1, size 2 breaker style 12" TX 469-584-2315 M & A Electrical 370271 
Square D, Mdl. 6, 15 section 1200A horiz,300A vert,600V.,60 Hz main PK 1000 50KA QC 450-602-9501 Fourniture Elec 287143 
Square D, Size 1-6, comb., complete C/B, 33 section BC 604-888-1222 A C Nelson Ltd 446540 
Control board, 5001TCP, 900 VDC, 5 amp output, 120-240 VAC TN 615-494-1210 Aggregate Systems 432951 
MAGNETIC AND VACUUM MOTOR STARTER CONTACTORS ONLY - (471 listings on our website!) DEALER SR ID 
9 Amp. Square D, 8536SA011V02ES, magnetic motor starter, Nema 00,120 V. CO 800-544-7375 Denver Breaker 098216 
30 amps, cutler-hammer,air magnetic contactor size 1 new 011-203 TX 833-322-0936 National Switchgear 227115 
90 AMPS, CUTLER-HAMMER,CN SERIES A1 REVERSING CONTACTOR SIZE 3 SURPLUS015-631 TX 833-322-0936 National Switchgear 228145 
90 amps, westinghouse,reversing contactor size 3 surplus017-386 TX 833-322-0936 National Switchgear 227324 
200 Amp. Westinghouse, LF25H230, contactor only, in stock OR 888-444-4335 Monster Electrical 291832 
270 amps, cutler-hammer,air magnetic contactor size 5 surplus013-520 TX 833-322-0936 National Switchgear 228327 
270 amps, general electric,air magnetic contactor size 5 surplus016-331 TX 833-322-0936 National Switchgear 228692 
280 amps, abb,spectrum air magnetic contactor size 3 surplus014-348 TX 833-322-0936 National Switchgear 227721 
360 Amp, Cutler Hammer, SL50VW430 OH 800-647-0815 National Power 387643 
360 Amp. Siemens, 90H35, Air Contactor, #MVC3300 CA 562-802-3441 RESA Power Solution 220551 
360 Amp. Siemens, 97H35, latching, unused PA 610-515-8775 Belyea Company Inc 270272 
360 Amp. Square D, Class 8110, D07, D08 OH 800-909-3660 N A Switchgear 823940 
360 Amp. Square D, SJA50VW430,in cabinets, Multilin 269 relays,4160 V. TX 888-599-0486 BCS Switchgear Inc 889336 
360 amps, westinghouse,lf ampgard contactor If50h430 surplus016-896 TX 833-322-0936 National Switchgear 228046 
360 amps, westinghouse, If50h430, ampgard contactor surplus011-734 TX 833-322-0936 National Switchgear 229329 
360 amps, westinghouse,sja vacuum contactor, 5kv surplus012-842 TX 833-322-0936 National Switchgear 228214 
360 amps, westinghouse,sja vacuum contactor 50mva 5kv surplus019-623 TX 833-322-0936 National Switchgear 228240 
400 Amp. Allen-Bradley, 1502-A4C3D1, air contactor, in stock OR 888-444-4335 Monster Electrical 655749 
400 Amp. Allen-Bradley, 1502-V4C, vacuum contactor, 2300/4160 V., in stock OR 888-444-4335 Monster Electrical 655748 
400 Amp. Allen Bradley 800A BUS, Centerline-HVC, 5000 V. starters 1502-V4C1D1 1406 relay (2 sections) WA 509-534-8389 Atlas Electric Inc 441558 
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MAGNETIC AND VACUUM MOTOR STARTER CONTACTORS ONLY - (471 listings on our website!) 
400 Amp. Allen Bradley 800A BUS, Centerline-HVC, 5000 V. starters 1502-V4C1D1 269 relay 
400 Amp. Cutler-Hammer, 9950 Series, contractor, in stock 

400 Amp. Cutler-Hammer, SJA50VW430, vacuum contractor, in stock 

400 Amp. Cutler-Hammer, SL72B4H3L, Vacuum, Bolt in 

400 amps, general electric,cr194 vacuum indoor switchgear 5kv surplus010-582 

400 Amp. General Electric, CR193B910L203020U, 7200 V. contactor (29) 

400 amps, general electric,ic302 limitamp contactor surplus011-723 

400 amps, ite,7850 indoor switchgear 5kv surplus018-155 

400 Amp. Siemens, 81H2, in stock 

400 Amp. Siemens, 81H3, in stock 


LOW AND MEDIUM VOLTAGE MCC 
NEW • SURPLUS e USED ° RECONDITIONED 
All Major Manufacturers 
Complete MCC Lineups ° Replacement Buckets 
Replacement Starters, Contactors, and Parts 


Visit our Website: atlaselectricinc.com e Tel: 509-534-8389 


400 Amp. Siemens, 97H3, vacuum, in stock 

400 amps, siemens allis,spacemaker contactor 456d surplus016-888 
400 amps, siemens allis,spacemaker contactor 456d surplus020-655 
400 Amp. Toshiba, DF-41SM120, drawout unit, 5000 V. 

400 Amp. Toshiba, DF-41SM120, drawout unit, 5000 V. 

400 Amp. Westinghouse, LF50H430/430L 

700 Amp. Westinghouse, LF50H730, in stock 

700 Amp. Westinghouse, vacuum ampguard, gear (4) 

720 Amp. Cutler-Hammer, SJ50V830, vacuum, roll out 

720 Amp. Toshiba, HCV-6KAU, 7200 V., contactor, unused (2) 

800 Amp. General Electric, CR-193C, vacuum Limitamp 

General Electric, Limitamp, starter 4, 800 HP, 2300V. 


ACROSS-THE-LINE MOTOR CONTROLS AND STARTERS - (740 listings on our website!) 
25 HP Allen-Bradley, Bul.712, Size 2, combo-fusible, 120 V.control 

50 HP Allen-Bradley, Bul.513, comb., Nema 12, 120 V.control, buttons 

50 HP Teco soft starter, TWE-0065B-4-HD 

100 HP Allen-Bradley, 509-EOD, open or enclosed, 120 V.coil, Size 4 

150 HP Teco soft starter, TWE-0180C-4-HD, 2023 

200 HP Allen-Bradley, Bul.509, fusible or open, 120 V. control, Nema 12 

200 HP Westinghouse, Ampguard HV fused starter, 4160 V. 

350 HP Elliott, 230-PM, explosion proof across the line starters, 4100 V. 

400 HP Cutler-Hammer, reversing contactor only, (open), C10JN3, 480 coil (5) 
500/674 HP Cutler-Hammer, RVAT, vacuum, SJS, 4160 V. 


EAST COAST ELECTRICAL 


EQUIPMENT COMPANY 


Tel: 919-562-8122 
Fax: 919-562-7627 
E-mail: info@eastcoastmotor.com 


600 HP Teco soft starter, TWE-0720C-4-HD, 2023 

700 HP Teco soft starter, TWE-0840C-4-HD 

800 HP Eaton, Ampguard, SL, 400 amp contactors in line up (8) 

800 HP Teco soft starter, TWE-0960C-4-HD 

900 HP Teco soft starter, TWE-1080C-4-HD, 2023 

1500 HP Cutler-Hammer, SL400 contactor RVAT, 4160 V., unused (2) 

Siemens, CXLA013, contactor, 4 pole, 2NO/2NC 120VAC/60HZ 

Siemens, FVMLNR-D/O, 81000, 97H35, 360 amp, 5 KV, new surplus (2 available) 
Siemens, Latching Series 81000, 97H35 feeder, 7.2 KV, with gear, unused (6) 
Square D, NEMA size 5, type S, starter, with disconnect switch, 600 V. 


REDUCED VOLTAGE MOTOR CONTROLS AND STARTERS - (78 listings on our website!) 
100 HP Allen-Bradley, Bul. 570ЕАВО-50, auto trans., 460 V. 

100 HP Hammond auto transformer, 3009C1, 480V., 3 coil, open, new (2) 

150 HP GE auto transformer, CR9194-U100A3A-C0301-C1.50,460V.,3 coil,open (2) 
200 HP Allen-Bradley, Bul.570, 3-coil,combo,auto-reduced,460 V.,120 V.ctrl 

200 HP Allen-Bradley, combo, 460 V., 120 V.control, Wye-Delta 

200 HP Benshaw, 240 Amps, 480 V., 3-phase, Chassis enclosure 

200 HP GE auto transformer, CR9194-W100A3A-30301-C2.00,460V.,3 coil,open (3) 
200 HP Heavy Duty auto transformer, K2ST200A, 480 V., 3 coil, open, used 

200 HP Square D auto transformer, 30484-510-70, 480 V., 2 coil, open, used (2) 
300 HP Cutler-Hammer, MVS-67, Ampgard Medium Voltage Motor Control, 2400 V. 
300 HP General Electric, FVNR, vacuum, new, 4160 V. 

400 HP Benshaw, 477 Amps, 480 V., 3-phase, Chassis enclosure 

400 HP General Electric, FVNR, vacuum, new, 4160 V. 
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DEALER 

Atlas Electric Inc 
Monster Electrical 
Monster Electrical 
Technitrol Inc 
National Switchgear 
Monster Electrical 
National Switchgear 
National Switchgear 
Monster Electrical 
Monster Electrical 


SRID 
441559 
663572 
663573 
474937 
228870 
089556 
227603 
226495 
648671 
648670 


Intelli CENTER ` 


Monster Electrical 
National Switchgear 
National Switchgear 
Atlas Electric Inc 
Atlas Electric Inc 

N A Switchgear 
Monster Electrical 
CB Sales 

Technitrol Inc 

NSV Energy, LLC 
CB Sales 

G Washington Machy 


DEALER 

Row Electrical Eqpt 
Row Electrical Eqpt 
In Stock Parts 

Row Electrical Eqpt 
In Stock Parts 

Row Electrical Eqpt 
Boundry Electric 
Big Sky Colony 
Bush Sales & Mfg. 
Belyea Company Inc 


In Stock Parts 

In Stock Parts 

Belyea Company Inc 
In Stock Parts 

In Stock Parts 

Belyea Company Inc 
Ind Ctrl & Supply 
Atlas Electric Inc 
Belyea Company Inc 
Mid-West Machy Mart 


DEALER 

Row Electrical Eqpt 
EMSCO 

EMSCO 

Row Electrical Eqpt 
Row Electrical Eqpt 
Dykman Electrical 
EMSCO 

EMSCO 

EMSCO 

EMSCO 

CB Sales 

Dykman Electrical 
CB Sales 


EAST COAST ELECTRICAL EQUIPMENT CO. 


New Motortronics Solid State Reduced Voltage Starters 
200 HP thru 10,000 HP • 2300 & 4160 Volt thru 13,800 Volt 
Soft Start • Vacuum Type ° Squirrel Cage • Synchronous ° Wound Rotor Controls 


Quick Delivery ~ Best Prices in USA ~ Factory Warrantied 
Visit our web site at www.eastcoastmotor.com 
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397295 
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REDUCED VOLTAGE MOTOR CONTROLS AND STARTERS - (78 listings on our website!) DEALER SR ID 


3 
Yeah, We've Got That... When Need it Most 


Contactors, Vacuum Contactors, All Brands, Current, Obsolete, Parts. 


Motor Control Cabinets, Lineups, Standard, Custom Made Available, All Brands 


= цег For Our Complete Inventory Visit our Website: www.belyeapower.com • sales@belyeapower.com 
eege svsttus 2200 NORTHWOOD AVE, EASTON, PA 18045 USA • (610) 515-8775 * Fax (610) 258-1230 


400 HP Hammond auto transformer, 3009C4, 480 V., 3 coil, open, new MN 800-328-1842 EMSCO 900188 
600 HP Benshaw, 797 Amps, 480 V., 3-phase, Chassis enclosure ID 844-606-3336 Dykman Electrical 300499 
600 HP Joslyn Solid State w/vacuum contactor, 2300 V. OR 888-444-4335 Monster Electrical 648673 
600 HP Motortronics, Solid State,reduced voltage,2300 or 4160 V.,Nema 12,new (2) NC 919-562-8122 East Coast Electric 787822 
800 HP Benshaw, 985 Amps, 480 V., 3-phase, Chassis enclosure ID 844-606-3336 Dykman Electrical 300501 
1000 HP Cutler-Hammer /Westinghouse,red.volt,auto trans,vac,Nema 1,4160 V.(2) NC 919-562-8122 East Coast Electric 784505 
1500 HP Benshaw, soft starter,Nema 3R enclosure,configured for 4160 V.,2019 WA 360-734-1046 D'Angelo Int'l 417641 
1700 HP Benshaw, Nema 12/3R, 225 Amps, 4160 V., 3 phase ID 844-606-3336 Dykman Electrical 300502 
1700 HP C.H., ATRV,Cat E610SCA,1.15 SF,2400V.,3 sections,Nema 12 (3) MN 800-328-1842 EMSCO 104484 
1750 HP C.H., ATRV,(2)SJA25VW530(1)SJA25VW520, Nema 1,2400V.(2) MN 800-328-1842 EMSCO 985247 
3000 HP Benshaw, Nema 12/3R, 330 Amps, 4160 V., 3 phase ID 844-606-3336 Dykman Electrical 300503 
5500 HP Motortronics, Solid State, free stand.enclosure, 4160 V., new NC 919-562-8122 East Coast Electric 091789 
6000 HP Motortronics, Solid State, free stand.enclosure, 4160 V., new NC 919-562-8122 East Coast Electric 091788 
Motors, AC 


N 200 HP 1170 RPM General Electric, Frame 81435, || 400 HP 1180 RPM General Electric, Frame 
Motors, A.C., a Drip-Proof Ball Bearing, 2300 Volts 6337SU, ODP, 440 Volts 


H Z9: У Mfr: General Electric Mfr: General Electric 
Squirrel Cage E ; Model:8143S ë Model:6337SU 
` Seller: Electric Motor Shop š Seller: Atlas Electric Inc 
a 1 Wake Forest, МС CH Spokane Valley, WA 
Search Squirrel Cage on SurplusRecord.com to Tel: 919-556-3229 Tel: 509-534-8389 
n ien SR ID: 398326 SR ID: 024600 
view all 8369 listings. Price: Call for Price Price: Call for Price 


450 HP 3600 RPM Teco, Frame 5011A, TEFC, 600 HP 1800 RPM Westinghouse, Frame 509US, 800 HP 3600 RPM Baldor, Frame 150AS808, 
EP4502, new, 460 Volts (3 available) Drip-Proof Ball Bearing, 480 Volts weather protected enclosure type 2, 480 Volts 


Mfr: Teco - = Mfr: Westinghouse ы 1 1m Mfr: Baldor 

Model:5011A “N Model:509US i¥ q Model:150AS808 

Seller: Rogers Eqpt Sales f Seller: Romanoff Industries j . Seller: Electric Mtr Works 
Durango, CO TA? OH à Bakersfield, CA 

Tel: 800-990-7374 7 Tel: 419-691-2888 КУ Tel: 661-327-4271 


SR ID: 245304 SR ID: 403903 SR ID: 025351 
Price: Call for Price Price: Call for Price Price: Call for Price 


1000 HP 3573 RPM Reliance, Frame 5810S, 1100/1250 HP 1783 RPM Siemens, Frame 5810S, 2000 HP 3570 RPM Toshiba, Frame 5812USS, 
weather protected enclosure type 2, SB, 1.15 ... WPIISB, 1.15 service factor, 2300/4160 ... weather protected enclosure type 2 ... 


Mfr: Reliance " Mfr: Siemens Mfr: Toshiba 

Model:5810S Model:5810S Model:5812USS 

Seller: Row Electrical Eqpt Seller: Doug Beat Co The ` Seller: Salyer Motors Inc 
Toledo, OH OH Broken Arrow, OK 

Tel: 800-248-4479 Tel: 419-865-4001 Я Tel: 918-486-2660 

SR ID: 978681 - Ç SR ID: 412678 SR ID: 879073 

Price: Call for Price Price: Call for Price Price: Call for Price 


CANT FIND THE MOTOR YOU NEED IN THIS MAGAZINE? SCAN THE OR CODE TO FIND IT! 


2 Surplus E? 
К Record 


Bringing BUYERS and SELLERS Together Since 1924 


MOTORS, A.C., SQUIRREL CAGE - (8,369 listings on our website!) DEALER SRID 
1 HP 850 RPM Baldor EM3617T, Frame 182T, 230/460 Volts, new surplus KY 270-678-1337 Brooks Motor & Elec 481314 
1 HP 1725 RPM, Baldor #MVM3546D, Frame D80D, 208-230/460 Volts CT 860-680-9811 NE Industrial Mchy 306815 
1 HP 1725 RPM Dayton, Frame 56C 230/460 Volts KY 270-318-0877 Scott Clark Elec. 241886 
1 HP 1800 RPM Worldwide, Frame 56C 180 Volts KY 270-318-0877 Scott Clark Elec. 241885 
1.5 HP 1725 RPM, Baldor #MVM3554D, Frame D90D, 208-230/460 Volts CT 860-680-9811 NE Industrial Mchy 306816 
1.5 HP 3450 RPM Franklin, Frame 56J 208-230/460 Volts KY 270-318-0877 Scott Clark Elec. 241887 
2 HP 900 RPM Baldor M3702T, Frame 213T, 8P, 208-230/460 Volts, new surplus KY 270-678-1337 Brooks Motor & Elec 476277 
2 HP 1745 RPM U.S. Motors Motor, Frame 145TC 460 Volts KY 270-318-0877 Scott Clark Elec. 241884 
2 HP 1750 RPM Baldor, Frame 145TC 180 Volts KY 270-318-0877 Scott Clark Elec. 241882 
2 HP 1750 RPM Baldor, Frame 145TC 180 Volts KY 270-318-0877 Scott Clark Elec. 241883 
2 HP 1755 RPM Baldor, Frame 145TC 208-230/460 Volts KY 270-318-0877 Scott Clark Elec. 241891 
2 HP 1800 RPM Frame XS2SA2AH, 56h 3p xp dual label motor, brand new (6 available) LA 800-256-2442 Motors & Controls 376175 
2 HP 3450 RPM Baldor #VL3515T, Frame 145TC, single phase, 3/4" dia.shaft, 115/230 Volts, usable @ ... CT 860-680-9811 NE Industrial Mchy 306744 
2/3 HP Baldor Reliance Super E Motor EM3664T (2 HP) A EM3704T (3 HP) FL 904-607-7705 J2b Industrial Llc 377314 
3 HP 1750 RPM Baldor, Frame 132TC 180 Volts KY 270-318-0877 Scott Clark Elec. 241890 
3 HP 1750 RPM Baldor, Frame 182TC 180 Volts KY 270-318-0877 Scott Clark Elec. 241889 
5 HP 875 RPM Lincoln, Frame 254T, TEFC, BB, 230/460 Volts (4 available) CT 203-753-5103 Traver IDC 795372 
5 HP 1740 RPM General Electric, Frame 184T, TEFC, 208-230/460 V.(2 available) CT 203-753-5103 Traver IDC 818959 
5 HP 1745 RPM Lincoln, Frame 184TC, DP, NS, 230/460 Volts (2 available) IN 219-879-0444 Harrison Electric 260083 
5 HP 1785 RPM Reliance, Frame L2153C, TENV, 460 Volts NJ 856-627-3535 Willier Electric 699311 
5 HP 1800 RPM General Electric, Frame CDL186AT, TEFC, new, 115/230 Volts NC 336-248-2377 Lexington Elec Mtr 106090 
5 HP 3450 RPM Baldor, Frame 184T 230/460 Volts KY 270-318-0877 Scott Clark Elec. 241892 
5 HP 3600 RPM Siemens, Frame 213T, TEFC, NS, 230/460 Volts IN 219-879-0444 Harrison Electric 260085 
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7.5 HP 1800 Reliance, Frame 213TC/215TC, TEFC, BB, new in box, 230/460 Volts (6 available) RPM 
10 HP 695 RPM Reliance, Frame 286T, TEFC, BB, rebuilt, 460 Volts 

10 HP 880 RPM Delco, Frame 286U, TEFC, 460 Volts, rebuilt 

10 HP 1140 RPM Baldor, Frame 284U, TEFC, 1.15 service factor, rebuilt, 208-220/440 Volts 
10 HP 1180 RPM Baldor, Frame 284U, continuous, new, 230/460 Volts 

10 HP 1760 RPM Leeson, Frame 215T, 230/460 Volts 

10 HP 1765 RPM Brook, Frame 215T, TEFC, 600 Volts 

10 HP 1800 RPM Baldor, Frame 215TC, 230/460 Volts 

10 HP 1800 Reliance, Frame 213T/215T, TEFC, BB, new in box, 230/460 Volts (5 available) RPM 
10 HP 3515 RPM Lincoln, Frame 213TC, DP, NS, 230/460 Volts, (2 available) 

15 HP 1175 RPM Baldor, Frame 284T, TEFC, new surplus, 230/460 Volts 

15 HP 1760 RPM Baldor, Frame 254TC, TEFC, new surplus, 230/460 Volts 

15 HP 1760 RPM Lincoln, Frame 254TC, TEFC, NS, 230/460 Volts 

15 HP 1775 RPM General Electric, Frame 254T, TEAO, BB, 460 Volts 

15 HP 2920 RPM Baldor, Frame 254TC, TEFC, NS, 400 Volts 

15 HP 3530 RPM WEG, Frame 254/6TC, TEFC, 380/460 Volts, new surplus (2 available) 

20 HP 439 RPM Brook Crompton, Frame 404T, TEFC, Cast-Iron, 460 Volts 

20 HP 715 RPM General Electric, Frame 364T & 405, TEFC BB, 230/460 Volts (6 available) 
20 HP 900 RPM Cantoni/Elektrim, Frame 200, TEFC, 8 pole, 50/60Hz, 400/460V., new 

20 HP 1765 RPM Baldor EM2334T, Frame 256T, TEFC, 230/460 Volts 

20 HP 1765 RPM Baldor, Frame 256TC, TEFC, 230/460 Volts 

20 HP 1770 RPM Reliance, Frame RL2158, TEAO, 460 Volts 

20 HP 1800 Reliance, Frame 254TC/256TC-Footed, TEFC, BB, new in box, 230/460 Volts (5 available) RPM 
20 HP 1800 RPM Weg, Frame 254T/256T, open, new, never used, 575 Volts, 2021 

20 HP 3600 RPM Marathon, Frame 256T, TEFC, 230/460 Volts 

24.8 HP 3600 RPM ABB, Frame 160LD, TEFC, 33.5 amps, electrically OK, 480 Volts 

25 HP 700 RPM Toshiba, Frame 405U, Drip-Proof Ball Bearing, 460 Volts 

25 HP 1760 RPM Weg, Frame 284TSC, TEFC, NS, 208-230/460 Volts (4 available) 

25 HP 1765 RPM Reliance, Frame 324U, TEFC, 28.8 amp, rebuilt, 460 Volts 

25 HP 1765 RPM Siemens, Frame 284T, TEFC, 58.6/29.3 amp, electrically OK, 230/460 Volts 
25 HP 1775 RPM Baldor, Frame EM4103T, 284T, TEFC, 230/460 Volts, new (6 available) 

25 HP 1800/4000 RPM Baldor, Frame 284TC, VFD, w/feet, new surplus, 230/460 Volts 

25 HP 1800 RPM Brook Compton, Frame 180ME, TEFC, 29.9 amps, new, 460 Volts 

25 HP 1800 Reliance, Frame 284TC-Footed, TEFC, BB, new in box, 230/460 Volts (2 available) RPM 
25 HP 3520 RPM Newman, Frame 284TS, 230/460 Volts 

30 HP 870 RPM Baldor M4338T, Frame 364T, TEFC, 230/460 Volts 

30 HP 880 RPM Elektrim, Frame 364T, TEFC, 230/460 V.(2 available) 

30 HP 1175 RPM Tatung, Frame 326T, TEFC, 460 Volts, unused 

30 HP 1180 RPM Delco, Frame 365U, TEFC, 460 Volts 

30 HP 1180 RPM Delco, Frame 365USCZ, TEFC BB, dbl.C-face, 230/460 Volts 

30 HP 1190 RPM U.S. Motors, Frame 365, TE, 35.6 amp, rebuilt, 460 Volts 

30/10 HP 1675/570 RPM Lift Tech, Frame 326TZ, dual shaft, 460 Volts, #511-0017 

30 HP 1760/1800 RPM Siemens 1LA02864FC21, Frame 286T, TEFC, electrically OK, 230/460 Volts 
30 HP 1800 RPM Marathon, Frame 286JM-FTD, ODP, 3 phase, 208/230/460 V.(3 available) 
30 HP 3600 RPM U.S. Motors, Frame 286T, TEFC, 230/460V. ID#H07-AF69-M E OK 

40 HP 705 RPM Reliance, Frame 405T, TEFCBB, 230/460 V.(5 available) 

40 HP 720 RPM General Electric, Frame 405T, TEFC, 480 Volts 

40 HP 885 RPM Delco, Frame 405UC, TEFCBB, w/feet, 230/460 V.(2 available) 

40 HP 1185 RPM General Electric, Frame 365TS, TEFC, new surplus, 460 Volts 

40 HP 1200 Teco, Frame 364T, TEFC, new in box, 230/460 Volts (2 available) RPM 

40 1200 Whiting Corp.,Frame 365TX, TENV, 3 ph, 460 Volts 

40 HP 1500-1800 RPM Tatung, Frame 324T, TEFC, 4-pole, 50/60 Hz, 400/460V., new 

40 HP 1800 Reliance, Frame 324TC/326TC-Footed, TEFC, BB, new in box, 230/460 Volts (2 available) RPM 
40 HP 1800 RPM U.S. Motors, Frame 364U, TEFC, 3 phase, reconditioned, 230/460 Volts 
40 HP 3530 RPM Baldor, Frame 324TS, TEFC, 230/460 Volts 

40 HP 3600 RPM General Electric, Frame 286TSC, electrically OK, 575 Volts 

40 HP 3600 RPM Reliance, Frame 364US, TEFC, 440 Volts 

40 HP 3600 RPM Teco, Frame 324TS, TEFC, 208-230/460 Volts 

40 HP 3600 RPM Toshiba, Frame 324TS, TEFC, 230/460 Volts, rebuilt 

40 HP 3600 RPM U.S. Motors, Frame 286T, ODP, remanufactured, 230/460 Volts 

40 HP 3600 RPM Westinghouse, Frame 324TSCZ, TEFC BB, 460 Volts 

50 HP 880 RPM Delco, Frame 404T, TEFC, 208-220/440 Volts 

50 HP 885 RPM Delco, Frame 444U, TEFC, 1.0 service factor, 460 Volts 

50 HP 885 RPM Howell, Frame 444U, TEFC BB, 220/440 Volts 

50 HP 890 RPM Reliance, Frame 404T, TEFC, 1.15 service factor, 460 Volts 

50 HP 1160 RPM Baldor, Frame 365T, DP, 230/460 Volts 

50 HP 1180 RPM General Electric, Frame 365T, TEFC, surplus, 230/460 Volts 

50 HP 1185 RPM Delco, Frame 405U, TEFC, J-box, rebuilt, 460 Volts 

50 HP 1185 RPM Delco, Frame 405U, TEFC, 460 Volts 

50 HP 1185 RPM U.S. Motors, Frame 405U, TEFC, 460 Volts 

50 HP 1185 RPM U.S. Motors, Frame 405U, TEFC, 460 Volts 

50 HP 1200 Teco Westinghouse, Frame 365T, TEFC, new out of box, 230/460 Volts (2 available) RPM 
50 HP 1200 RPM Toshiba, Frame 365TC, TEFC, new, 460 Volts 

50 HP 1200 RPM Worldwide, Frame 365T, TEFC, 230/460 Volts, new 

50 HP 1745 RPM Lincoln, Frame 364U, DP, 208-220/440 Volts 

50 HP 1745 RPM Lincoln, Frame 364U, DP, 208-220/440 Volts 

50 HP 1745 RPM Lincoln, Frame 364U, DP, 208-220/440 Volts 

50 HP 1745 RPM Lincoln, Frame 364U, DP, 220/440 Volts 

50 HP 1750 RPM Century, Frame 365US, DP, 208-220/440 Volts 

50 HP 1765 RPM General Electric, Frame 326LPZ16, 575 Volts 

50 HP 1765 RPM Frame 326T, 112/524, 230/460 Volts 

50 HP 1770 RPM Reliance, Frame 326T, TEFC, surplus, 460 Volts 

50 HP 1770 RPM Westinghouse, Frame 326TD, TEFC, 230/460 Volts 

50 HP 1775 RPM Delco, Frame 365U, TEFC, 460 Volts 
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50 HP 1775 RPM General Electric, Frame 326T, TEAO, BB, 460 Volts 

50 HP 1780 RPM General Electric, Frame 326TC, TEFC, 1.15 service factor, 230/460 Volts 
50 HP 1780 RPM Reliance, Frame RL2869, TEAO, 460 Volts 

50 HP 1800 RPM Baldor, Frame 326T, TEFC, 230/460 Volts 

50 HP 1800 RPM Baldor, Frame 326TC, DP, 230/460 Volts (2 available) 

50 HP 1800 G.E., Frame 326T, TEFC, new out of box, 230/460 Volts, X$D Ultra RPM 

50 1800 Reliance, Frame 326T, 460 V.,new, ser. 19MN325246 

50 1800 Reliance, Frame 365TC, 460 Volts 

50 HP 1800 RPM Teco Westinghouse Westinghouse, Frame 444T, TEFC, 2300/4000 Volts 
50 HP 1800 RPM Toshiba, Frame 326TC, DP, 230/460 Volts (4 available) 

50 HP 1800 RPM Weg, Frame 326T, TEFC, 230/460 Volts, new 

50 HP 3000-3600 RPM Cantoni/Elektrim, Frame 200L, TEFC, 2-pole, 50/60 Hz, 400/460 V., new 
50 HP 3530 RPM Baldor, Fr.326TSC & 326TS, TEFC BB, Cast Iron, 230/460V. (10 available) 
50 HP 3540 RPM Baldor-Reliance, Frame 326TSC, TEFC, 1.15 service factor, 230/460 Volts 
50 HP 3555 RPM General Electric, Frame 404S, DP, 220/440 Volts 

55 HP 3000-3600 RPM Cantoni/Elektrim, Frame 280S, TEFC, 2-pole, 50/60 Hz, 400/460 V., new 
60 HP 710 RPM General Electric, Frame 445TS, TEFC, BB, 460 Volts 

60 HP 880 RPM Siemens, Frame 405T, TEFC, 230/460 V.(4 available) 

60 HP 886 RPM Reliance, Frame 445U, TEFC BB, 220/440 Volts 

60 HP 900 RPM Reuland, Frame 445TZ, TEFC, includes sterns brake епс! 440 ft/Ibs torque 
60 HP 900 RPM Siemens, Frame 405T, TEFC, new surplus, 460 Volts 

60 HP 1180 RPM Baldor, Frame 404TS, TEFC BB, 230/460 Volts 

60 HP 1180 RPM Reliance, Frame 404TD, TEFC, 1.15 service factor, 460 Volts 

60 HP 1185 RPM Delco, Frame 444U, TEFC BB, 230/460 Volts 

60 HP 1200 RPM U.S. Motors, Frame 444U, ODP, 460 Volts 

60 HP 1200 RPM Westinghouse, Frame 444US, TEFC, 440 Volts 

60 HP 1770 RPM Delco, Frame 405U, TEFC, 230/460 Volts 

60 HP 1775 RPM General Electric Tri-Clad, Frame 364T, TEFC, 230/460 Volts 

60 HP 1775 RPM Sullair /WEG, Frame 364TSC/365TSC, TEFC, unused, 575V.(8 available) 
60 HP 1780 RPM Lincoln, Frame 364TSC, TEFC, 230/460 V.(10 available) 

60 HP 1780 RPM U.S. Motors, Frame 364T, TEFC, 1.15 service factor, 460 Volts 

60 HP 1800 RPM Delco, Frame 405US, TEFC, 1.0 service factor, 72 amp, rebuilt, 460 Volts 
60 HP 1800 RPM Howell, Frame 405U, TEFC, f1, new surplus, 230/460 Volts 

60 HP 1800 RPM Leeson, Frame 364TC-FTD, TEFC, 3 phase, 230/460 Volts (2 available) 

60 HP 1800 Reliance, Frame 364T, TEFC and ODP, Used, 460 Volts RPM 

60 HP 3550 RPM Lincoln, Frame 326TSC, ODP, 230/460 Volts 

60 HP 3600 RPM Louis Allis, Frame 405U, TEFC, 146/73 amp, 230/460 Volts 

60 HP 3600 RPM Reliance, Frame 364TDZ, TEFC, rebuilt, 460 Volts 

75 HP 695 RPM Reliance, Frame C6085S, TEFC BB, 220/440 V.(3 available) 

75 HP 885 RPM U.S. Motors, FR.444T, TEFC, IEEE 841 new surplus, 460 Volts (3 available) 
75 HP 890 RPM Siemens, Frame 444T, TEFC, 1.15 service factor, 230/460 Volts 

75 HP 900 RPM Siemens, Frame 444T, TEFC, surplus, 460 Volts 

75 HP 1150 RPM Reliance, Frame 405TSC, TEFC, double shaft & C-face, 230/400 Volts 

75 HP 1150/1300 RPM Reliance, Frame RL2586, DPBV, inverter duty, 460 Volts 

75 HP 1180 RPM General Electric, Fr. 404TCY/5TCY, Drip-Proof Ball Bearing, dbl.shaft, 230/460 V. (2) 
75 HP 1185 RPM Baldor-Reliance, Frame 405T, TEFC, 1.15 service factor, 460 Volts, New Surplus 
75 HP 1190 RPM Baldor, Frame 444U, TEFC, 460 Volts 

75 HP 1200 RPM Reliance, Frame 405TSC, Drip-Proof Ball Bearing, 230/460 Volts 

75 HP 1200 RPM Reliance, Frame 405TSC, electrically OK, 460 Volts 

75 HP 1200 RPM Teco, Frame 405T, TEFC, new surplus, 230/460 Volts (20 available) 

75 HP 1750 RPM Marathon, Frame 365T, ODP, 3 phase 230/460 Volts 

75 HP 1765 RPM Reliance, Frame 320TY, TENV, subermersible, 460 Volts 

75 HP 1780 RPM General Electric, Frame 444U, TEFC, 220/440/550 V.(10 available) 

75 HP 1785 Baldor-Reliance, Frame 365T, Drip-Proof Ball Bearing, 460 Volts RPM 

75 HP 1785 RPM Delco, Frame 444UCFCZ, TEFC, dbl.C-face, 460 Volts 

75 HP 1785 RPM Teco, Frame 2255C, TEFC, 1.15 service factor, 240/480 Volts (2 available) 
75 HP 1790 RPM Reliance, Frame 405T, TEFC, 460 Volts 

75 HP 1800 RPM Baldor-Reliance, Frame FL2586CZ, TEAOBB, 400 Volts, New Surplus 

75 HP 1800 General Electric, Frame 365T, TEFC, new, 460 Volts, X$D Ultra (3 available) RPM 
75 HP 1800 RPM Hyundai, Frame 365TC, TEFC BB EXP, 230/460 Volts, New Surplus 

75 1800 Reliance, Frame 365TCZ, 550/950 V.,rebuilt, ser. TN0710325 

75 HP 1800 RPM Toshiba, Fr.365TD, EOK, 575 Volts 

75 HP 1800 RPM U.S. Motors, Frame 365TDZ, ODP, rebuilt, 230/460 Volts 

75 HP 1800 RPM Weg, Frame 365t, TEFC, F3 Nema Prem, rebuilt, 575 Volts 

75 HP 3565 U.S. Motors, Frame 444T, TEFC BB, 230/460 Volts (2 available) RPM 

75 HP 3600 Reliance, Frame 365TS, TEFC, new, 460 Volts RPM 

100 HP 596 RPM Toshiba, Frame 449TS, Drip-Proof Ball Bearing, surplus, 460 Volts 

100 HP 600 RPM Allis-Chalmers, Frame 505US, DP, BB, rebuilt spare, 460 Volts 

100 HP 700 RPM General Electric, Frame 447T, TEFC BB, new surplus, 460 Volts 

100 HP 715 RPM Reliance, Frame 449T, TEFC, 1.15 service factor, Des A, XEX, 460 Volts 
100 HP 720 RPM General Electric, Frame 8143, Drip-Proof Ball Bearing, 440 Volts 

100 HP 880 Louis Allis, Frame 508U (108), TEFC BB, 2300 Volts (2 available) RPM 

100 HP 885 RPM Siemens, Frame 445T, TEFC, 1.15 service factor, 460 Volts 

100 HP 891 RPM Gec, 600 Volts 

100 HP 900 General Electric, Frame 445T, TEFC, used, 460 Volts, 2020165 RPM 

100 HP 900 RPM Reliance, Frame 405TS, TEFC, 3 phase, 460 Volts 

100 HP 900 RPM Siemens, Frame 445T, TEFC, BB, new, 460 Volts 

100 HP 900 RPM Weg, Frame 445T, TEFC, IEEE841, 3 phase, 460 Volts 

100 HP 981 RPM Brown Boveri, 600 Volts 

100 HP 1165 RPM Allis-Chalmers, Frame 23D8, TEFCBB, 220/440 Volts 

100 HP 1170 RPM Teco Westinghouse, Frame 444TC/445TC, TEFCBB, 2300/4160 Volts 
100 1170 Westinghouse, Frame 445TX, TENV, 3 ph, 220/440 Volts 

100 HP 1180 RPM Baldor, Frame 444TC/445TC, TEFC, 1.15 service factor, 460 Volts (4 available) 
100 HP 1180 RPM Baldor, Frame 444TS, TEFC, IEEE841, 3 phase, 460 Volts 

100 HP 1180 RPM General Electric, Frame 6323P, TEFC, 460 Volts 

100 HP 1180 RPM Tatung, Frame 444T, TEFC, BB, new surplus, 460 Volts 

100 HP 1181 RPM Teco Westinghouse, Frame 444T, TEFC, BB, 230/460 Volts new surplus 
100 HP 1185 RPM Lincoln, Frame 444T, TEFC, BB, 1.15 service factor, 460 Volts 

100 HP 1185 RPM Westinghouse, Frame 444TSC, DP, double C-face, double shaft, 460V.(2 available) 
100 HP 1185 RPM Westinghouse, Frame 445USC, TEFC, dbl.C-face & shaft, 460 V.(4 available) 
100 HP 1185 RPM Frame 444T/445T, TEFC BB, 230/460/575 v. 

100 HP 1195 RPM Delco, Frame M504, TEFC, GM7EQ, 460 Volts (2 available) 

100 HP 1200 RPM Reliance, Frame 445TSC, Drip-Proof Ball Bearing, 230/460 Volts 

100 HP 1200 RPM Teco Westinghouse Westinghouse, Frame 445/7T, TEFC, 2300/4000 Volts 
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OH 
ок 
ON 
NC 
NC 
OH 
OH 
OH 
OH 
OH 
ID 


508-754-5382 
800-248-4479 
856-627-3535 
843-374-5469 
203-753-5103 
321-379-0443 
276-991-4450 
276-991-4450 
844-606-3336 
203-753-5103 
205-384-6071 
262-524-0746 
419-865-4001 
800-248-4479 
203-753-5103 
262-524-0746 
800-849-6686 
419-865-4001 
419-865-4001 
905-686-4661 
318-443-0447 
800-432-2645 
800-248-4479 
419-865-4001 
919-556-3229 
843-374-5469 
856-696-5959 
509-534-8389 
419-865-4001 
419-865-4001 
919-556-3229 
574-289-7791 
513-731-9600 
908-688-1966 
321-379-0443 
616-846-6131 
574-289-7791 
843-374-5469 
419-865-4001 
520-349-0187 
800-248-4479 
724-479-9066 
800-248-4479 
419-865-4001 
419-865-4001 
800-248-4479 
800-432-2645 
419-691-2888 
270-678-1337 
770-532-4411 
856-696-5959 
513-863-4474 
419-865-4001 
800-248-4479 
419-865-4001 
800-248-4479 
856-627-3535 
419-691-2888 
321-379-0443 
419-691-2888 
276-991-4450 
306-545-2299 
843-374-5469 
705-476-5814 
419-865-4001 
321-379-0443 
419-865-4001 
800-849-6686 
205-462-3453 
800-248-4479 
419-691-2888 
419-865-4001 
800-248-4479 
416-580-6816 
321-379-0443 
513-863-4474 
919-562-8122 
908-688-1966 
416-580-6816 
419-865-4001 
419-865-4001 
816-676-0647 
419-865-4001 
513-863-4474 
918-752-0309 
905-547-9171 
800-849-6686 
919-556-3229 
800-248-4479 
419-865-4001 
419-865-4001 
419-865-4001 
419-691-2888 
844-606-3336 


December 2023 


DEALER 

Alfred L Brown 
Row Electrical Eqpt 
Willier Electric 
Lake City Elec Mtr 
Traver IDC 

Electric Motors 
West River Machy 
West River Machy 
Dykman Electrical 
Traver IDC 

Jasper Electric 
RPM Indust Sales 
Doug Beat Co The 
Row Electrical Eqpt 
Traver IDC 

RPM Indust Sales 
North Carolina Mtrs 
Doug Beat Co The 
Doug Beat Co The 
Lawrcon 
Alexandria Armature 
HECO Inc. 

Row Electrical Eqpt 
Doug Beat Co The 
Electric Motor Shop 
Lake City Elec Mtr 
D Electric Motors 
Atlas Electric Inc 
Doug Beat Co The 
Doug Beat Co The 
Electric Motor Shop 
Northern Electric 
Matlock Energy Co 
Dealers Industrial 
Electric Motors 
Wylie Electric 
Northern Electric 
Lake City Elec Mtr 
Doug Beat Co The 
L & J Investments 
Row Electrical Eqpt 
IPS 

Row Electrical Eqpt 
Doug Beat Co The 
Doug Beat Co The 
Row Electrical Eqpt 
HECO Inc. 
Romanoff Industries 
Brooks Motor & Elec 
Gainesville Ind. 

D Electric Motors 
Professional Motor 
Doug Beat Co The 
Row Electrical Eqpt 
Doug Beat Co The 
Row Electrical Eqpt 
Willier Electric 
Romanoff Industries 
Electric Motors 
Romanoff Industries 
West River Machy 
CDM Electromech 
Lake City Elec Mtr 
Gateway Electric 
Doug Beat Co The 
Electric Motors 
Doug Beat Co The 
North Carolina Mtrs 
Yellowhammer Elec 
Row Electrical Eqpt 
Romanoff Industries 
Doug Beat Co The 
Row Electrical Eqpt 
Diversified Electro 
Electric Motors 
Professional Motor 
East Coast Electric 
Dealers Industrial 
Diversified Electro 
Doug Beat Co The 
Doug Beat Co The 
R/S Electric Motor 
Doug Beat Co The 
Professional Motor 
Pump & Motor Works 
Duke Electric Ltd 
North Carolina Mtrs 
Electric Motor Shop 
Row Electrical Eqpt 
Doug Beat Co The 
Doug Beat Co The 
Doug Beat Co The 
Romanoff Industries 
Dykman Electrical 


SRID 
133147 
448931 
804525 
182368 
789709 
469523 
240428 
240425 
476997 
789711 
068387 
237248 
196969 
467442 
773384 
237244 
210697 
197014 
347906 
359596 
161210 
402944 
290067 
197050 
920342 
182369 
304311 
011447 
197355 
972932 
920340 
067860 
289333 
348611 
469524 
258568 
067861 
016466 
329341 
200805 
926932 
798875 
423101 
197360 
623826 
426500 
300769 
470768 
467399 
464091 
317756 
146413 
197383 
316888 
489443 
430018 
730553 
470303 
469525 
404218 
240421 
139453 
157548 
121638 
471006 
469537 
872351 
053342 
305494 
257937 
361942 
213882 
063492 
170607 
469528 
146299 
386930 
348608 
389241 
340108 
385804 
260194 
223725 
146298 
246836 
827761 
425956 
920673 
266298 
345883 
197672 
208692 
470766 
477165 


125 


December 2023 


MOTORS, A.C., SQUIRREL CAGE - (8,369 listings on our website!) 

100 HP 1200 RPM Toshiba, Frame 444T, TEFC, new surplus, 230/460 Volts 

100 HP 1200 RPM U.S. Motors, Frame 5004SC, TEFC BB, 460 Volts 

100 HP 1200 Baldor, Frame 444T, TEFC, used, 460 Volts, 1871165 RPM 

100 HP 1750/2000 RPM Reliance Vector Duty, Frame RL2570, DP w/blower, 460 Volts 
100 HP 1770 RPM Lincoln, Frame 404T, ODP, 230/460 Volts (2 available) 

100 HP 1770 RPM Siemens-Allis, Frame 405T, TEFC, BB, 1.15 service factor, 460 Volts 
100 HP 1775 RPM Toshiba, Frame 405T, TEFC, RB, surplus, 230/460 Volts 

100 HP 1780 RPM Delco, Frame 445U, TEFC BB, 230/460 Volts (3 available) 

100 HP 1780 RPM Reliance, Frame L3292, TEAO, 460 Volts 

100 HP 1780 RPM Siemens, Frame 405LP, TEFC, 1.15SF, 13-slide, 460 Volts 

100 HP 1780 RPM Siemens, Frame 405T, TEFC, 460 Volts 

100 HP 1780 RPM Siemens, Frame 405TC/405TSC, TEFC, 1.15 service factor, 460 Volts 
100 HP 1785 RPM Reliance, Frame 404TDZ, Drip-Proof Ball Bearing, 230/460 Volts 

100 HP 1788 RPM Siemens, Frame 250M, TEFC, with D flange, 460 Volts 

100 HP 1800 RPM Baldor-Reliance, Frame 405T, TEFC BB, new surplus, 575 Volts 

100 HP 1800 RPM Baldor-Reliance, Frame 405TC, TEFC BB, 460 Volts 

100 HP 1800 RPM Delco, Frame 405T, TEFC BB, 230/460 Volts 

100 HP 1800 RPM Hyundai, Frame 405TC, TEFC BB EXP, 230/460 Volts, New Surplus 
100 HP 1800 RPM Lincoln, Frame 404TSCZ, Drip-Proof Ball Bearing, 240/480 Volts 

100 HP 1800 RPM Lincoln, Frame 404TSZ, Drip-Proof Ball Bearing, 230/460 Volts 

100 HP 1800 RPM Lincoln, Frame 405TC, TEFC BB, 230/460 Volts 

100 HP 1800 RPM Reliance, Frame 360TY, TENV, submersible, 460 V.(2 available) 

100 HP 1800 RPM Siemens, Frame 405T, TEFC, 11a04054es41, electrically ok, 460 Volts 
100 HP 1800 RPM Teco West, Frame 405TC, TEFC, 1.15 service factor, 230/460 Volts, NS 
100 HP 1800 RPM Teco Westinghouse Westinghouse, Frame 444/5T, TEFC, 2300/4000 Volts 
100 HP 1800 RPM U.S. Motors, Frame 365T, ODP, F1, elevator duty 80 st/hr, 230/460 Volts 
100 HP 1800 RPM U.S. Motors, Frame 405TS, 4P, electrically OK, 230/460 Volts 

100 HP 1800 RPM Weg, Frame 405TSC, TEFC, rebuilt 

100 HP 1800 RPM Westinghouse, Frame 405T, TEFC BB, 460 Volts 

100 HP 1800 Worldwide, Frame 405T, TEFC, new, 460 Volts RPM 

100 HP 1800 RPM Frame 405TCY, ODP, odp, New Surplus, 460 Volts 

100 HP 3450 RPM General Electric, Frame 445VS, 600 Volts 

100 HP 3560 RPM Baldor, Frame 365TS, ODP, BB, 230/460 Volts 

100 HP 3565 RPM Baldor ECP84402T-4, Frame 405TS, cont. duty, 460 Volts 

100 HP 3565 RPM General Electric, Frame 445VS, 600 Volts 

100 HP 3600 RPM General Electric, Frame 405TS, TEFC BB, 460 Volts, New Surplus 
100 HP 3600 RPM Teco, Frame 405TS, TEFC, 1.15 service factor, 460 Volts 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


LA 504-347-3781 
OH 419-691-2888 
PA 321-379-0443 
OH 800-248-4479 
NC 919-556-3229 
NC 919-556-3229 
AZ 520-349-0187 
OH 419-865-4001 
NJ 856-627-3535 
TX 432-333-3923 
OH 800-248-4479 
OH 800-248-4479 
OH 419-865-4001 
OH 800-248-4479 
OH 419-691-2888 
OH 419-691-2888 
OH 419-865-4001 
OH 419-691-2888 
OH 419-691-2888 
OH 419-691-2888 
NV 419-691-2888 
OH 513-863-4474 
MA 800-505-0047 
NC 336-784-4006 
ID — 844-606-3336 
OH 513-731-9600 
KY 270-678-1337 
MO 816-676-0647 
OH 419-691-2888 
PA 321-379-0443 
KS 913-888-4488 
ON 416-580-6816 
MA 508-754-5382 
PA 215-664-6016 
ON 416-580-6816 
On 419-691-2888 

919-556-3229 


DEALER 

A & H Armature 
Romanoff Industries 
Electric Motors 

Row Electrical Eqpt 
Electric Motor Shop 
Electric Motor Shop 
L & J Investments 
Doug Beat Co The 
Willier Electric 
Roundhouse Electric 
Row Electrical Eqpt 
Row Electrical Eqpt 
Doug Beat Co The 
Row Electrical Eqpt 
Romanoff Industries 
Romanoff Industries 
Doug Beat Co The 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Professional Motor 
Applied Dynamics 
Henry's Elec Motors 
Dykman Electrical 
Matlock Energy Co 
Brooks Motor & Elec 
R/S Electric Motor 
Romanoff Industries 
Electric Motors 
Power Tech 
Diversified Electro 
Alfred L Brown 
Global Equipment 
Diversified Electro 
Romanoff Industries 
Electric Motor Shop 


SR ID 
769723 
377697 
469527 
429421 
920347 
928664 
270424 
197805 
730554 
200624 
461720 
300213 
197828 
414118 
336311 
404086 
197848 
403965 
344573 
344570 
404018 
146414 
118188 
253249 
477163 
302270 
467401 
266152 
377700 
469526 
362129 
170606 
131960 
295416 
389242 
468912 
074013 


CONTINENTAL REPLACEMENT & MOTOR SALES 


ELECTRIC MOTORS, INC. 
since 1921 125 Hall Mile Rd., Suite 200 • Red Bank, NJ 07701 


Tel: 800-335-6718 
www.cecoinc.com d 
E-mail: sales@cecoinc.com 


100 HP 3600 RPM Teco Westinghouse, Frame 405TS, TEFC BB EXP, 230/460 Volts, New Surplus 
100 HP 3600 RPM Teco Westinghouse Westinghouse, Frame 444/5TS, TEFC, 2300/4000 Volts 
100 HP 3600 RPM Teco Westinghouse Westinghouse, Frame 444TS, ООР, 2300/4000 Volts 

100 HP 3600 RPM Teco Westinghouse Westinghouse, Frame 445/7TS, TEFC, 2300/4000 Volts 
125 HP 498 RPM Teco, Frame 5009B TEFC, BB, 460 Volts (3 available) 

125 HP 500 RPM U.S. Motors, Frame L5808PH, weather protected enclosure type 1, 460 V.(2 available) 
125 HP 505 RPM General Electric, Frame 509Z, DP, SB, new surplus, 460 Volts 

125 HP 600 RPM Westinghouse, Frame 5006L, Drip-Proof Ball Bearing, 460 Volts 

125 HP 705 RPM General Electric, Frame 8155S, Drip-Proof Ball Bearing, 1.15 service factor, 460 Volts 
125 HP 710 RPM General Electric, Frame 509LL, TEFC BB, 460 Volts 

125 HP 710 RPM Reliance, Frame 449TS, TEFC, 460 Volts 

125 HP 720 RPM Brown Boveri, Frame 507U, Drip-Proof Ball Bearing, 575 Volts 

125 HP 870 RPM Toshiba, Frame 445TZ, ODP, 460 Volts 

125 HP 875 RPM Toshiba, Frame 505UZ/5003UZ/503UZ, TEFCRB, 460 V.(3 available) 

125 HP 900 RPM Marathon, Frame 447/9T, TEFC BB EXP, 460 Volts, New Surplus 

125 HP 1170 RPM Century, Frame 505USCZ, Drip-Proof Ball Bearing, dbl.C-face, 230/460 Volts (6... 
125 HP 1180 RPM General Electric, Frame B445HP20, ODP, 460 Volts 

125 HP 1185 RPM Allis-Chalmers, Frame 504UUS, TEFC, BB, 440 Volts 

125 HP 1185 RPM General Electric, Frame 445TS, TEFC, BB, 460 Volts 

125 HP 1185 RPM Siemens, Frame B445T, TEFC, 1.15 service factor, 460 Volts 

125 HP 1200 RPM General Electric, Frame 445T, TEFC, 460 Volts 

125 HP 1200 RPM General Electric, Frame 445T, TEFC, 460 Volts 

125 HP 1200 RPM General Electric, Frame 445T, TEFC, rebuilt, 460 Volts 

125 HP 1200 RPM Hyundai, Frame 445T, TEFC BB, 230/460 Volts, New Surplus 

125 HP 1200 RPM Marathon /Leeson, Frame 445T, TEFC, new surplus, 460V.(8 available) 

125 HP 1200 RPM Reliance, Frame 445TD, TEFC BB EXP, 460 Volts 

125 HP 1200 RPM Teco Westinghouse Westinghouse, Frame 445/7T, TEFC, 2300/4000 Volts 

125 HP 1200 RPM U.S. Motors, Frame 445T, TEFC, BB, 460 V.(3 available) 

125 HP 1725 RPM Baldor-Reliance EM4410TS-4, 144 amp, TEFC, cont duty, 460 Volts 

125 HP 1725 RPM Baldor-Reliance EM4410TS-4, 144 amp, TEFC, cont duty, 460 Volts, new 

125 HP 1760 RPM Electric Machinery, Frame C405T, ODP BB, 575 Volts 

125 HP 1760 RPM Toshiba, Frame 405T, ODP BB, 230.460 Volts 


125 HP 1770 RPM General Electric, Frame 405T, Drip-Proof Ball Bearing, 1.15 service factor, 230/460 ... 


125 HP 1780 RPM Baldor, Frame 405TSCZ, Drip-Proof Ball Bearing, dbl.shaft & c-face, 460V.(2 ... 
125 HP 1785 RPM General Electric, Frame L405TP16, WPI, new surplus, 460 Volts 
125 HP 1785 RPM U.S. Motors, Frame 444T, TEFC, cont.duty, unused, 460 Volts 
125 HP 1785 RPM U.S. Motors, Frame 444T, TEFC, 460 Volts (2 available) 

125 HP 1790 RPM Siemens, Frame 444T, TEFC, 1.15 service factor, 460 Volts 

125 HP 1795 RPM Baldor, Frame 444TC, TEFC BB, 460 Volts 

125 HP 1800 RPM Baldor-Reliance, Frame 444TC, TEFC BB, 460 Volts, New Surplus 
125 HP 1800 RPM Delco, Frame 504, TEFC, rebuilt, 460 Volts 

125 HP 1800 RPM General Electric, Frame 405T, ODP, 1.15 service factor, 460 Volts 
125 HP 1800 Teco-Westinghouse, Frame 444T, TEFC, new, 460 Volts, 1500165 RPM 
125 HP 1800 RPM Lincoln, Frame 444TCZ, TEFC BB, 460 Volts 

125 HP 1800 RPM Marathon, Frame 444T, TEFC, 3 phase, 460 Volts 

125 HP 1800 RPM Reliance, Frame L3203, TEAOBB, 460 Volts 

125 HP 1800 RPM Siemens, Frame 444TD, TEFC BB EXP, 460 Volts, New Surplus 


126 ELECTRICAL & POWER EQUIPMENT 


OH 419-691-2888 
ID — 844-606-3336 
ID — 844-606-3336 
ID — 844-606-3336 
MI — 800-432-2645 
OK 918-752-0309 
NC 800-849-6686 
OH 419-691-2888 
OH 800-248-4479 
OH 419-865-4001 
OH 419-865-4001 
OH 419-691-2888 
NJ 856-627-3535 
OH 419-865-4001 
NV 419-691-2888 
OH 419-865-4001 
OK 918-752-0309 
OK 918-752-0309 
OK 918-752-0309 
OH 800-248-4479 
NM 575-628-0280 
NM 575-628-0280 
GA 912-964-0884 
NV 419-691-2888 
GA 770-532-4411 
OH 419-691-2888 
ID — 844-606-3336 
OK 918-752-0309 
TX 817-465-9912 
TX 817-465-9912 
OK 918-752-0309 
OK 918-752-0309 
MI — 313-267-4905 
OH 419-865-4001 
AL 205-462-3453 
MN 612-810-1955 
MN 612-810-1955 
OH 800-248-4479 
MI — 800-432-2645 
OH 419-691-2888 
SC 843-374-5469 
CO 800-990-7374 
PA 321-379-0443 
OH 419-691-2888 
NJ 908-688-1966 
OH 419-691-2888 
OH 419-691-2888 


Building Custom Motors to Your Specification 
Remanufacturing of Your Existing Continental Motor 

ТЕРС, ODP, WPI, WEI. TEAAC, TEWAC, XP • Horizontal, Vertical, Solid & Hollow Shafts 
Squirrel Cage & Wound Rotor Induction Motors e STOCKING MOTORS: Up to 8,000HP, 208V to 6.6KV 


Romanoff Industries 
Dykman Electrical 
Dykman Electrical 
Dykman Electrical 
HECO Inc. 

Pump & Motor Works 
North Carolina Mtrs 
Romanoff Industries 
Row Electrical Eqpt 
Doug Beat Co The 
Doug Beat Co The 
Romanoff Industries 
Willier Electric 

Doug Beat Co The 
Romanoff Industries 
Doug Beat Co The 
Pump & Motor Works 
Pump & Motor Works 
Pump & Motor Works 
Row Electrical Eqpt 
Industrial Elec Mtr 
Industrial Elec Mtr 
Industrial Electro 
Romanoff Industries 
Gainesville Ind. 
Romanoff Industries 
Dykman Electrical 
Pump & Motor Works 
Texas Equipment 
Texas Equipment 
Pump & Motor Works 
Pump & Motor Works 
A-1 Electric Motor 
Doug Beat Co The 
Yellowhammer Elec 
Peak Machinery Inc 
Peak Machinery Inc 
Row Electrical Eqpt 
HECO Inc. 

Romanoff Industries 
Lake City Elec Mtr 
Rogers Eqpt Sales 
Electric Motors 
Romanoff Industries 
Dealers Industrial 
Romanoff Industries 
Romanoff Industries 


404192 
477161 
477170 
477159 
343327 
246842 
116088 
404198 
109939 
636504 
606359 
404258 
730558 
727644 
403875 
198121 
246834 
157419 
157420 
448312 
394874 
395024 
618163 
377706 
197532 
404246 
477164 
157418 
460805 
460804 
157421 
157422 
062859 
623827 
305493 
219278 
219280 
841801 
300768 
368639 
157550 
456369 
469529 
370256 
348613 
404061 
403871 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


MOTORS, A.C., SQUIRREL CAGE - (8,369 listings on our website!) 

125 HP 1800 RPM Teco West, Frame 405T, ODP, 460 Volts, 3-phase, reman 

125 HP 1800 RPM Teco Westinghouse, Frame 405T, ODP, 460 Volts, reman 

125 HP 1800 RPM Teco West, Frame 444T, TEFC, 230/460 Volts, EP1254, reman 

125 HP 1800 RPM Teco Westinghouse Westinghouse, Frame 444/5T, TEFC, 2300/4000 Volts 
125 HP 1800 RPM Toshiba, Frame 444T, 4P, electrically OK, 230/460 Volts 

125 HP 1800 RPM U.S. Motors, Frame 444T, TEFC, used looks rebuilt, 460 Volts 

125 HP 1800 RPM WEG, Frame 444/5T, TEFC BB EXP, 460 Volts, New Surplus 

125 HP 1800 RPM Frame 405TCY, ODP, odp, New Surplus, 460 Volts 

125 HP 3555 RPM Siemens, Frame 404TS, ODP, BB, 460 V, 

125 HP 3570 RPM Reliance, Frame 444TS, TEFC, cheap, 460 Volts 

125 HP 3600 RPM Teco Westinghouse Westinghouse, Frame 444/5TS, TEFC, 2300/4000 Volts 
125 HP 3600 RPM Teco Westinghouse Westinghouse, Frame 444TS, ODP, 2300/4000 Volts 
150 HP 345 RPM General Electric, Frame 6352, Drip-Proof Ball Bearing, 440 V.(2 available) 
150 HP 440 RPM Teco, Frame 5011B, TEFC, 1.15 service factor, 460 Volts 

150 HP 514 RPM General Electric, Frame 8288S, Drip-Proof Ball Bearing, 440 Volts 

150 HP 705 RPM General Electric, Frame 449TZ, TEFC, 1.15 service factor, 460 Volts 

150 HP 710 RPM Reliance, Frame 449T & 449TS & 1507S, TEFC, 460 V.(3 available) 

150 HP 720 RPM General Electric, Frame 449-T, TEFC, BB, new, 460 Volts 

150 HP 880 RPM Reliance, Frame 447T, TEFC, 1.15 service factor, 460 Volts 

150 HP 880 RPM Reliance, Frame 449T, TEFC, 1.15 service factor, 460 Volts 

150 HP 880 RPM Various Manufactures in Stock, Frame 447T/449T, TEFC BB, 460V & 575V, (6 available) 
150 HP 890 RPM Teco, Frame 5007B, TEFC, 2300/4160 Volts 

150 HP 900 RPM Louis Allis, Frame 447TZ, TEFC, 1.15SF, 460 Volts 

150 HP 900 RPM Marathon, Frame 447/9TS, TEFC, BB, 1.15, surplus, 460 Volts 

150 HP 900 RPM Siemens, Frame 449T, TEFC, BB, new, 460 Volts 

150 HP 900 RPM Motor, 220/460 Volts 

150 HP 1175 RPM Reliance, Frame 445T, Drip-Proof Ball Bearing, 230/460 V.(3 available) 
150 HP 1180 RPM General Electric, Frame 447T, TEFC, 460 V.(4 available) 

150 HP 1187 RPM Weg T 15012ET3E447T-W22, Frame 445/7TC, TEFC, heavy duty motor, 230/460 Volts, new in ... 
150 HP 1190 RPM Delco, Frame 505Y, TEFC, 460 Volts 

150 HP 1190 RPM General Electric, Frame 447T, TEFC, 230/460 Volts (2 Available) 

150 HP 1190 RPM Siemens, Frame 447T, TEFC, 1.15 service factor, 460 Volts 

150 HP 1190 RPM Siemens, Frame B447T, TEFC, 1.15 service factor, 460 Volts 

150 HP 1193 RPM Baldor Reliance Frame 449T, TEFC, cont.duty, 460 Volts 

150 HP 1200 RPM Allis-Chalmers, Frame 447T, TEFC BB, 460 Volts 

150 HP 1200 RPM General Electric, Frame 447T, TEFC, 460 Volts 

150 HP 1200 RPM General Electric, Frame 447T, TEFC BB EXP, 460 Volts 

150 HP 1200 RPM General Electric, Frame 6326, TEFC BB, 440 Volts 

150 HP 1200 RPM General Electric, Frame 8143S, Drip-Proof Ball Bearing, 440 Volts 

150 HP 1200 RPM Leeson, Frame 447T, TEFC, roller bearing, 3 phase, 460 V.(3 available) 
150 HP 1200 RPM Lincoln, Frame 445TC, TEFCBB, New Surplus, 460 Volts 

150 HP 1200 RPM Teco, Frame 447/9T, new, 2300/4160 Volts, KG1506R 

150 HP 1200 RPM Teco Westinghouse, Frame 447T, TEFC BB, 460 Volts 

150 HP 1200 RPM Teco Westinghouse, Frame 447TZ, TEFC BB, 460 Volts 

150 HP 1200 Teco-Westinghouse, Frame 447TCZ, TEFC, new, 460 Volts, 2200165 (2 available) RPM 
150 HP 1200 RPM U.S. Motors, Frame 447T, TEFC, 460 Volts 

150 HP 1200 RPM U.S. Motors, Frame 447T, TEFC BB, 460 Volts 

150 HP 1200 RPM Weg, Frame 504/5T, TEFC, R/B 1.15, new surplus, 460 Volts 

150 HP 1780 RPM Reliance, Frame 445TS, 460 Volts 

150 HP 1780 RPM U.S. Motors, Frame H444TP, DP, 7322 Thrust Bearing, rebuilt 

150 HP 1785 RPM Baldor, Frame 444T, ODP, ball/ball, 460 Volts 

150 HP 1785 RPM Lincoln, Frame 445T, TEFC, BB, 1.15 service factor, 460 Volts 

150 HP 1785 RPM Siemens, Frame 445T/444T, TEFC, RGZEESD, 1.15,460V.(12 available) 
150 HP 1800 RPM Baldor-Reliance, Frame L3614D, TEAOBB, 415 Volts, New Surplus 

150 HP 1800 RPM General Electric, Frame 444TSD, Drip-Proof Ball Bearing, 460 Volts 

150 HP 1800 RPM General Electric, Frame 445T, TEFC BB, 460 Volts 

150 HP 1800 RPM General Electric, Frame 445TDZ, Drip-Proof Ball Bearing, 2300 Volts 
150 HP 1800 RPM General Electric, Frame 447/9T, TEFC, SD, EE, BB, new, 2300/4000V. 
150 HP 1800 RPM Lincoln, Frame 444TS, ODP, fire pump, new surplus, 460 V.(2 available) 
150 HP 1800 RPM Lincoln, Frame 445TSC, TEFC BB, 460 Volts 

150 HP 1800 RPM Newman, Frame 504Z, TEFC BB, 440 Volts 


Industrial Solutions Authority 


530 N 3" Street, e Hamilton, OH 45011 


LARGE INVENTORY AND BEST DEALS 
* ALLEN BRADLEY and SIEMENS - Rebuilt and New-Surplus 
* AC Drives Up to 9000 HP 
• ABB & CUTLER HAMMER 


661-327-4271 
661-327-4271 
661-327-4271 
844-606-3336 
270-678-1337 
419-708-8322 
419-691-2888 
913-888-4488 
919-556-3229 
713-675-2525 
844-606-3336 
844-606-3336 
419-865-4001 
419-865-4001 
419-691-2888 
800-248-4479 
419-865-4001 
919-562-8122 
800-248-4479 
800-248-4479 
419-865-4001 
919-556-3229 
800-990-7374 
225-235-5611 
919-562-8122 
814-454-1581 
419-865-4001 
419-865-4001 
612-940-8945 
800-432-2645 
800-432-2645 
800-248-4479 
800-248-4479 
612-810-1955 
419-691-2888 
575-628-0280 
419-691-2888 
919-562-8122 
419-691-2888 
908-688-1966 
323-583-1040 
800-990-7374 
419-691-2888 
419-691-2888 
321-379-0443 
575-628-0280 
419-691-2888 
800-990-7374 
419-612-5665 
205-590-2986 
320-252-0352 
919-556-3229 
419-865-4001 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
800-877-7520 
770-532-4411 
419-691-2888 
419-691-2888 


Tol: 819.949.4119 


December 2023 
DEALER SR ID 
Electric Mtr Works 147868 
Electric Mtr Works 147874 
Electric Mtr Works 147875 
Dykman Electrical 477162 
Brooks Motor & Elec 467402 
Lanning Elec. Motor 359249 
Romanoff Industries 454907 
Power Tech 362130 
Electric Motor Shop 920676 
Gulf Electroquip 763873 
Dykman Electrical 477160 
Dykman Electrical 477169 
Doug Beat Co The 198447 
Doug Beat Co The 249742 
Romanoff Industries 344574 
Row Electrical Eqpt 290068 
Doug Beat Co The 800607 
East Coast Electric 371785 
Row Electrical Eqpt 266301 
Row Electrical Eqpt 300218 
Doug Beat Co The 485722 
Electric Motor Shop 459105 
Rogers Eqpt Sales 394041 
Ace Armature Works 845097 
East Coast Electric 386931 
Erie Mill & Press 419476 
Doug Beat Co The 379395 
Doug Beat Co The 233411 
Fram Fram LLC 471953 
HECO Inc. 300771 
HECO Inc. 300772 
Row Electrical Eqpt 841803 
Row Electrical Eqpt 448313 
Peak Machinery Inc 219284 
Romanoff Industries 368640 
Industrial Elec Mtr 394875 
Romanoff Industries 404215 
East Coast Electric 238882 
Romanoff Industries 377710 
Dealers Industrial 348609 
Superior Electric 339198 
Rogers Eqpt Sales 368382 
Romanoff Industries 377712 
Romanoff Industries 377711 
Electric Motors 469531 
Industrial Elec Mtr 395059 
Romanoff Industries 339465 
Rogers Eqpt Sales 446055 
Surplus Asset 385201 
Louis Allis 303971 
Lewis Electric 374684 
Electric Motor Shop 920678 
Doug Beat Co The 198807 
Romanoff Industries 404059 
Romanoff Industries 404154 
Romanoff Industries 368636 
Romanoff Industries 403936 
NEMSCO 720499 
Gainesville Ind. 174398 
Romanoff Industries 404116 
Romanoff Industries 377716 


150 HP 1800 RPM Reliance, Frame 444TCZ, Drip-Proof Ball Bearing, 460 Volts 

150 1800 Reliance, Frame 445T, TEFC, RB, 3 ph, 460 Volts 

150 HP 1800 RPM Reliance, Frame 445TDZ, TEFC, new surplus, 3 phase, 460 Volts 

150 HP 1800 RPM Teco, Frame 444/5T, TEFC, HB1504, 460 Volts, New (2 available) 

150 HP 1800 RPM Teco, Frame 445TD, EP1504, 460 Volts, New Surplus 

150 НР 1800 Teco-Westinghouse/Marathon, Frame 445T, TEFC, new, 460 Volts, 1600Ibs RPM 
150 HP 1800 RPM Toshiba, Frame 444TS, ODP, rebuilt, 230/460 Volts 

150 HP 1800 RPM U.S. Motors, Frame 444TS, Drip-Proof Ball Bearing, 460 Volts, New Surplus 
150 HP 1800 RPM U.S. Motors, Frame 444TSC, Drip-Proof Ball Bearing, 480 Volts 

150 HP 1800 RPM Westinghouse, Frame 445T, TEFC, 460 Volts 

150 HP 3536 RPM Teco, Frame 445TS, 170 amps, 460V., used bench tests good 

150 HP 3540 RPM Toshiba, Frame 405TS, ODP, 1.15 service factor, 460 Volts 

150 HP 3560 RPM Elektrim, Frame 445TS, TEFC, new surplus, cheap, 460 Volts 

150 HP 3570 RPM Elektrim, TEFC, tefc, s/n 4809749, new, cheap, 460 Volts 

150 HP 3570 RPM General Electric, Frame 445TS, TEFC, 1.15 service factor, 460 V.(2 available) 
150 HP 3575 RPM Reliance, Frame 445TS, TEFC, Des.B, 460 Volts 

150 HP 3600 RPM Baldor, Frame 445TS, TEFC 841, new surplus, 460 Volts 

150 HP 3600 RPM Baldor, Frame 445TS, TEFC S/D, HI-EFF, 460 Volts, rebuilt 

150 HP 3600 RPM General Electric, Frame 405TS, DP, 460 Volts 

150 HP 3600 RPM General Electric, Frame 447/9TS, TEFC-SD-EE, BB, new, 2300/4000V. 

150 HP 3600 RPM Marathon, Frame 445TS, TEFC, new surplus, 460 V.(13 available) 

150 HP 3600 RPM Teco Westinghouse Westinghouse, Frame 445/7TS, TEFC, 2300/4000 Volts 
150 HP 3600 RPM U.S. Motors, Frame 405TS, Drip-Proof Ball Bearing, 460 Volts, New Surplus 


ELECTRICAL & POWER EQUIPMENT 


OH 
MO 
OH 
co 
co 
PA 
MO 
OH 
NV 
CA 
OK 
NC 
TX 
TX 
co 
OH 
MI 
co 
OH 
LA 
GA 
ID 
OH 


419-691-2888 
816-676-0647 
513-863-4474 
800-990-7374 
800-990-7374 
321-379-0443 
314-638-9641 
419-691-2888 
419-691-2888 
661-327-4271 
405-245-2029 
919-556-3229 
713-675-2525 
713-675-2525 
719-754-1981 
800-248-4479 
800-432-2645 
800-990-7374 
800-248-4479 
800-877-7520 
770-532-4411 
844-606-3336 
419-691-2888 


Romanoff Industries 
R/S Electric Motor 
Professional Motor 
Rogers Eqpt Sales 
Rogers Eqpt Sales 
Electric Motors 
Zeller Electric 
Romanoff Industries 
Romanoff Industries 
Electric Mtr Works 
Reveille Energy 
Electric Motor Shop 
Gulf Electroquip 
Gulf Electroquip 
Power Zone Equip 
Row Electrical Eqpt 
HECO Inc. 

Rogers Eqpt Sales 
Row Electrical Eqpt 
NEMSCO 
Gainesville Ind. 
Dykman Electrical 
Romanoff Industries 


370258 
082516 
146153 
446054 
456368 
469530 
096847 
454930 
404025 
036992 
258352 
140326 
763872 
763862 
146087 
716588 
207409 
394038 
423083 
826607 
197533 
477157 
454806 
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December 2023 


MOTORS, A.C., SQUIRREL CAGE - (8,369 listings on our website!) 

150 KW HP 3600 RPM Weg, Frame 315S/M, TEFC, 3 phase 460 Volts, new 

150 HP 3600 RPM WEG, Frame 444/5TSD, TEFC, 460 Volts 

150 HP 3600 RPM Frame 445TS, TEFC, tefc, PE, New Surplus, 230/460 Volts 

200 HP 350 RPM General Electric, Frame 8511Z, weather protected enclosure type 1 SB, 1.15 service ... 
200 HP 585 RPM Elliott, Frame 587US, continuous 460 Volts 

200 HP 594 RPM Reliance, Frame 5810Z, weather protected enclosure type 1, BB, 2300 V.(3 available) 
200 HP 595 RPM Louis Allis, Frame 688, 4000 Volts, Sleeve - Reconditioned 

200 HP 600 RPM General Electric, Frame 5011LL, Drip-Proof Ball Bearing, 460 Volts 

200 HP 600 RPM Westinghouse, Frame 5009L, Drip-Proof Ball Bearing, 460 Volts 

200 HP 709 RPM Weg, Frame 6807, TEFC, BB, 460 Volts New Unused 

200 HP 886 RPM Teco West, Frame 5007B, DP/TEFC, BB, new, 460 V.(2 available) 

200 HP 887 RPM Weg, Frame L447/9TZ, TEFC, BB, 2300 Volts 

200 HP 890 RPM Reliance, Frame 5008, DP, BB, 2300/4000 Volts 

200 HP 890 RPM Siemens /Marathon, Frame 447T/449T, TEFC, 460 V.(6 available) 

200 HP 890 RPM Toshiba, Frame N587UZ, TEFC, RB, 460 Volts 

200 HP 892 RPM Siemens, Frame 5011, TEFC, BB, 2300/4160 Volts (2 available) 

200 HP 892 RPM Toshiba, Frame 5010US, TEFC, BB, 2300 Volts 

200 HP 900 RPM General Electric, Frame 509LL, Drip-Proof Ball Bearing, 2300 Volts 

200 HP 900 RPM General Electric, Frame 509LL, Drip-Proof Ball Bearing, 2300 Volts 

200 HP 900 RPM Reliance, Frame 5008, Drip-Proof Ball Bearing, 460 Volts 

200 HP 900 RPM Siemens, Frame 449T, TEFC, BB, new, 460 Volts (2 available) 

200 HP 900 RPM Toshiba, Frame 505UZ, Drip-Proof Ball Bearing, 460 Volts 

200 HP 900 RPM Westinghouse, Frame 5092, Drip-Proof Ball Bearing, 2300 Volts 

200 HP 1175 RPM Teco Westinghouse, Frame 5007B, TEFC, BB, 2300/4160 Volts (2 available) 

200 HP 1175 RPM Teco West, Frame 5009C, TEFC, RB/BB, new unused, 2300/4160 Volts 

200 HP 1180 RPM Baldor, Frame 449T, TEFC, M44206T, Cont., 1.10 service factor, 460 Volts 

200 HP 1180 RPM General Electric, Frame 8155, Drip-Proof Ball Bearing, 575 Volts (4 available) 
200 HP 1180 RPM Siemens, Frame 449T, TEFC, 1.15 service factor, 460 Volts 

200 HP 1180 RPM Toshiba, Frame 505UZ, TEFC, RB/BB, 460 Volts (2) 1 rebuilt 

200 HP 1185 RPM Canadian General Electric, Frame L586PY, weather protected enclosure type 2, 575 ... 
200 HP 1185 RPM General Electric, Frame 447T, TEFC, BB, 460 Volts 

200 HP 1185 RPM Siemens, Frame 509Z, TEFC, BB, 2300 Volts (3 available) 

200 HP 1185 RPM Teco, Frame 449TS, TEFC, BB, 460 Volts 

200 HP 1185 RPM Toshiba, Frame 505UZ, TEFC, 460 Volts & 575 Volts (2 available) 

200 HP 1185 RPM U.S. Motors, Frame 5008, TEFC, BB, 2300/4160 Volts 

200 HP 1185 RPM Westinghouse, Frame 8120Z, TEFC, BB, rebuilt, 440 Volts 

200 HP 1186 RPM Westinghouse, Frame 449T, TEFC, high efficiency, 575 Volts 

200 HP 1186 RPM Westinghouse, Frame 5008L, TEFC, BB, 2300/4160 Volts 

200 HP 1187 RPM Teco West, Frame 449T, TEFC, RB/BB, new unused, 2300/4160 Volts 

200 HP 1187 RPM U.S. Motors, Frame 449T, TEFC, BB, 2300/4160 Volts 

200 HP 1188 RPM Siemens, Frame 509US, TEFC, BB, used, 4160 Volts 

200 HP 1188 RPM Teco, Frame 5007C, TEFC, RB/BB, 2300 Volts, rebuilt 

200 HP 1190 RPM Louis Allis, Frame 509U, TEFC-XP, Ball, 2300 Volts 

200 HP 1190 RPM Marathon, Frame 447/449T, TEFC, NU319, 6318, 460 Volts 

200 HP 1190 RPM Marathon, Frame 447T/449T, TEFC BB, 460 Volts 

200 HP 1190 RPM Reliance, Frame 449T, TEFC, XEX, 460 Volts 

200 HP 1190 RPM Siemens, Frame 449TS, TEFC AC Motor, 227A, 460 Volts 

200 HP 1190 RPM Worldwide, Fr.449T, TEFC, BB, 233A IB Roller Bearing, rebuilt, 460V. 

200 HP 1200 RPM Allis-Chalmers, Frame 507US, TEFC BB, 2300 Volts 

200 HP 1200 RPM Baldor, Frame 449T, TEFC, 460 Volts 

200 HP 1200 RPM Baldor, Frame 449T, TEFC, 460 Volts 

200 HP 1200 Baldor, Frame 449T, TEFC, new, 460 Volts, 2300 Ibs (2 available) RPM 

200 HP 1200 RPM Baldor, Frame 5009LZ, TEFC, R/B 1.15 notes, 2300 Volts, New 

200 HP 1200 RPM Delco, Frame 505UZ, TEFC BB, 460 Volts 

200 HP 1200 RPM General Electric, Frame 449T, TEFC, BB/RB, new, 2300/4000 Volts (2 available) 
200 HP 1200 RPM General Electric, Frame 449TS, TEFC, 460 Volts 

200 HP 1200 RPM General Electric, Frame 509L, Drip-Proof Ball Bearing, 2300 Volts, New Surplus 
200 HP 1200 RPM General Electric, Frame 509L, Drip-Proof Ball Bearing, 2300/4000 Volts 

200 HP 1200 RPM General Electric, Frame 509L, TEFC, Ball, IEEE 841,2300/4160 Volts, new, Q883 (2 ... 
200 HP 1200 RPM General Electric, Frame 509LL, TEFC, Ball, IEEE 841,2300/4160 Volts, Q882 (2 ... 
200 HP 1200 RPM General Electric, Frame 509Z, TEFC, BB/RB, new, 2300/4000 Volts (2 available) 
200 HP 1200 RPM General Electric, Frame 8143, Drip-Proof Ball Bearing, 440 Volts 

200 HP 1200 RPM General Electric, Frame 8155, Drip-Proof Ball Bearing, 2200 Volts 

200 HP 1200 RPM General Electric, Frame 8155, weather protected enclosure type 1, BB, 1.15 service ... 
200 HP 1200 RPM General Electric, Frame 8188S, weather protected enclosure type 2, 460 Volts 
200 HP 1200 RPM General Electric, Frame 8288, RB, 4160 Volts (2 available) 

200 HP 1200 RPM Leeson, Frame 449T, TEFC, new, 460 Volts (2 available) 

200 HP 1200 RPM Marathon, Frame 447/9TS, TEFC BB, 460 Volts 

200 HP 1200 RPM Marathon, Frame 447T, ODP, 230/460 Volts 

200 HP 1200 RPM Marathon, Frame 449T, TEFC, crusher duty/roller, new surplus, 460V.(17 available) 
200 HP 1200 RPM Reliance, Frame 447TS, TEFC BB, 460 Volts 

200 HP 1200 RPM Reliance, Frame 447TZ, TEFC BB EXP, 460 Volts 

200 HP 1200 RPM Reliance, Frame 5005, ODP, rebuilt, 460 Volts 

200 HP 1200 RPM Siemens, Frame 449T, TEFC, new surplus, 460 Volts 

200 HP 1200 RPM Siemens, Frame 449T, TEFC, BB, new, 460 Volts 

200 HP 1200 RPM Siemens, Frame 507US, TEFC, 460 Volts 

200 HP 1200 RPM Siemens, Frame 509, TEFC, BB/RB, new, 2300/4000 Volts 

200 HP 1200 RPM Siemens-Allis, Frame 449T, TEFC BB, 2300 Volts 

200 HP 1200 RPM Teco Westinghouse Westinghouse, Frame 5009C, TEFC, 2300/4000 Volts 

200 HP 1200 RPM Toshiba, Frame 505UZ, TEFC, 460 Volts (2 available) 

200 HP 1200 RPM Toshiba, Frame 505UZ, TEFC BB, 460 Volts 

200 HP 1200 RPM Toshiba, Frame 505UZ, TEFC BB, 575 Volts, New Surplus 

200 HP 1200 RPM U.S. Motors, Frame 447T, Drip-Proof Ball Bearing, 460 Volts, New Surplus 

200 HP 1200 RPM U.S. Motors, Frame 447T, Drip-Proof Ball Bearing, 460 Volts, New Surplus 

200 HP 1200 RPM Weg, Frame 5006/7/8T, roller, new, 2300/4160 Volts 

200 HP 1200 RPM Westinghouse, Frame 445T, TEFC, 460 Volts 

200 HP 1200 RPM Westinghouse, Frame 449T, TEFC BB, 575 Volts 

200 HP 1200 RPM Westinghouse, Frame 8120Z, TEFC, BB, dsgn C, Hi-Torque, 1.15,440 Volts 

200 HP 1200 RPM Frame 447TZ, TEFC, 3 phase, 460 Volts 

200 HP 1750 RPM U.S. Motors Motor, Frame 445TSC, DP, 230/460 Volts, new surplus 

200 HP 1770 RPM Reliance Inverter duty, Frame 447T, TEFC, 1.15 service factor, 460 Volts, New Surplus 
200 HP 1770 RPM Westinghouse, Frame L505UPZ, TEACC, 23000 Volts 

200 HP 1775 RPM General Electric, Frame 8155$, Drip-Proof Ball Bearing, 2300/4160 V.(2 available) 
200 HP 1775 RPM Toshiba, Frame 447TZ, TEFC, 1.15 service factor, 460 Volts, Rebuilt 
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SEARCH THE SR ID АТ SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


816-676-0647 
918-459-5328 
913-888-4488 
419-865-4001 
800-432-2645 
800-849-6686 
330-747-2639 
419-691-2888 
419-691-2888 
800-849-6686 
800-849-6686 
800-849-6686 
919-562-8122 
419-865-4001 
800-849-6686 
919-562-8122 
800-849-6686 
419-691-2888 
419-691-2888 
419-691-2888 
919-562-8122 
419-691-2888 
419-691-2888 
800-849-6686 
800-849-6686 
888-588-6560 
419-865-4001 
800-248-4479 
800-849-6686 
918-752-0309 
800-849-6686 
919-562-8122 
918-752-0309 
419-865-4001 
919-562-8122 
205-612-3051 
612-810-1955 
919-562-8122 
800-849-6686 
919-562-8122 
205-612-3051 
800-849-6686 
205-612-3051 
320-252-0352 
419-865-4001 
612-810-1955 
856-696-5959 
856-696-5959 
419-691-2888 
575-628-0280 
575-628-0280 
321-379-0443 
800-990-7374 
419-691-2888 
919-562-8122 
513-863-4474 
419-691-2888 
419-691-2888 
615-839-4000 
615-839-4000 
919-562-8122 
419-691-2888 
419-691-2888 
318-396-1738 
856-627-3535 
800-990-7374 
908-688-1966 
419-691-2888 
706-549-6556 
770-532-4411 
419-691-2888 
419-691-2888 
843-374-5469 
800-637-7042 
919-562-8122 
770-532-4411 
919-562-8122 
419-691-2888 
844-606-3336 
503-266-6838 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
800-990-7374 
575-628-0280 
419-691-2888 
225-235-5611 
513-863-4474 
909-731-9715 
800-248-4479 
918-752-0309 
419-865-4001 
800-248-4479 


DEALER 

R/S Electric Motor 

E & I Sales Company 
Power Tech 

Doug Beat Co The 
HECO Inc. 

North Carolina Mtrs 
City Machine 
Romanoff Industries 
Romanoff Industries 
North Carolina Mtrs 
North Carolina Mtrs 
North Carolina Mtrs 
East Coast Electric 
Doug Beat Co The 
North Carolina Mtrs 
East Coast Electric 
North Carolina Mtrs 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
East Coast Electric 
Romanoff Industries 
Romanoff Industries 
North Carolina Mtrs 
North Carolina Mtrs 
H & H Buy & Sell 
Doug Beat Co The 
Row Electrical Eqpt 
North Carolina Mtrs 
Pump & Motor Works 
North Carolina Mtrs 
East Coast Electric 
Pump & Motor Works 
Doug Beat Co The 
East Coast Electric 
Bailey Surplus 

Peak Machinery Inc 
East Coast Electric 
North Carolina Mtrs 
East Coast Electric 
Bailey Surplus 
North Carolina Mtrs 
Bailey Surplus 
Lewis Electric 

Doug Beat Co The 
Peak Machinery Inc 
D Electric Motors 

D Electric Motors 
Romanoff Industries 
Industrial Elec Mtr 
Industrial Elec Mtr 
Electric Motors 
Rogers Eqpt Sales 
Romanoff Industries 
East Coast Electric 
Professional Motor 
Romanoff Industries 
Romanoff Industries 
Heartland Motors 
Heartland Motors 
East Coast Electric 
Romanoff Industries 
Romanoff Industries 
Southern Apparatus 
Willier Electric 
Rogers Eqpt Sales 
Dealers Industrial 
Romanoff Industries 
Electric Motors Co 
Gainesville Ind. 
Romanoff Industries 
Romanoff Industries 
Lake City Elec Mtr 
Charlie Steele 

East Coast Electric 
Gainesville Ind. 

East Coast Electric 
Romanoff Industries 
Dykman Electrical 
Tri-Motor & Machy 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Rogers Eqpt Sales 
Industrial Elec Mtr 
Romanoff Industries 
Ace Armature Works 
Professional Motor 
WE Inc. 

Row Electrical Eqpt 
Pump & Motor Works 
Doug Beat Co The 
Row Electrical Eqpt 


SRID 
379305 
415402 
364741 
503486 
248277 
038452 
415083 
361949 
403935 
380722 
181224 
040088 
146953 
247125 
116089 
281303 
193333 
404042 
476601 
403858 
300093 
404179 
404044 
461719 
364003 
165544 
785015 
871234 
377531 
246841 
369345 
007645 
101542 
126837 
146956 
439868 
219289 
146955 
364009 
146954 
439867 
362392 
439866 
374689 
785013 
219292 
427463 
095090 
359857 
394872 
394873 
469532 
446051 
454871 
006970 
146150 
404197 
403898 
449080 
449081 
397951 
377717 
457539 
053862 
715018 
394037 
400554 
339472 
239273 
197534 
339473 
403955 
157553 
369260 
387825 
265375 
397953 
368643 
476921 
338324 
454967 
359854 
454923 
455044 
351673 
394871 
359856 
384560 
146152 
458947 
732531 
246843 
199441 
418025 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


MOTORS, A.C., SQUIRREL CAGE - (8,369 listings on our website!) 

200 HP 1777 RPM U.S. Motors, Frame 1585, TEFC, 440 Volts 

200 HP 1778 RPM General Electric, Frame 449T/447T, TEFCBB, unused, 2300/4000V. 

200 HP 1780 RPM Baldor, Frame 445T/447T, TEFC, surplus, 460 V.(2 available) 

200 HP 1780 RPM Marathon, Frame 445TDZ, DP, 1.15 service factor, 460 Volts 

200 HP 1780 RPM Lincoln, Frame 445TS, DP, rebuilt & guaranteed, 460 Volts 

200 HP 1780 RPM Marathon, Frame 445TS, DP, 1.15 service factor, 460 Volts 

200 HP 1780 RPM Marathon, Frame 447T, TEFC, 575 Volts, 1092-1125-32 Atlas Copco, A-3658 
200 HP 1780 RPM Torquemaster, Frame 447T, TEFC, 1.15SF, 6-slide, 230/460 Volts 

200 HP 1780 RPM Toshiba, Frame 447T, TEFC, 1.15SF, new surplus, 460 Volts 

200 HP 1780 RPM WEG, Frame 447T, TEFC, 1.15 service factor, 460 Volts, New Surplus 

200 HP 1780 RPM Weg, Frame 447T, TEFC, BB, rebuilt, 460 Volts 

200 HP 1782 RPM Westinghouse, Frame 449TS, ODP, BB, 460 Volts 

200 HP 1785 RPM General Electric, Frame 445T, TEFC, electrically ok, 460 Volts 

200 HP 1785 RPM Quincy Compressor, Frame 447T, TEFC, 460 Volts 

200 HP 1785 RPM Siemens, Frame 445T & 447T, TEFC, 460 V.(4 available) 

200 HP 1785 RPM Siemens, Frame 447T, TEFC, BB, 2300 Volts 

200 HP 1785 RPM Toshiba, Frame 447T/449T, TEFC BB, surplus, 460/575 Volts (3 available) 
200 HP 1786 RPM Teco, Frame 447TZ, TEFC, RB, surplus, 460 Volts 

200 HP 1787 RPM Siemens, Frame 509S, TEFC, BB, 2300/4160 V.(2 available) 

200 HP 1787 RPM Siemens, BB, TEFC, 4160 Volts - New Surplus 

200 HP 1790 RPM General Electric, Frame 447TC, TEFC, new surplus, 60/50 Hz, 460/380 Volts 
200 HP 1790 RPM Reliance, Frame 447T, TEFC, BB, 460 Volts 

200 HP 1790 RPM U.S. Motors, Frame 5006/7/8S, TEFC, BB, 2300 Volts, new unused 

200 HP 1800 RPM ABB, Frame 315SD, TEFC BB, 440 Volts, New Surplus 

200 HP 800 RPM ABB BB, Frame 355SPL, TEFC, 14.5" D notes, 2300 Volts, New 

200 HP 1800 RPM Baldor, Frame 449TC, explosion proof TEFC Ball, 460 Volts, new surplus 
200 HP 1800 RPM Baldor, Frame 449U, TEFC, new / 1 yr, 460 Volts 

200 HP 1800 RPM Baldor-Reliance, Frame 449T, TEFC BB, 460 Volts 

200 HP 1800 RPM General Electric, Frame 447/9T, New, 2300/4160 Volts 

200 HP 1800 RPM General Electric, Frame 447/9TS, New, 2300/4160 Volts 

200 HP 1800 RPM General Electric, Frame 447/9T, TEFC, SD, EE, BB, new, 2300/4000 Volts 
200 HP 1800 RPM General Electric, Frame 447T, TEFC BB, 575 Volts, New Surplus 

200 HP 1800 RPM General Electric, Frame 509L, Drip-Proof Ball Bearing, 2300 Volts 

200 HP 1800 RPM General Electric, Frame 509LL, Drip-Proof Ball Bearing, 4160 Volts 

200 HP 1800 RPM General Electric, Frame 509LL, TEFC BB, 4160 Volts, New Surplus 

200 HP 1800 RPM General Electric, Frame 509LS, TEFC, BB, 2300/4000 Volts 

200 HP 1800 RPM General Electric, Frame 8155S, weather protected enclosure type 1, BB, 1.15 service ... 
200 HP 1800 RPM General Electric, Fr 8155S, weather protected enclosure type 1, BB, 1.15 service ... 
200 HP 1800 RPM Leeson, Frame 447T, TEFC, new surplus, 460 V.(16 available) 

200 HP 1800 RPM Marathon, Frame 445T, TEFC BB, 460 Volts 

200 HP 1800 RPM Marathon, Frame 445T, TEFC BB EXP, 460 Volts, New Surplus 

200 HP 1800 RPM Reliance, Frame 445TCZ, TEFC BB, 460 Volts 

200 HP 1800 RPM Reliance, Frame 447T, TEAOBB EXP, 460 Volts, New Surplus 

200 HP 1800 RPM Reliance, Frame 447TS, TEFC F1 no t-box, 460 Volts, used 

200 HP 1800 RPM Reliance, Frame UL3203, DPFVBB, 460 Volts 

200 HP 1800 RPM Siemens, Frame 447T, TEFC, BB, new, 460 Volts 

200 HP 1800 RPM Siemens, Frame 447TS, TEFC BB EXP, 460 Volts, New Surplus 

200 HP 1800 RPM Tatung, Frame 445T, DP, 460 Volts, #wj2004dfb 

200 HP 1800 RPM Teco West., Frame 447T, TEFC, surplus, 460 Volts 

200 HP 1800 RPM Teco, Frame 447TZ, TEFC, 1.15 service factor, 460 Volts 

200 HP 1800 RPM Teco /Westinghouse, Frame 449T, new, 2300/4160 Volts 

200 HP 1800 RPM Teco Westinghouse, Frame 449T, TEFC BB, 2300/4160 Volts, New Surplus 
200 HP 1800 RPM Teco Westinghouse Westinghouse, Frame 5009C, TEFC, 2300/4000 Volts 
200 HP 1800 Teco-Westinghouse, Frame 447TC/449T, TEFC, new, 460 Volts, 2300 Ibs (2 available) RPM 
200 HP 1800 RPM Toshiba, Frame 445/7T, TEFC BB, 460 Volts, New Surplus 

200 HP 1800 RPM Toshiba, Frame 447TCZ, TEAOBB, 460 Volts 

200 HP 1800 RPM Toshiba, Frame 447TS, BB & RB, 841, both new, 460 Volts 

200 HP 1800 RPM Toshiba, Frame 447TZ, TEFC BB EXP, 460 Volts 

200 HP 1800 RPM Toshiba, Frame 449T, TEFC BB, 2300 Volts, New Surplus 

200 HP 1800 RPM Toshiba, Frame 449TS, TEFC BB, 2300 Volts, New Surplus 

200 HP 1800 RPM U.S. Motors, Frame 447TS, TEFC, used looks rebuilt, 460 Volts 

200 HP 1800 RPM WEG, Frame 444/5TDZ, TEFC BB, 460 Volts 

200 HP 1800 RPM Weg, Frame 449T, TEFC, BB, new, 2300/4160 Volts 

200 HP 3450 RPM U.S. Motors, Frame 447TS, TEFC, 460 Volts 

200 HP 3560 RPM Baldor, Frame 444TSC/445TSC, TEFC BB, 460 V.(8 available) 

200 HP 3560 RPM General Electric, Frame 4442, Drip-Proof Ball Bearing, double shaft, 1.15 service ... 
200 HP 3560 RPM Siemens, GE, U.S., Frame 447TS, TEFC, 1.15,460 Volts 

200 HP 3570 RPM Hyundai, Frame 447TS, TEFC, 460 Volts 

200 HP 3570 RPM Weg, Frame 447TS, TEFC, ball/ball, 460 Volts 

200 HP 3575 RPM Siemens, Frame 447TSD, TEFC, BB, 3PH, 216A, electrically OK, 460 Volts 
200 HP 3577 RPM Weg, Frame 5009/5010/5011S, TEFC BB, 2300/4160 Volts 

200 HP 3600 RPM Baldor, Frame 445T, TEFC, f1, remanufactured, 460 Volts 

200 HP 3600 RPM General Electric, Frame 445TS, TEFC, 460 Volts 

200 HP 3600 RPM General Electric, Frame 445TS, TEFC BB, 460 Volts, New Surplus 

200 HP 3600 RPM General Electric, Frame 447/9TS, TEFC-SD-EE, BB, new, 2300/4000V. 

200 HP 3600 RPM General Electric, Frame 447TS, TEFC BB, 460 Volts, New Surplus 

200 HP 3600 RPM General Electric, Frame 447VP, TEFC, 460 Volts, New 

200 HP 3600 RPM Lincoln, Frame 444TSC, ODP, New Surplus, 460 Volts 

200 HP 3600 RPM Louis Allis, Frame 449TS, TEFC, Rebuilt, 460 Volts 

200 HP 3600 RPM Marathon, Frame 444TS, ODP, new, 230/460 Volts (2 available) 

200 HP 3600 RPM Marathon, Frame 447TS, TEFC, new, 460 Volts 

200 HP 3600 RPM Reliance, Frame 445TS, TEFC BB EXP, 460 Volts 

200 HP 3600 RPM Siemens, Frame 444TDZ, ODP, rebuilt, 460 Volts 

200 HP 3600 RPM Siemens, Frame 447TS, XPFC, new, 460 Volts (2 available) 

200 HP 3600 RPM Siemens, Frame 449TS, TEFC, 460 Volts 

200 HP 3600 RPM Teco Westinghouse Westinghouse, Frame 449TS, ODP, 2300/4000 Volts 
200 HP 3600 RPM Weg, Frame 315S/MD, TEFC, new, 460 Volts 

200 HP 3600 RPM Weg, Frame 444/5TS, ODP, 460 Volts, PWS/Y-D, new surplus 

200 HP 3600 RPM Westinghouse, Frame 445US, Drip-Proof Ball Bearing, 1.15 service factor 
200 HP RPM Marathon, Frame 445T, TEAOBB, 460 Volts 

234 HP 3600 RPM York /Toshiba, Frame 405TDZ, ODP, BB, D-flange, 460 Volts 

250 HP 355 RPM General Electric, Frame 8511SU, TEAAC, SB, 2300/4160 Volts, unused surplus (2... 
250 HP 440 RPM General Electric, Frame 8407S, ODP, 1.15 service factor, sleeve, 2300/4000 Volts 
250 HP 506 RPM Siemens, Frame 58102, weather protected enclosure type 2, SB, 4160 Volts 
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856-627-3535 
419-865-4001 
419-865-4001 
800-248-4479 
419-708-8322 
800-248-4479 
800-788-0307 
432-333-3923 
612-810-1955 
800-248-4479 
205-612-3051 
918-752-0309 
219-879-0444 
419-868-4980 
419-865-4001 
919-562-8122 
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800-800-2261 
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803-833-4183 
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205-612-3051 
908-688-1966 
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843-374-5469 
908-688-1966 
919-556-3229 
844-606-3336 
908-688-1966 
336-784-4006 
800-248-4479 
419-691-2888 
918-752-0309 
918-752-0309 
918-752-0309 
800-849-6686 
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DEALER 

Willier Electric 

Doug Beat Co The 
Doug Beat Co The 
Row Electrical Eqpt 
Lanning Elec. Motor 
Row Electrical Eqpt 
Capital Machy Sys 
Roundhouse Electric 
Peak Machinery Inc 
Row Electrical Eqpt 
Bailey Surplus 
Pump & Motor Works 
Harrison Electric 
National Compressor 
Doug Beat Co The 
East Coast Electric 
Doug Beat Co The 
Duke Electric Ltd 
East Coast Electric 
City Machine 
Yellowhammer Elec 
North Carolina Mtrs 
North Carolina Mtrs 
Romanoff Industries 
Rogers Eqpt Sales 
Rogers Eqpt Sales 
Lanning Elec. Motor 
Romanoff Industries 
Sulzer Electrical 
Sulzer Electrical 
NEMSCO 

Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
East Coast Electric 
Southern Apparatus 
Southern Apparatus 
Gainesville Ind. 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Matlock Energy Co 
Romanoff Industries 
East Coast Electric 
Romanoff Industries 
Jet Electric Motor 
Charlie Steele 
Rogers Eqpt Sales 
Sulzer Electrical 
Romanoff Industries 
Dykman Electrical 
Electric Motors 
Romanoff Industries 
Romanoff Industries 
VFDS.com 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Lanning Elec. Motor 
Romanoff Industries 
Rogers Eqpt Sales 
Wylie Electric 

Doug Beat Co The 
Row Electrical Eqpt 
Row Electrical Eqpt 
Electric Motor Shop 
Lewis Electric 

D Electric Motors 
Doug Beat Co The 
Matlock Energy Co 


Wabash Power Equip. 


Romanoff Industries 
NEMSCO 

Romanoff Industries 
ESR Motor Systems 
Superior Electric 
Bailey Surplus 
Dealers Industrial 
Dealers Industrial 
Romanoff Industries 
Lake City Elec Mtr 
Dealers Industrial 
Electric Motor Shop 
Dykman Electrical 
Dealers Industrial 
Henry's Elec Motors 
Row Electrical Eqpt 
Romanoff Industries 
Pump & Motor Works 
Pump & Motor Works 
Pump & Motor Works 
North Carolina Mtrs 


SRID 
730556 
233413 
455659 
220940 
359260 
204872 
427641 
200631 
219295 
418024 
439864 
101540 
298798 
295350 
467939 
146958 
662815 
827760 
281304 
415085 
305492 
349479 
366125 
344578 
446050 
456366 
359258 
403954 
741163 
636188 
720500 
468910 
404019 
404121 
455051 
029448 
113585 
113586 
197535 
455059 
454895 
370264 
404254 
324410 
404151 
300094 
404245 
412925 
270301 
394036 
706610 
457534 
476918 
469533 
454933 
403885 
838672 
404260 
454906 
377720 
359259 
454776 
288148 
265006 
507511 
458152 
686292 
200853 
374683 
024542 
493510 
287361 
247244 
468913 
826608 
377721 
433508 
339197 
439863 
400552 
400557 
404223 
157552 
400555 
948199 
477173 
400553 
242769 
404206 
389230 
315971 
417489 
117792 
135319 
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MOTORS, A.C., SQUIRREL CAGE - (8,369 listings on our website!) 

250 HP 585 RPM U.S. Motors, Frame 6809S, Drip-Proof Ball Bearing, 4160 Volts 

250 HP 588 RPM Reliance, Frame 20EC5808S, weather protected enclosure type 1, BB, 460 Volts (4 ... 
250 HP 700 RPM Allis-Chalmers, Frame 30ES6, TEFC, SB, 460 Volts 

250 HP 710 RPM General Electric G.E. Frame 5013S, TEFC, BB, 575 Volts 

250 HP 710 RPM General Electric, Frame 5811S, TEFC, 2300 Volts 

250 HP 712 RPM U.S. Motors, Frame 5807ML, weather protected enclosure type 2, 480 Volts 

250 HP 880 RPM General Electric, Frame 6326P30, weather protected enclosure type 1, 460 Volts 
250 HP 885 RPM General Electric, Frame 8266, DP, RB, 2300 Volts 

250 HP 885 RPM Reliance, Frame 449T, ODP, BB, Rebuilt, 575 Volts 

250 HP 885 RPM Toshiba, Frame 5010US, TEFC, BB, new surplus, 2300 Volts 

250 HP 885 RPM Westinghouse, Frame 681-D, RB/BB, DP, 440 Volts 

250 HP 886 RPM General Electric, Frame 6335, Drip Proof, Ball Bearing, 460 Volts (2 available) 
250 HP 888 RPM Teco West, Frame 5009C, TEFC, RB/BB, 460 Volts 

250 HP 890 RPM Teco Westinghouse, Frame 5009B, TEFC, BB, 460 Volts 

250 HP 890 RPM Teco Westinghouse, Frame 5009UZ, TEFC, BB, new, 460 Volts 

250 HP 891 RPM Reliance, Frame 5008Z, weather protected enclosure type 2, BB, 2300 Volts 

250 HP 891 RPM Reliance, Frame 5012Z, TEFC, BB, 1.15 service factor, 2300 Volts 

250 HP 893 RPM Reliance, Frame 5012Z, TEFC, 2400/4160 Volts 

250 HP 895 RPM General Electric, Frame 5011LL, TEFC, BB, 2300 Volts Rebuilt 


UT 
NC 
NC 
NC 
OH 
ок 
ок 
NC 
FL 

NC 
NC 
MI 

NC 
NC 
NC 
FL 

LA 
OH 
NC 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 
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800-849-6686 
919-562-8122 
800-849-6686 
419-865-4001 
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800-849-6686 
205-612-3051 
800-849-6686 
800-849-6686 
800-432-2645 
800-849-6686 
919-562-8122 
800-849-6686 
205-612-3051 
225-235-5611 
419-865-4001 
800-849-6686 
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North Carolina Mtrs 
East Coast Electric 
North Carolina Mtrs 
Doug Beat Co The 
Pump & Motor Works 
Pump & Motor Works 
North Carolina Mtrs 
Bailey Surplus 

North Carolina Mtrs 
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East Coast Electric 
North Carolina Mtrs 
Bailey Surplus 

Ace Armature Works 
Doug Beat Co The 
North Carolina Mtrs 
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250 HP 900 RPM Baldor /Rel., Frame 5010/5010LY, TEFC, BB, new, 2300/4000V. 

250 HP 900 RPM General Electric, Frame 5011L, TEFC, BB, new, 2300/4000 Volts 

250 HP 900 RPM General Electric, Frame 5011LL, TEFC, BB, new, 2300/4000 Volts (2 available) 
250 HP 900 RPM General Electric, Frame 5011LL, TEFC BB, 2300 Volts 

250 HP 900 RPM General Electric, Frame 509LL, Drip-Proof Ball Bearing, 4000 Volts 

250 HP 900 RPM Reliance, Frame 5008S, Drip-Proof Ball Bearing, 460 Volts 

250 HP 900 RPM Siemens, Frame S449LS, TEFC, new, 460 Volts 

250 HP 900 RPM Siemens-Allis, Frame 507U, Drip-Proof Ball Bearing, 2300 Volts 

250 HP 900 RPM Toshiba, Frame 50902, Drip-Proof Ball Bearing, 4160 Volts 

250 HP 990 RPM U.S. Motors, Frame 449TS, TEFC, new surplus, cheap, 400/440 Volts 

250 HP 990 RPM U.S. Motors, Frame 449TS, TEFC, new surplus, cheap, 400/440 Volts 

250 HP 1180 RPM Siemens-Allis, Frame 500ES8, weather protected enclosure type 2 BB, 2300/4000 Volts 
250 HP 1180 RPM Teco West, Frame 5009B, TEFC, BB, 2300/4160 V.(2) 1-new unused 

250 HP 1180 RPM Teco Westinghouse, Frame 5009C, TEFC, RB/BB, 2300/4160 Volts New Surplus 
250 HP 1185 RPM Toshiba, Frame 449T, TEFC, BB, 3PH, 295A, electrically OK, 460 Volts 

250 HP 1185 RPM Toshiba, Frame 5010US, TEFC, surplus, 2300/4160 Volts 

250 HP 1185 RPM Toshiba, Frame 505UZ & 505U, Drip-Proof Ball Bearing, 460 Volts (2 available) 
250 HP 1188 RPM Baldor, Frame 449T, TEFC, New Surplus, 460 Volts 

250 HP 1188 RPM Siemens, Frame 509S, TEFC, BB, rebuilt, 460 Volts 

250 HP 1190 RPM General Electric, Frame 5011-L, TEFC, BB, Used, 2300 Volts 

250 HP 1190 RPM Worldwide Electric, Frame 586/7, TEFC, RB, electrically OK, 460 Volts 

250 HP 1200 RPM ABB, Frame 5008, TEFC, BB, new, 460 Volts (3 available) 

250 HP 1200 RPM Baldor-Reliance, Frame 5010LY, TEFC, BB, new, 2300/4000 Volts 

250 HP 1200 RPM General Electric, Frame 5011LL, TEFC BB, 460 Volts, New Surplus 

250 HP 1200 RPM General Electric, Frame 509LL, Drip-Proof Ball Bearing, 2300 Volts 

250 HP 1200 RPM General Electric, Frame 509LL, TEFC, Ball, IEEE 841,2300/4160 Volts, new, 0882 (2... 
250 HP 1200 RPM General Electric, Frame 509LL, TEFC BB, 2300/4000 Volts, New Surplus 

250 HP 1200 RPM General Electric, Frame 509LZ, Drip-Proof Ball Bearing, 2300 Volts 

250 HP 1200 RPM General Electric, Frame 5092, TEFC, BB/RB, new, 2300/4000 Volts (2 available) 
250 HP 1200 RPM General Electric, Frame 8110S, weather protected enclosure type 2, 460 Volts 
250 HP 1200 RPM General Electric, Frame 8188S, Drip-Proof Ball Bearing, 2300 Volts 

250 HP 1200 RPM General Electric, Frame 81882, Drip-Proof Ball Bearing, 2300/4000 Volts 

250 HP 1200 RPM Louis Allis, Frame 7108DL, Drip-Proof Ball Bearing, 4160 Volts 

250 HP 1200 RPM Marathon, Frame 447/9T, TEFC BB, 460 Volts 

250 HP 1200 RPM Siemens, Frame 449T, TEFC, new, 460 Volts 

250 HP 1200 RPM Siemens, Frame 449T, TEFC, BB, new, 2300/4000 Volts 

250 HP 1200 RPM Siemens, Frame 5011, TEFC, BB, new, 2300/4000 Volts (5 available) 

250 HP 1200 RPM Siemens, Frame 506, TEFC, BB, new, 2300/4000 Volts 

250 HP 1200 RPM Siemens, Frame 507, TEFC, BB, new, 2300/4000 Volts 

250 HP 1200 RPM Siemens, Frame 508, TEFC, BB, new, 2300/4000 Volts 

250 HP 1200 RPM Siemens, Frame 509, TEFC, BB/RB, new, 2300/4000 Volts 

250 HP 1200 RPM Teco, Frame 5007/9B, TEFC, new, 2300/4160 Volts, KPF2506 

250 HP 1200 RPM Teco Westinghouse Westinghouse, Frame 5009C, TEFC, 2300/4000 Volts 
250 HP 1200 RPM U.S. Motors, Frame 1587, Drip-Proof Ball Bearing, 440 Volts 

250 HP 1200 RPM Westinghouse Canada, Frame 5008U, Drip-Proof Ball Bearing, 4000 Volts 
250 HP 1200 RPM Westinghouse, Frame 5009L, Drip-Proof Ball Bearing, 2300 Volts 

250 HP 1200 RPM Westinghouse, Frame 5010B, Drip-Proof Ball Bearing, 2300 Volts 

250 HP 1760 RPM Baldor, Frame 447T/9T, TEFC BB, 460 Volts (2 available) 

250 HP 1765 RPM Louis Allis, Frame 509US, 4000 Volts, Sleeve - Reconditioned 

250 HP 1770 RPM Toshiba, Frame 315LL, TEFCBB, 2300/4160 Volts (3 available) 

250 HP 1770 RPM Toshiba, Frame 449, TEFC, 4160 Volts 

250 HP 1770 RPM Toshiba, Frame 505UZ, TEFC, RB/BB, 460 Volts (5 available) 

250 HP 1775 RPM Teco Westinghouse, Frame 5007C, TEFC, RB/BB, 460 V.(2 available) 

250 HP 1780 RPM Allis-Chalmers, Frame 286$, open, SB, 440 Volts 

250 HP 1780 RPM Baldor, Frame 449T, TEFC, BB, New Surplus, 460 Volts 

250 HP 1780 RPM Baldor /Reliance, Frame 449T, TEFC BB, new surplus 

250 HP 1780 RPM General Electric, Frame 8188S, TEFC BB, 550 Volts 

250 HP 1780 RPM Louis Allis, Frame 447TZ, TEFC, BB, new, 460 Volts 

250 HP 1780 RPM Siemens, Frame 5011, TEFC, 1.15 service factor, new surplus, 2300 Volts 
250 HP 1780 RPM Siemens, Frame 507U, TEFC, BB, 1.15 service factor, 460 Volts 

250 HP 1780 RPM Teco Westinghouse, Frame 5007C, TEFC, RB/BB, 2300/4160 Volts Rebuilt 
250 HP 1780 RPM Teco Westinghouse, Frame 5007C, TEFC BB, 2300/4160 Volts 

250 HP 1780 RPM TECO /Toshiba, Frame N449TZ, TEFC, RB/BB, 460 Volts (2 available) 

250 HP 1780 RPM Toshiba /US, Frame N447/9T, TEFC, RB/BB, 460/2300/4160 V.(3 available) 
250 HP 1781 RPM Siemens, Frame 509YZ, TEFC, BB, new, 4000 Volts 
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419-691-2888 
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419-691-2888 
713-675-2525 
713-675-2525 
419-865-4001 
800-849-6686 
800-849-6686 
856-696-5959 
918-486-2660 
419-865-4001 
205-612-3051 
800-849-6686 
205-612-3051 
816-676-0647 
919-562-8122 
919-562-8122 
419-691-2888 
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800-550-4374 
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800-849-6686 
856-627-3535 
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205-960-8811 
419-865-4001 
205-612-3051 
800-248-4479 
919-556-3229 
800-849-6686 
419-865-4001 
800-849-6686 
800-849-6686 
800-432-2645 
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Romanoff Industries 
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Romanoff Industries 
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Gulf Electroquip 
Gulf Electroquip 
Doug Beat Co The 
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D Electric Motors 
Salyer Motors Inc 
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Doug Beat Co The 
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North Carolina Mtrs 
HECO Inc. 
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205507 
246838 
023057 
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060229 
010894 
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007646 
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791338 
388779 


100886 
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066234 
377722 
404228 
454977 
165225 
404219 
404161 
763875 
763876 
400332 
364007 
373167 
024541 
732293 
400346 
439873 
362333 
439874 
113796 
463957 
100887 
455050 
403918 
449075 
404178 
403933 
397955 
715019 
457541 
404011 
403905 
377724 
165226 
006971 
421990 
070617 
070618 
070619 
054180 
289947 
476920 
467944 
403995 
403959 
404142 
511633 
415084 
026066 
880305 
210698 
373166 
804526 
439875 
208916 
200207 
439876 
716596 
920891 
373168 
200187 
166518 
149310 
345029 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


MOTORS, A.C., SQUIRREL CAGE - (8,369 listings on our website!) 

250 HP 1785 RPM Baldor, Frame 449T, TEFC, 460 V.(2 available) 

250 HP 1785 RPM Baldor-Reliance, Frame 449T, TEFC, 460 Volts 

250 HP 1785 RPM Marathon, Frame 447T, ODP, roller/ball, 460 Volts 

250 HP 1785 RPM Reliance, Frame 449TY, TEFC, BB, 460 Volts 

250 HP 1785 RPM Siemens, Frame 449TC & 449TDZ, TEFC, 460 V.(4 available) 

250 HP 1785 RPM Siemens-Allis, Frame 449T, TEFC, RB, 2300 V.(4 available) 

250 HP 1785 RPM U.S. Motors, Frame 447/449T, TEFC, inverter duty, surplus, 460 V.(2 available) 
250 HP 1800 RPM Allis-Chalmers, Frame 26C8, TEFC BB, 4160 Volts 

250 HP 1800 RPM Baldor, Frame 449T, TEFC, RB, 3 phase, 460 Volts 

250 HP 1800 RPM General Electric, Frame 447/9T, TEFC-SD, ball brg, new, 2300/4000 Volts 

250 HP 1800 RPM General Electric, Frame 449T, TEFC, BB, new, 575 Volts 

250 HP 1800 RPM General Electric /SIE, Frame 449T, TEFC, BB/RB, new, 2300/4000 Volts (2 available) 
250 HP 1800 RPM General Electric, Frame 508/9LL, TEFC-SD-EE, BB, new, 2300/4000 Volts 

250 HP 1800 RPM General Electric, Frame 509/8LL, TEFC-SD, SLV BRG, NEW, 2300/4160V. 

250 HP 1800 RPM General Electric, Frame 509L, 1.15 service factor, 2300/4160 Volts 

250 HP 1800 RPM General Electric, Frame 509L, Drip-Proof Ball Bearing, 4000 Volts 

250 HP 1800 RPM General Electric, Frame 509LL, Drip-Proof Ball Bearing, 2300 Volts 

250 HP 1800 RPM General Electric, Frame 509Z, TEFCBB, shaft 4" U 9.50" V, new, 2300/4160 Volts 
250 HP 1800 RPM Hyundai, Frame 449T, XPFC, new, 460 Volts (2 available) 

250 HP 1800 RPM Leeson, Frame 447/9T, TEFC, new, 460 Volts (2 available) 

250 HP 1800 RPM Louis Allis, Frame 505US, TEFC, refrubished, 460 Volts 

250 HP 1800 RPM Magnetek, Frame 449TS, TEFC BB EXP, 2300 Volts 

250 HP 1800 RPM Marathon, Frame 445T, TEFC BB, 460 Volts 

250 HP 1800 RPM Marathon, Frame 447/9T, TEFC BB EXP, 460 Volts, New Surplus 

250 HP 1800 RPM Reliance, Frame 447T, TEFC BB, 460 Volts 

250 HP 1800 RPM Reliance, Frame 447TZ, TEFC, 3 phase, 460 Volts 

250 HP 1800 RPM Siemens, Frame 447/449T, TEFC, new, 460 Volts 

250 HP 1800 RPM Siemens, Frame 449T, TEFC, BB, new, 2300/4000 Volts 

250 HP 1800 RPM Siemens, Frame 449TCZ, TEFC BB, 460 Volts 

250 HP 1800 RPM Siemens, Frame 449TS, TEFC, 460 Volts 

250 HP 1800 RPM Siemens, Frame 507$, ТЕЕС, B/B 1.15 service factor, 4160 Volts 

250 HP 1800 RPM Siemens, Frame 507US, та! 140, insul class B (VPI), 2300 Volts 

250 HP 1800 RPM Siemens, Frame 509SY, TEFCSB, 4000 Volts 

250 HP 1800 RPM Siemens, Frame 509U/5009C, TEFC, R/B, belt shaft, 2300/4160 Volts (2 available) 
250 HP 1800 RPM Teco Westinghouse, Frame 449T, TEFC BB, 460 Volts, New Surplus 

250 HP 1800 RPM Teco, Frame 449TS, TEFC, BB, 276A, 460 Volts, refurbished 

250 HP 1800 RPM Teco Westinghouse, Frame 449TZ, TEFC BB, 2300/4160 Volts, New Surplus 
250 HP 1800 RPM Teco Westinghouse Westinghouse, Frame 5009C, TEFC, 2300/4000 Volts 

250 HP 1800 RPM U.S. Motors, Frame 449T, TEFC BB, 2300/4160 Volts 

250 HP 1800 RPM U.S. Motors, Frame 449TS, TEFC BB, 460 Volts, New Surplus 

250 HP 1800 RPM U.S. Motors, Frame 449TS, TEFC BB, 460 Volts, New Surplus 

250 HP 1800 RPM U.S. Motors, Frame 449TS, TEFC BB, 460 Volts, New Surplus 

250 HP 1800 RPM U.S. Motors, Frame 449TS, TEFC BB, 460 Volts, New Surplus 

250 HP 1800 RPM U.S. Motors, Frame 449TS, TEFC BB, 460 Volts, New Surplus 

250 HP 1800 RPM WEG, Frame 315S/M, TEFC BB, 460 Volts, New Surplus 

250 HP 1800 RPM WEG, Frame 445/7T, TEFC BB, 460 Volts, New Surplus 

250 HP 1800 Weg, Frame 445TC-Footed, ODP, used, 460 Volts, 900 Ibs (3 available) RPM 

250 HP 1800 RPM Westinghouse, Frame 509US, DPSB, 4160 Volts 

250 HP 1800 RPM Worldwide, Frame 449TS, TEFC, new surplus, 460 V.(2 available) 

250 HP 3540 RPM Baldor, Frame 449TS, TEFCBB, 460 Volts, new surplus (8 available) 

250 HP 3570 RPM Marathon, Frame 447/449TS, TEFC, surplus, 460 Volts (4 available) 

250 HP 3570 RPM Teco, Frame 5007A, TEFC, 2300/4160 Volts 

250 HP 3570 RPM Westinghouse, Frame 449TS, TEFC BB, 2400/4800 Volts 

250 HP 3574 RPM Siemens, Frame 509S, TEFC, 1.15 service factor, 2300 Volts 

250 HP 3575 RPM Allis-Chalmers, Frame 507UZ, TEFC BB, 1.15 service factor, 2300/4160 V.(3 available) 
250 HP 3575 RPM Toshiba, Frame 5010USS, TEFCBB, Wye-Delta, 460 Volts 

250 HP 3577 RPM Siemens, Frame 508$, weather prot. enclosure type 2, BB, new, unused, 2300/4000V.(2) 
250 HP 3600 RPM Allis-Chalmers, Frame 447TSD, Drip-Proof Ball Bearing, 480 Volts 

250 HP 3600 RPM Baldor, Frame 445TS, DP, new surplus, 460 Volts (4 available) 

250 HP 3600 RPM Baldor-Reliance, Frame 5008S, TEFC BB, 4000 Volts 

250 HP 3600 RPM General Electric, Frame 447/9TS, TEFC-SD, BB, new, 2300/4160 Volts 

250 HP 3600 RPM General Electric, Frame 508/9LS, TEFC-SD-ieee841, bb, new, 2300/4000V. 

250 HP 3600 RPM General Electric, Frame 509LS, Drip-Proof Ball Bearing, 2300 Volts 

250 HP 3600 RPM General Electric, Frame 509LS, TEFC, 2300/4160 Volts 

250 HP 3600 RPM General Electric, Frame 509LS, weather protected enclosure type 2, Siv Brg, new ... 
250 HP 3600 RPM Marathon, Frame 445TS, Drip-Proof Ball Bearing, 460 Volts, New Surplus 

250 HP 3600 RPM Marathon, Frame 445TSC, Drip-Proof Ball Bearing, 460 Volts 

250 HP 3600 RPM Marathon, Frame 445TSD, Drip-Proof Ball Bearing, 460 Volts, New Surplus 
250 HP 3600 RPM Reliance, Frame 445TDZ, Drip-Proof Ball Bearing, 460 Volts 

250 HP 3600 RPM Reliance, Frame 5010S, TEFC, BB, 2300/4000 Volts 

250 HP 3600 RPM Siemens, Frame 447TS/9TS, TEFC, BB, new, 2300/4000 Volts 

250 HP 3600 RPM Siemens, Frame 449TS, TEFC, new, 460 Volts 

250 HP 3600 RPM Siemens, Frame 507$, TEFC, SB, new, 2300/4000 Volts 

250 HP 3600 RPM Teco, Frame 449TS, TEFC, BB, 2300/4160 Volts, New, KG2502T 

250 HP 3600 RPM Teco, Frame 5007/9A, TEFC, ball bearing, 2300/4160 Volts, new KPF2502 

250 HP 3600 RPM Teco West, Frame 5007A, TEFC, BB, surplus, 2300/4160 Volts (2 available) 
250 HP 3600 RPM Teco Westinghouse Westinghouse, Frame 449TS, ODP, 2300/4000 Volts 

250 HP 3600 Teco-Westinghouse, Frame 447TS, TEFC, new, 460 Volts, 2450 Ibs (2 available) RPM 
250 HP 3600 RPM Toshiba, Frame 449TS, TEFC, BB, 460 Volts 

250 HP 3600 RPM Westinghouse, Frame 5009H, TEFC, BB, 1.15 service factor, 2300 Volts 

250 HP 3600 RPM Worldwide, Frame 449TS, TEFC, new surplus, 460 Volts 

300 HP 500 RPM General Electric, Frame 8307S, DPSB, 2300/4160 Volts 

300 HP 503 RPM Westinghouse, Frame 5809L, 88 amps, 1.0 service factor, 2300 V.(2 available) 
300 HP 585 RPM Allis-Chalmers, Frame 30KKS8, Drip-Proof Ball Bearing, 2300/4000 Volts 

300 HP 585 RPM Teco-Westinghouse Westinghouse, Frame 5808B, ODP, Sleeve, 2300/4160 Volts (4 ... 
300 HP 590 RPM Fuji, Frame 500, TETC BB, 2300/4000 V.(2 available) surplus 

300 HP 594 RPM Siemens, Frame 5810, CGII, 4000 Volts 

300 HP 600 RPM Reliance, Frame 6800, TEFC BB, 460 Volts 

300 HP 690 RPM Louis Allis, Frame 687, DP, RB/BB, 440 Volts 

300 HP 700 RPM General Electric, Frame 8210S, TEFC BB, 460 Volts (2 available) 

300 HP 710 RPM Siemens-Allis, Frame 587U, weather protected enclosure type 2, RB/BB, rebuilt, 2300 ... 
300 HP 710 RPM Teco West, Frame 5808B, TEFC BB, 575 Volts 

300 HP 710 RPM Westinghouse, Frame 30G, ODP, Sleeve Bearing, used, 2300 Volts 

300 HP 720 RPM Toshiba, Frame 400LL, TEFC BB, 2300 Volts 
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MOTORS, A.C., SQUIRREL CAGE - (8,369 listings on our website!) 


300 НР 880 RPM Allis-Chalmers, Frame 58705, weather protected enclosure type 1, BB, 2300/4000 V. (2 ... 


300 HP 889 RPM Elektrim, Frame 585/6, TEFC, RB, 460 Volts 

300 HP 890 RPM Louis Allis, Frame 7208, DP SB, 2300/4000 Volts 

300 HP 890 RPM Toshiba, Frame 587UZ, TEFC, RB, 460 Volts 

300 HP 890 RPM Westinghouse, Frame 3107, TEFC, BB, rebuilt, 4160 Volts 

300 HP 892 RPM Siemens, Frame 5810, TEFC BB, 4160 V.(3 available) 

300 HP 893 RPM Toshiba, Frame 5810US, TEFC, BB, 2300/4160 Volts 

300 HP 893 RPM Toshiba, Frame 5810UZ, TEFC, RB, 2300/4160 Volts, rebuilt 

300 HP 894 RPM Marathon, Frame 5013LS, TEFC, BB, 2300/4000 Volts 

300 HP 895 RPM General Electric, Frame 5013S, TEFC, 4000 Volts 

300 HP 900 RPM General Electric, Frame 5011L, TEFC, BB, new, 2300/4000 Volts 
300 HP 900 RPM General Electric, Frame 5011LL, Drip-Proof Ball Bearing, 2300 Volts 
300 HP 900 RPM General Electric, Frame 5011LL, TEFC, BB, new, 2300/4000 V.(2 available) 
300 HP 900 RPM General Electric, Frame 5011LL, TEFC BB, 2300 Volts, New Surplus 
300 HP 900 RPM General Electric, Frame 8266S, Drip-Proof Ball Bearing, 4160 Volts 
300 HP 900 RPM General Electric, Frame 8288S, TEFC BB Tube, 2300 Volts 

300 HP 900 RPM Reliance, Frame 5008TZ, Drip-Proof Ball Bearing, 4000 Volts 

300 HP 900 RPM Teco, Frame 5009/10/11B, TEFC B/B, 2300/4160V., new, KPF3008 
300 HP 1175 RPM Teco Westinghouse, Frame 5009C, DP, RB, 2300/4160 Volts 

300 HP 1183 RPM Siemens, Frame 509, TEFC, RB/BB, 2300 Volts new surplus 

300 HP 1185 RPM General Electric, Frame 509LL, TEFC, BB, 460 Volts New Unused 
300 HP 1185 RPM General Electric, Frame 8211S, TEFC-XP, rebuilt, 4000 Volts 

300 HP 1185 RPM Marathon, Frame 5009/10/11/12L, TEBC, BB, 460 Volts Rebuilt 

300 HP 1185 RPM Teco /Westinghouse, Frame 5009B, TEFC BB, 2300/4160 Volts 


300 HP 1185 RPM Teco Westinghouse, Frame 5009B/C, TEFC, RB/BB, 2300/4160 Volts (2) 1-new surplus ... 


300 HP 1185 RPM Toshiba, Frame N587UZ, TEFC, 1.15 service factor, 460 V.(2 available) 
300 HP 1185 RPM Toshiba, Frame N587UZ, TEFC, NU324, 6320, 460 Volts 

300 HP 1185 RPM Toshiba, Frame N587UZ, TEFC, RB, 460 Volts 

300 HP 1186 RPM Siemens, Frame 509U, TEFC, RB, 2300 Volts 

300 HP 1188 RPM Siemens, Frame 5011S, TEFC, BB, 575/4000 Volts (2 available) 

300 HP 1189 RPM Reliance, Frame 5012Z, TEFC XT, 1.15 service factor, 2300 Volts 


300 HP 1189 RPM Weg, Frame 355J/H, 1.15 service factor, Severe Duty, BB/RB, surplus, high torque, 460... 


300 HP 1190 RPM Century, Frame 449TZ, TEFC, used, 460 Volts 

300 HP 1190 RPM Louis Allis, Frame 509U, ODP, Used, 4160 Volts 

300 HP 1190 RPM Siemens-Allis, Frame 449T/447T, TEFC, 460 V.(2 available) 

300 HP 1190 RPM Toshiba, Frame 5010US, TEFC, BB, 2300 V.(4 available) 

300 HP 1190 RPM Westinghouse, Frame 5809-B, TEFC, RB, 2300/4160 V.(2 available) 

300 HP 1191 RPM Reliance, Frame BC5008Y/18EC 5008Y, PROT, 460 Volts 

300 HP 1192 RPM Reliance, Frame 50102/50092, TEFCBB, 1.15SF, 2300/4160V.(6 available) 
300 HP 1195 RPM General Electric, Frame 5011L, TEFC, 2300 Volts (2 available) 

300 HP 1196 RPM Reliance, Frame 5011/5012, TEFC, BB, 460 Volts 

300 HP 1200 RPM ABB, Frame 5010, TEFC, BB, new, 460 Volts (3 available) 

300 HP 1200 RPM ABB, Frame 5010, TEFC, BB, new, 2300/4000 Volts 

300 HP 1200 RPM General Electric, Frame 5011LL, TEFC, BB, IEEE841,1.15,2300/4000V.(2 available) 
300 HP 1200 RPM General Electric, Frame 5011LL, TEFC BB, 2300/4000 Volts, New Surplus 
300 HP 1200 RPM General Electric, Frame 509L, TEFC, new, 2300/4000 V.(4 available) 

300 HP 1200 RPM General Electric, Frame 509LL, Drip-Proof Ball Bearing, 4160 Volts 

300 HP 1200 RPM General Electric, Frame 509LL, TEFC, BB, new, 2300/4000 Volts 

300 HP 1200 RPM General Electric, Frame 509LL, TEFC BB, 460 Volts, New Surplus 

300 HP 1200 RPM General Electric, Frame 509LL, TEFC BB, 2300 Volts 

300 HP 1200 RPM General Electric, Frame 509Z, TEFC, BB/RB, new, 2300/4000 Volts (2 available) 
300 HP 1200 RPM General Electric, Frame 8266, Drip-Proof Ball Bearing, 4160 Volts 

300 HP 1200 RPM General Electric, Frame 82882, Drip-Proof Ball Bearing, 4000 Volts 

300 HP 1200 RPM Marathon, Frame 449T, ODP, 3 phase, 460 Volts 

300 HP 1200 RPM Marathon, Frame 5011LS, TEFC BB, 4160 Volts, New Surplus 

300 HP 1200 RPM Reliance, Frame 5008Y, ODP, RB, 460 Volts, used 

300 HP 1200 RPM Siemens, Frame 449T, TEFC, BB, new, 460 Volts 

300 HP 1200 RPM Siemens, Frame 5011, BBTEFC, new, 2300/4000 Volts (5 available) 

300 HP 1200 RPM Siemens, Frame 506, TEFC, BB, new, 2300/4000 Volts 

300 HP 1200 RPM Siemens, Frame 507, TEFC, BB, new, 2300/4000 Volts 

300 HP 1200 RPM Siemens, Frame 507USZ, Drip-Proof Ball Bearing, 4000 Volts 

300 HP 1200 RPM Siemens, Frame 508, TEFC, BB, new, 2300/4000 Volts 

300 HP 1200 RPM Siemens, Frame 509, TEFC, BB/RB, new, 2300/4000 Volts 

300 HP 1200 RPM Siemens, Frame S449LS, TEFC, new, 460 Volts 

300 HP 1200 RPM Teco, Frame 449T, ODP, new surplus, 2300/4000 Volts (2 available) 

300 HP 1200 RPM Teco, Frame 449T, TEFC, 460 Volts, new (2 available) 

300 HP 1200 RPM Teco, Frame 5007/9B, TEFC B/B, 2300/4160V., new, KPF3006 

300 HP 1200 RPM Teco Westinghouse, Frame 5009BD, TEFC BB, 2300/4160 Volts 

300 HP 1200 RPM Teco, Frame 586/7UZ, TEFC R/B, crusher duty, new surp, 460V. 

300 HP 1200 RPM Teco Westinghouse Westinghouse, Frame 5009C, TEFC, 2300/4000 Volts 
300 HP 1200 RPM Teco Westinghouse Westinghouse, Frame 5010/5011C, TEFC, 2300/4000 Volts 
300 HP 1200 RPM Teco Westinghouse Westinghouse, Frame 5010/5011C, TEFC, 2300/4000 Volts 
300 HP 1200 RPM Teco Westinghouse Westinghouse, Frame 5808C, TEFC, 2300/4000 Volts 
300 HP 1200 RPM Teco-Westinghouse, Frame 5808C, TEFC, R/B, 2300/4160 Volts, K3006R, new 
300 HP 1200 RPM Toshiba, Frame 3006QDAB41-R, TEFC, N587UZQ, 460 Volts 

300 HP 1200 RPM Toshiba, Frame 5010UZ, TEFC, 460 V.(2 available) 

300 HP 1200 RPM U.S. Motors, Frame 1587, ODP, B/B 1.0 service factor, 2300 Volts 

300 HP 1200 RPM U.S. Motors, Frame 5805SS, TEFC, 460 Volts 

300 HP 1770 RPM Louis Allis, Frame 7108BS, Drip-Proof Ball Bearing, 2300 Volts 

300 HP 1770 RPM Louis Allis, Frame 7108CS, 4160 Volts WP757 

300 HP 1775 RPM Toshiba, Frame 315M, 2300/4160 Volts 

300 HP 1780 RPM Baldor, Frame 445T, Drip-Proof Ball Bearing, 1.15 service factor, 460 Volts 
300 HP 1780 RPM Baldor, Frame 449TDZ/449TSD, TEFC, 460 Volts 

300 HP 1780 RPM Baldor, Frame 5008S, TEFC, BB, 2300/4160 Volts (2 available) 

300 HP 1780 RPM Marathon, Frame 447TS, 460 Volts WP684 

300 HP 1780 RPM Toshiba, Frame N587UZ, TEFC, RB, 460 Volts (2 available) 

300 1780 WEG, Frame 5008TD, TEFC, 3 ph, 460 Volts 

300 HP 1782 RPM Westinghouse, Frame 3107, TEFC, RB/BB, 2400 Volts 

300 HP 1785 RPM General Electric, Frame 509LL, 2300 Volts WP888 

300 HP 1785 RPM Leeson, Frame 447T/449T, TEFCBB, 1.15, surplus, 460 V.(4 available) 
300 HP 1785 RPM Reliance, Frame 449T, TEFC, 575 Volts (3 available) 

300 HP 1785 RPM Reliance, Frame 449TS, 460 Volts 

300 HP 1785 RPM Siemens, Frame 509S, TEFC, BB, 2300/4000 Volts 

300 HP 1785 RPM Teco West, Frame 5009B, TEFC, BB, new unused, 2300/4160 Volts 
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419-691-2888 
419-691-2888 
419-691-2888 
800-990-7374 
800-849-6686 
800-849-6686 
800-849-6686 
205-612-3051 
800-849-6686 
843-224-3283 
800-849-6686 
800-248-4479 
320-252-0352 
800-849-6686 
919-556-3229 
800-849-6686 
719-754-1981 
520-349-0187 
205-612-3051 
205-612-3051 
419-865-4001 
800-849-6686 
919-556-3229 
360-734-1046 
419-865-4001 
412-963-1111 
800-432-2645 
919-562-8122 
919-562-8122 
318-396-1738 
419-691-2888 
919-562-8122 
419-691-2888 
919-562-8122 
419-691-2888 
419-691-2888 
919-562-8122 
419-691-2888 
419-691-2888 
908-688-1966 
419-691-2888 
803-833-4183 
919-562-8122 
919-562-8122 
919-562-8122 
919-562-8122 
419-691-2888 
919-562-8122 
919-562-8122 
919-562-8122 
770-532-4411 
770-532-4411 
800-990-7374 
419-691-2888 
800-990-7374 
844-606-3336 
844-606-3336 
844-606-3336 
844-606-3336 
800-990-7374 
410-749-1400 
503-266-6838 
800-990-7374 
706-549-6556 
419-865-4001 
800-788-0307 
513-863-4474 
800-248-4479 
800-248-4479 
843-224-3283 
800-788-0307 
919-556-3229 
816-676-0647 
800-849-6686 
800-788-0307 
419-865-4001 
250-442-5561 
856-627-3535 
919-562-8122 
800-849-6686 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 
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DEALER 

North Carolina Mtrs 
North Carolina Mtrs 
Doug Beat Co The 
North Carolina Mtrs 
North Carolina Mtrs 
Dallas Mathews 
North Carolina Mtrs 
North Carolina Mtrs 
East Coast Electric 
Doug Beat Co The 
East Coast Electric 
Romanoff Industries 
East Coast Electric 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Rogers Eqpt Sales 
North Carolina Mtrs 
North Carolina Mtrs 
North Carolina Mtrs 
Bailey Surplus 
North Carolina Mtrs 
Dallas Mathews 
North Carolina Mtrs 
Row Electrical Eqpt 
Lewis Electric 

North Carolina Mtrs 
Electric Motor Shop 
North Carolina Mtrs 
Power Zone Equip 

L & J Investments 
Bailey Surplus 
Bailey Surplus 

Doug Beat Co The 
North Carolina Mtrs 
Electric Motor Shop 
D'Angelo Int'l 

Doug Beat Co The 
Casey Equip./Elec 
HECO Inc. 

East Coast Electric 
East Coast Electric 
Southern Apparatus 
Romanoff Industries 
East Coast Electric 
Romanoff Industries 
East Coast Electric 
Romanoff Industries 
Romanoff Industries 
East Coast Electric 
Romanoff Industries 
Romanoff Industries 
Dealers Industrial 
Romanoff Industries 
ESR Motor Systems 
East Coast Electric 
East Coast Electric 
East Coast Electric 
East Coast Electric 
Romanoff Industries 
East Coast Electric 
East Coast Electric 
East Coast Electric 
Gainesville Ind. 
Gainesville Ind. 
Rogers Eqpt Sales 
Romanoff Industries 
Rogers Eqpt Sales 
Dykman Electrical 
Dykman Electrical 
Dykman Electrical 
Dykman Electrical 
Rogers Eqpt Sales 
Demco Inc. 
Tri-Motor & Machy 
Rogers Eqpt Sales 
Electric Motors Co 
Doug Beat Co The 
Capital Machy Sys 
Professional Motor 
Row Electrical Eqpt 
Row Electrical Eqpt 
Dallas Mathews 
Capital Machy Sys 
Electric Motor Shop 
R/S Electric Motor 
North Carolina Mtrs 
Capital Machy Sys 
Doug Beat Co The 
Boundry Electric 
Willier Electric 

East Coast Electric 
North Carolina Mtrs 


SR ID 
381837 
143398 
418183 
265529 
149309 
207362 
377220 
385823 
171607 
267138 
091786 
404091 
066235 
404160 
454969 
359863 
404105 
320791 
149789 
257969 
380723 
440097 
382518 
441512 
364008 
271290 
374690 
384075 
459106 
429651 
146083 
371799 
440096 
440095 
389570 
193330 
930833 
440969 
287156 
266614 
178847 
463959 
463958 
053866 
404202 
029018 
404106 
091787 
404230 
404005 
397957 
377731 
377732 
348612 
476232 
405035 
293386 
164236 
070614 
070615 
403983 
070616 
054181 
165230 
226311 
174401 
320790 
476596 
319481 
476919 
476925 
476926 
476930 
446669 
260064 
338323 
282862 
196444 
487827 
424911 
142480 
294146 
339100 
420225 
424913 
413194 
260195 
003830 
424915 
943663 
683896 
829002 
171608 
364006 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


MOTORS, A.C., SQUIRREL CAGE - (8,369 listings on our website!) 

300 HP 1785 RPM Teco /Teco-Westinghouse, Frame 5009B/C, TEFC, RB/BB, 2300/4160 Volts (3) 1 rebuilt 
300 HP 1785 RPM U.S. Motors, Frame 449T, 460 Volts, WP42 

300 HP 1785 RPM Frame 447TSD/449TSD, Drip-Proof Ball Bearing, dp, Y-D, surp, 460 Volts (3 available) 
300 HP 1789 RPM Reliance, Frame 23EB-5010Z, weather protected enclosure type 2, 4000 Volts 
300 HP 1790/2685 RPM Baldor-Reliance, Frame 449T, TEFC, 1.0 service factor, 460 Volts, Inverter 
300 HP 1790 RPM General Electric, Frame 447/9T, TEFC, BB, 460 Volts 

300 HP 1790 RPM General Electric, Frame 509Z, 4160 Volts WP841 

300 HP 1790 RPM General Electric, Frame L509VP24, weather protected enclosure type 2, 460 Volts 
300 HP 1790 RPM Louis Allis, Frame 509U, 1.15 service factor, 460 Volts 

300 HP 1790 RPM Louis Allis, Frame 587UZ, TEFC, New, 460 Volts (2 available) 

300 HP 1800 RPM Allis-Chalmers, Frame 26CP, ODP, 2300 Volts 

300 HP 1800 RPM Atlas, Frame 5007S/5009S, TEFC, 460 Volts, New 

300 HP 1800 RPM Baldor, Frame 449T, TEFC, M44304T-4, electrically OK, 460 Volts 

300 HP 1800 RPM Baldor, Frame 449TY, TEFC BB, 2300 Volts 

300 HP 1800 RPM Baldor-Reliance, Frame 449T, TEFC BB, 2300/4000 Volts, New Surplus 

300 HP 1800 RPM General Electric, Frame 5011L, TEFC, Ball, IEEE 841, 2300/4160 Volts, new 

300 HP 1800 RPM General Electric, Frame 5011LL, TEFC, Ball, IEEE 841, 2300/4160 Volts, new 
300 HP 1800 RPM General Electric, Frame 508,509,5008,5009, TEFC, New, 2300/4000 Volts 

300 HP 1800 RPM General Electric, Frame 508/509LL, TEFC, new, 460 Volts 

300 HP 1800 RPM General Electric, Frame 509L, Drip-Proof Ball Bearing, 2300/4160 Volts 

300 HP 1800 RPM General Electric, Frame 509LL, Drip-Proof Ball Bearing, 4160 Volts, New Surplus 
300 HP 1800 RPM General Electric, Frame 509LL, TEFC, BB, 2300 Volts, new 

300 HP 1800 RPM General Electric, Frame 509LL, TEFC, 2300/4160 Volts 

300 HP 1800 RPM General Electric, Frame 509LL, TEFC, Ball, IEEE 841,2300/4160 Volts, new, Q884 (2 ... 
300 HP 1800 RPM General Electric, Frame 509Z, tefc bb, shaft U=4" V=9.50", new, 2300/4160V. 
300 HP 1800 RPM General Electric, Frame 8188S, Drip-Proof Ball Bearing, 4000 Volts 

300 HP 1800 RPM General Electric, Frame L509TP20, WP2, VHS, 460 Volts, New, 2 available 

300 HP 1800 RPM Leeson, Frame 449T, TEFC, new surplus, 460 V.(14 available) 

300 HP 1800 RPM Lincoln, Frame 4477, Drip-Proof Ball Bearing, 460 Volts 

300 HP 1800 RPM Marathon, Frame 447/9T, TEFC, 460 Volts 

300 HP 1800 Reliance, Frame 449T, TEFC, new, 460 Volts, 2600 Ibs (3 available) RPM 

300 HP 1800 RPM Reliance, Frame 449TSD, ODP, rebuilt, 460 Volts 

300 HP 1800 RPM Reliance, Frame 5003S, weather protected enclosure type 1, BB, 1.0 service factor ... 
300 HP 1800 RPM Reliance, Frame 5008Z, TEFC, 1.0 service factor, new, 4000 Volts 

300 HP 1800 RPM Reliance, Frame L3698, DPFVBB, 460 Volts 

300 HP 1800 RPM Siemens, Frame 447/449T, TEFC, new, 460 Volts 

300 HP 1800 RPM Siemens, Frame 447/9T, TEFC, SD, new, 460 Volts 

300 HP 1800 RPM Siemens, Frame 449T, TEFC, rebuilt, 575 Volts 

300 HP 1800 RPM Siemens, Frame 449T, TEFC, BB, new, 2300/4000 Volts 

300 HP 1800 RPM Siemens, Frame S449T, TEFC, BB, new, 2300/4000 Volts 

300 HP 1800 RPM Tatung, Frame 449TDZ, TEFC BB, 460 Volts 

300 HP 1800 RPM Teco, Frame 447/9T, TEFC, B/B, 1.15 service factor, 460 Volts, EP3004 

300 HP 1800 RPM Teco, Frame 449T, ODP, new surplus, 2300/4000 Volts (3 available) 

300 HP 1800 RPM Teco Westinghouse, Frame 449T, TEFC, 4P, 460 Volts, reconditioned 

300 HP 1800 RPM Teco, Frame 449T, TEFC, BB, 2300/4160 Volts, New, KG3004T 

300 1800 Teco, Frame 449T/9T, TEFC,460 V. Y-D 6 leads,EP3004R,new 

300 HP 1800 RPM Teco Westinghouse, Frame 5009C, TEFC BB, 4160 Volts 

300 HP 1800 RPM Teco Westinghouse, Frame 5009/5010/5011B, TEFC, 2300/4000 Volts 

300 HP 1800 RPM Teco Westinghouse Westinghouse, Frame 5009C, TEFC, 2300/4000 Volts 

300 HP 1800 RPM Teco Westinghouse, Frame 449T, TEFC, 50/60HZ, 380/460 Volts w/1HP Aux Fan 
300 HP 1800 RPM Toshiba, Frame 315LL, TEFC BB, 4000 Volts 

300 HP 1800 RPM Toshiba, Frame 355L, TEFC, reconditioned., 2300/4160 Volts 

300 HP 1800 RPM Toshiba, Frame 447TSSD, Drip-Proof Ball Bearing, 460 Volts 

300 HP 1800 RPM Toshiba, Frame 449T, TEFC, IEEE841, BB, 460 Volts, New 

300 HP 1800 RPM Toshiba, Frame 449T, TEFC BB, 4000 Volts 

300 HP 1800 RPM Toshiba, Frame 5010UZ, TEFC, 460 V.(5 available) 

300 HP 1800 RPM Toshiba, Frame 587UZ, TEFC, RB, 1.15 service factor, rebuilt, 460 Volts 

300 HP 1800 RPM U.S. Motors, Frame 447TS, Drip-Proof Ball Bearing, 460 Volts 

300 HP 1800 RPM U.S. Motors, Frame 449T/449TS, TEFC, 1.15 service factor, 460 Volts 

300 HP 1800 RPM U.S. Motors, Frame 5007, Drip-Proof Ball Bearing, 460 Volts 

300 HP 1800 RPM Westinghouse Canada, Frame 5008L, Drip-Proof Ball Bearing, 4000 Volts 

300 HP 3450 RPM Westinghouse, Frame 5008H, Drip-Proof Ball Bearing, 2300/4160 Volts 

300 HP 3553 RPM Teco, Frame 445TS, ODP, 1.15SF, 11-slide, 460 Volts 

300 HP 3560 RPM General Electric, Frame 509LS, TEFC, BB, new unused, 460 Volts (4 available) 
300 HP 3564 RPM Siemens, Frame 509S, TEFC, sleeve, 2300/4000 Volts 

300 HP 3565 RPM Toshiba, Frame N587USS, TEFC, Used, 460 Volts 

300 HP 3570 RPM Reliance, Frame 449TS, TEFC, Rebuilt, 460 Volts 

300 HP 3575 RPM Siemens, Frame 509-SY, TEFC, CZ, 2300/4000 V.(2 available) 

300 HP 3577 RPM Siemens, Frame 507S, TEFC, BB, 2300/4160 Volts (2 available) 

300 HP 3580 RPM Siemens, Frame 447TS/449TS, TEFCBB, 460 Volts (2 available) 

300 HP 3580 RPM Teco Westinghouse, Frame 447/9TS, TEFC, BB, 460 Volts 

300 HP 3600 RPM ABB, Frame 5010S, TEFC BB, 4000 Volts, New Surplus 

300 HP 3600 RPM General Electric, Frame 5011/10LS, TEFC-ieee841, BB, new, 2300/4000V. 

300 HP 3600 RPM General Electric, Frame 5011LS, TEFC, Ball, IEEE 841, 2300/4160 Volts, new 
300 HP 3600 RPM General Electric, Frame 509LS, Drip-Proof Ball Bearing, 2300 Volts 

300 HP 3600 RPM General Electric, Frame 509LS, weather protected enclosure type 2, Slv Brg, пем... 
300 HP 3600 RPM Marathon, Frame 449TS, TEFC, new, 460 Volts (2 available) 

300 HP 3600 RPM Ram, Frame 447TDZ, Drip-Proof Ball Bearing, 460 Volts 

300 HP 3600 RPM Reliance, Frame 445TDZ, Drip-Proof Ball Bearing, 460 Volts 

300 HP 3600 RPM Siemens, Frame 449TS, TEFC, new, 460 Volts 

300 HP 3600 RPM Siemens, Frame 449TS, TEFC, BB, new, 2300/4000 Volts 

300 HP 3600 RPM Siemens, Frame 449TS, TEFC BB, 460 Volts, New Surplus 

300 HP 3600 RPM Siemens, Frame 507S, TEFC, 1.15 service factor, SB, new, 2300/4000 Volts 

300 HP 3600 RPM Siemens, Frame 509S, TEFC, BB, 2300/4000 Volts (2 available) 

300 HP 3600 RPM Teco, Frame 449TS, TEFC, BB, 2300/4160 Volts, New, KG3002T 

300 HP 3600 RPM Teco Westinghouse Westinghouse, Frame 449TS, ODP, 2300/4000 Volts 

300 HP 3600 RPM Teco Westinghouse, Frame 5009/5010/5011A, TEFC, 2300/4000 Volts 

300 HP 3600 RPM Teco Westinghouse Westinghouse, Frame 5009A, ODP, 2300/4000 Volts 

300 HP 3600 RPM Toshiba, Frame 449TS, TEFC BB, 4000 Volts 

300 HP 3600 RPM U.S. Motors, Frame 449TSC, TEFC BB, 460 Volts 

300 HP 3600 RPM WEG, Frame 444/5TS, Drip-Proof Ball Bearing, 460 Volts, New Surplus 

302 HP 3600 RPM Siemens-Allis, Frame 445TDZ, ODP, BB, chiller mtr, 460V.(2 available) 

312 HP 3600 RPM Toshiba, Frame 447TDZ, DP, with feet, 460 Volts 

350 HP 428 RPM Westinghouse, Frame 3A45, weather protected enclosure type 1 SB, 2300/4000 V.(13 ... 
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800-849-6686 
800-788-0307 
419-865-4001 
918-752-0309 
800-248-4479 
919-556-3229 
800-788-0307 
918-752-0309 
800-550-4374 
205-612-3051 
618-451-6900 
803-833-4183 
205-462-3453 
419-691-2888 
419-691-2888 
615-839-4000 
615-839-4000 
803-833-4183 
919-562-8122 
419-691-2888 
419-691-2888 
318-396-1738 
713-473-3231 
615-839-4000 
919-562-8122 
419-691-2888 
800-990-7374 
770-532-4411 
419-865-4001 
661-327-4271 
321-379-0443 
843-374-5469 
318-396-1738 
713-928-2615 
419-691-2888 
919-562-8122 
800-432-2645 
843-374-5469 
919-562-8122 
713-928-2615 
419-691-2888 
800-990-7374 
770-532-4411 
270-678-1337 
803-833-4183 
336-784-4006 
419-691-2888 
844-606-3336 
844-606-3336 
815-727-6606 
419-691-2888 
800-858-0091 
419-691-2888 
803-833-4183 
419-691-2888 
503-266-6838 
800-990-7374 
419-691-2888 
800-248-4479 
419-691-2888 
419-691-2888 
419-865-4001 
432-333-3923 
919-562-8122 
918-752-0309 
205-612-3051 
205-612-3051 
918-486-2660 
918-752-0309 
419-865-4001 
800-849-6686 
419-691-2888 
800-877-7520 
615-839-4000 
419-691-2888 
800-877-7520 
908-688-1966 
419-691-2888 
419-691-2888 
919-562-8122 
919-562-8122 
419-691-2888 
713-928-2615 
919-562-8122 
803-833-4183 
844-606-3336 
844-606-3336 
844-606-3336 
419-691-2888 
419-691-2888 
419-691-2888 
918-752-0309 
800-248-4479 
419-865-4001 
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DEALER 

North Carolina Mtrs 
Capital Machy Sys 
Doug Beat Co The 
Pump & Motor Works 
Row Electrical Eqpt 
Electric Motor Shop 
Capital Machy Sys 
Pump & Motor Works 
AmeriMex Motor 
Bailey Surplus 

IL Electric Works 
ESR Motor Systems 
Yellowhammer Elec 
Romanoff Industries 
Romanoff Industries 
Heartland Motors 
Heartland Motors 
ESR Motor Systems 
East Coast Electric 
Romanoff Industries 
Romanoff Industries 
Southern Apparatus 
Sulzer Electrical 
Heartland Motors 
East Coast Electric 
Romanoff Industries 
Rogers Eqpt Sales 
Gainesville Ind. 
Doug Beat Co The 
Electric Mtr Works 
Electric Motors 
Lake City Elec Mtr 
Southern Apparatus 
Houston Armature 
Romanoff Industries 
East Coast Electric 
HECO Inc. 

Lake City Elec Mtr 
East Coast Electric 
Houston Armature 
Romanoff Industries 
Rogers Eqpt Sales 
Gainesville Ind. 
Brooks Motor & Elec 
ESR Motor Systems 
Henry's Elec Motors 
Romanoff Industries 
Dykman Electrical 
Dykman Electrical 
Joliet Electric Mtr 
Romanoff Industries 
L & L Machinery Co 
Romanoff Industries 
ESR Motor Systems 
Romanoff Industries 
Tri-Motor & Machy 
Rogers Eqpt Sales 
Romanoff Industries 
Row Electrical Eqpt 
Romanoff Industries 
Romanoff Industries 
Doug Beat Co The 
Roundhouse Electric 
East Coast Electric 
Pump & Motor Works 
Bailey Surplus 
Bailey Surplus 
Salyer Motors Inc 
Pump & Motor Works 
Doug Beat Co The 
North Carolina Mtrs 
Romanoff Industries 
NEMSCO 

Heartland Motors 
Romanoff Industries 
NEMSCO 

Dealers Industrial 
Romanoff Industries 
Romanoff Industries 
East Coast Electric 
East Coast Electric 
Romanoff Industries 
Houston Armature 
East Coast Electric 
ESR Motor Systems 
Dykman Electrical 
Dykman Electrical 
Dykman Electrical 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Pump & Motor Works 
Row Electrical Eqpt 
Doug Beat Co The 


SRID 
429650 
424851 
901457 
205509 
450482 
282707 
424912 
246840 
593572 
440094 
300045 
433685 
163784 
377734 
377735 
449063 
449064 
418027 
014752 
403857 
404180 
450704 
336199 
449067 
126838 
403980 
382695 
197536 
549938 
238311 
469536 
157556 
053863 
733998 
404203 
165231 
262165 
157555 
006968 
070172 
454808 
393815 
226312 
467400 
397384 
240302 
455002 
476477 
476916 
412888 
454856 
371491 
454782 
473657 
455054 
338322 
289946 
359864 
322998 
359865 
404200 
361166 
200628 
082212 
242782 
440093 
440092 
053694 
269830 
655774 
377530 
468900 
826585 
449061 
403897 
872027 
400548 
367724 
404093 
165232 
077445 
454964 
841431 
289343 
397383 
477171 
476480 
477179 
454788 
454989 
455009 
101539 
796040 
394703 
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MOTORS, A.C., SQUIRREL CAGE - (8,369 listings on our website!) 

350 HP 500 RPM General Electric, Frame 8409S, TEFC (TEAAC), 4000 Volts (2 available) 

350 HP 585 RPM U.S. Motors, Frame 5010MS, Drip-Proof Ball Bearing, 460 Volts 

350 HP 592 RPM Westinghouse, Frame 58091, Drip-Proof Ball Bearing, 460 Volts 

350 HP 600 RPM Teco Westinghouse, Frame 6808B, TEFCSB, 4000 Volts 

350 HP 710 RPM General Electric, Frame 84092, TETC, BB, 4000 Volts 

350 HP 713 RPM Siemens, Frame 708S, TEFC, Used, 460 Volts 

350 HP 715 RPM Siemens, Frame SH400Z, TEFC, new, 2300/4000 Volts 

350 HP 720 RPM Reliance, Frame 58102, ООР, BB, 2300 Volts 

350 HP 720 RPM U.S. Motors, Frame 1689SS, DP, BB, 2300 Volts Rebuilt 

350 HP 720 RPM U.S. Motors, Frame 1689SS, Drip-Proof Ball Bearing, 2300 Volts 

350 HP 886 RPM Westinghouse, Frame 326, ODP, 440 Volts 

350 HP 889 RPM Siemens, Frame 588Z, weather protected enclosure type 1, SB, 1.15 service factor ... 
350 HP 890 RPM Teco West, Frame 5808C, TEFC, RB/BB, 2300/4160 Volts (2) 1 Rebuilt 

350 HP 892 RPM Siemens, Frame 588, TEFC, BB, 460 Volts 

350 HP 900 RPM Allis-Chalmers, Frame 30FS8, TEFC BB, 2300 Volts 

350 HP 900 RPM General Electric, Frame 5012/5013S, TEFC, BB, new, 2300/4000 Volts (2 available) 
350 HP 900 RPM Siemens, Frame 30ES8, TEFC BB EXP, 4000 Volts 

350 HP 900 RPM Siemens, Frame 588, weather protected enclosure type 2, 2300 Volts (4 available) 
350 HP 900 RPM U.S. Motors, Frame 1589S, ODP, BB, 1.15 service factor, 2300 Volts 

350 HP 1180 RPM Toshiba, Frame 5010US, TEFC, BB, 2300 Volts New Unused 

350 HP 1180 RPM Toshiba, Frame 5010UZ, TEFCRB, quarry duty, 1.15,460YD 

350 HP 1185 RPM Teco Westinghouise, Frame 5011B, TEFC, rebuilt, 2300/4160 Volts 

350 HP 1186 RPM Siemens, Frame 5011S, TEFC, BB, 575 Volts (2 available) 

350 HP 1190 RPM General Electric, Frame 5011L, ODP, Used, 2300 Volts 

350 HP 1190 RPM Toshiba, Frame 5010UZ, TEFC, RB/BB, 2300 Volts Rebuilt 

350 HP 1195 RPM General Electric, Frame 5011LL, TEFCBB, 2300 Volts 

350 HP 1200 RPM ABB, Frame 5010, TEFC, BB, new, 460 Volts (3 available) 

350 HP 1200 RPM Allis-Chalmers, Frame 507US, Drip-Proof Ball Bearing, 2300 Volts 

350 HP 1200 RPM Baldor, Frame 5011LY, TEFC BB, 460 Volts 

350 HP 1200 RPM General Electric, Frame 5010/5011L, TEFC, BB, new, 460 Volts 

350 HP 1200 RPM General Electric, Frame 5010/5011LB, TEFC, BB, new, 460 Volts 

350 HP 1200 RPM General Electric, Frame 5010/5011LL, TEFC, BB, new, 460 Volts 

350 HP 1200 RPM General Electric, Frame 5011, TEFC, BB, new, 2300/4000 Volts (5 available) 
350 HP 1200 RPM General Electric, Frame 5011L, Drip-Proof Ball Bearing, 2300 Volts 

350 HP 1200 RPM General Electric, Frame 5011L, TEFC, Ball, IEEE 841,2300/4160 Volts, new, Q895 
350 HP 1200 RPM General Electric, Frame 5011LL, Drip-Proof Ball Bearing, 2300 Volts 

350 HP 1200 RPM General Electric, Frame 5011LL, TEFC BB, 2300/4000 Volts, New Surplus 
350 HP 1200 RPM Siemens, Frame 5010, TEFC, new, 460 Volts 

350 HP 1200 RPM Siemens, Frame S449LS, TEFC, RB, new, 460 Volts 

350 HP 1200 RPM Siemens-Allis, Frame 509U, TEFC BB, 4000 Volts 

350 HP 1200 RPM Teco, Frame 5010/5011UZ, TEFC, new surplus, 460 Volts 

350 HP 1200 RPM Teco, Frame 586/7UZ, 5806/5807, RB, crusher duty, rebuilt, 460 Volts 


350 HP 1200 RPM Teco Westinghouse, Frame 5007/9B, TEFC, ball bearing, 2300/4160 Volts, new KPF3506 


350 HP 1200 RPM Teco Westinghouse Westinghouse, Frame 5010/5011C, TEFC, 2300/4000 Volts 
350 HP 1200 RPM Teco Westinghouse Westinghouse, Frame 5010/5011C, TEFC, 2300/4000 Volts 
350 HP 1200 RPM Teco-Westinghouse, Frame 5808C, TEFC, R/B, 2300/4160 Volts, new 
350 HP 1200 RPM Toshiba, Frame 5010US, TEFC BB, 2300 Volts, New Surplus 

350 HP 1200 RPM Toshiba, Frame 5010UZ, TEFC BB, 2300 Volts 

350 HP 1200 RPM Toshiba, Frame 509/5009/5010/5011US, TEFC, BB, new, 2300/4000V. 

350 HP 1200 RPM U.S. Motors, Frame 449TZ, TEFC BB, 460 Volts, New Surplus 

350 HP 1200 RPM Westinghouse, Frame 3507, TEFC BB, 4160 Volts 

350 HP 1767 RPM Westinghouse, Frame 509US, ODP, used, 440 Volts 

350 HP 1770 RPM Toshiba, Frame 355L, TEFC, 1.00 service factor, 2300/4160 Volts 

350 HP 1775 RPM General Electric, Frame 8188DZ, Drip-Proof Ball Bearing, D-Flange, 2300/4000 Volts 
350 HP 1781 RPM Reliance, Frame 5006DZ, Atlas Copco ZR275, A-3177 

350 HP 1785 RPM Baldor /Rel., Frame 447T/449T, TEFCBB, 1.15 service factor, 460YD V.(2 available) 
350 HP 1785 RPM Baldor-Reliance, Frame 449T, TEFC, New Surplus, 460 Volts 

350 HP 1785 RPM General Electric, Frame 509LL, TEFC, BB, new surplus, 460 Volts 

350 HP 1785 RPM Teco, Frame 5009B, TEFC BB, 2300/4160 V.(3 available) 

350 HP 1785 RPM Teco West, Frame 5805B, 2300/4160 Volts Includes Heaters 

350 HP 1785 RPM U.S. Motors, Frame 449T, TEFC, unused, 460 Volts 

350 HP 1785 RPM U.S. Motors, Frame 5807ML, TEFC, BB, 2300/4000 Volts 

350 HP 1785 RPM Westinghouse, Frame 5009B, TEFC, BB, 2300/4160 Volts 

350 HP 1786 RPM Siemens, Frame 509S, TEFC, BB, 575 Volts, rebuilt 

350 HP 1790 RPM Baldor, Frame 5810, TEFC, 1.15 service factor, 4160 Volts 

350 HP 1790 RPM Baldor-Reliance, Frame 449T, TEFC explosion proof, New, 460 Volts 
350 HP 1791 RPM Baldor /Reliance, Frame 25BG5011/12Z, TEFC, BB, 460 Volts 

350 HP 1800 RPM ABB, Frame N5010, TEFC, new, 2300/4000 Volts 

350 HP 1800 RPM Allis-Chalmers, Frame 26CS8, mdl 147, insul class B (VPI), 2300 Volts 
350 HP 1800 RPM Atlas, Frame 5007S/5009S, TEFC, 460 Volts, New 

350 HP 1800 RPM Baldor, Frame 447/9TS, TEFC BB, 460 Volts, New Surplus 

350 HP 1800 RPM Baldor, Frame 449T, TEFC BB, 460 Volts 

350 HP 1800 RPM Baumuller, Frame 225L, DPFVBB, 440 Volts, New Surplus 

350 HP 1800 RPM Century, Frame 449TZ, ODP, rebuilt, 460 Volts 

350 HP 1800 RPM General Electric, Frame 5011LL, TEFC, Ball, IEEE 841,2300/4160 Volts, new, Q892 
350 HP 1800 RPM General Electric, Frame 5011LL, TEFC BB, 2300 Volts 

350 HP 1800 RPM General Electric, Frame 5011LL, TEFC BB EXP, 4000 Volts, New Surplus 
350 HP 1800 RPM General Electric, Frame 508,509,5008,5009, TEFC, New, 2300/4000 Volts 
350 HP 1800 RPM General Electric, Frame 509/8LL, TEFC-IEEE 841, BB, new, 2300/4000V. 
350 HP 1800 RPM General Electric, Frame 509L, Drip-Proof Ball Bearing, 4000 Volts 

350 HP 1800 RPM General Electric, Frame 509LL, TEFC, BB, new surplus, 460 Volts 

350 HP 1800 RPM Hyundai, Frame 449T, TEFC, new surplus, 460 Volts 

350 HP 1800 RPM Louis Allis, Frame 449TSC, TEFC, BB, 1.15 service factor, 2300V. 

350 HP 1800 RPM Marathon, Frame 447TS, ODP, rebuilt, 460 Volts 

350 HP 1800 RPM Reliance, Frame 5006DZ, Drip-Proof Ball Bearing, 4000 Volts 

350 HP 1800 RPM Siemens, Frame 449LS, TEFC S/D, rebuilt, 460 Volts 

350 HP 1800 RPM Siemens / GE, Frame 449T, TEFC, new, 2300/4000 Volts (2 available) 

350 HP 1800 RPM Siemens, Frame 508, Drip-Proof Ball Bearing, 4160 Volts 

350 HP 1800 RPM Siemens, Frame 508, Drip-Proof Ball Bearing, 4160 Volts 

350 HP 1800 RPM Siemens, Frame L447/9T, TEFC, SD, new, 460 Volts 

350 HP 1800 RPM Siemens, Frame S449SS/S449LS, TEFC, new, 460 Volts 

350 HP 1800 RPM Teco West, Frame 5009B, ODP, BB, 2300/4000 Volts 

350 HP 1800 RPM Teco, Frame 5009B, TEFC BB, 2300/4160 Volts, Cat#KG3504/KPF3504 
350 HP 1800 RPM Teco, Frame 5009B, TEFC-BB, new surplus, 460 Volts 


134 ELECTRICAL & POWER EQUIPMENT 
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SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 
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MOTORS, A.C., SQUIRREL CAGE - (8,369 listings on our website!) 

350 HP 1800 RPM Teco, Frame 507/509/5007/5009B, TEFC, BB, new, 460 Volts 

350 HP 1800 RPM Teco Westinghouse, Frame 5009/5010/5011B, TEFC, 2300/4000 Volts 

350 HP 1800 RPM Teco Westinghouse, Frame 5009B, TEFC BB, 4160 Volts 

350 HP 1800 RPM Teco Westinghouse Westinghouse, Frame 5009C, TEFC, 2300/4000 Volts 

350 HP 1800 RPM Toshiba, Frame 447TSC, Drip-Proof Ball Bearing, 230 Volts 

350 HP 1800 RPM Toshiba, Frame 509/5009/5010/5011US, TEFC, BB, new, 2300/4000V. 

350 HP 1800 RPM U.S. Motors, Frame 1587, weather protected enclosure type 2 BB, 2300/4000 Volts 
350 HP 1800 RPM Weg, Frame 449T, TEFC, 460 Volts, surplus 

350 HP 1800 RPM Weg, Frame 5809/10, TEFC, ball, new, 4160 Volts 

350 HP 1800 RPM WEG, Frame 586/7, TEFC ВВ, 460/796 Volts 

350 HP 1800 RPM Westinghouse Canada, Frame 5008U, Drip-Proof Ball Bearing, 4000 Volts 

350 HP 1800 RPM Westinghouse, AC motor, 460 Volts 

350 HP 3560 RPM General Electric, Frame 6325S, TEFC, 440 Volts 

350 HP 3564 RPM Siemens, Frame 509S, TEFC, sleeve, 2300/4000 Volts 

350 HP 3565 RPM General Electric, Frame 447TS, Drip-Proof Ball Bearing, 1.15 service factor, 460 ... 
350 HP 3565 RPM General Electric, Frame 8188S, ODP, 2300 Volts 

350 HP 3567 RPM Reliance, Frame 5010S, TEFC BB, 2300/4160 Volts 

350 HP 3570 RPM General Electric, Frame 6318P30, weather protected enclosure type 2, 4160 Volts 
350 HP 3583 RPM Teco, Frame 449TS, TEFC, 460 Volts 

350 HP 3600 RPM General Electric, Frame 315, TEFC, new, 460 V.(2 available) 

350 HP 3600 RPM General Electric, Frame 5011/10LS, TEFC, BB, new, 2300/4000 Volts 

350 HP 3600 RPM General Electric, Frame 5011/10LS, TEFC-SD-EE, SIvV Brg, new, 2300/4000 Volts 
350 HP 3600 RPM General Electric, Frame 5011LS, TEFC, Ball, IEEE 841,2300/4160 Volts, new, Q834/Q835 ... 
350 HP 3600 RPM General Electric, Frame 509LS, Drip-Proof Ball Bearing, 2300 Volts 

350 HP 3600 RPM General Electric, Frame 509LS, Drip-Proof Ball Bearing, 4160 Volts 

350 HP 3600 RPM General Electric, Frame 509LS, weather protected enclosure type 2, SB, new ... 
350 HP 3600 RPM Lincoln, Frame 449TS, ODP, new, 460 Volts 

350 HP 3600 RPM Louis Allis, Frame 7110BS, ODP, 1.25 service factor, 2300 Volts 

350 HP 3600 RPM Siemens, Frame 5011, TEFC, BB, 2300/4000 Volts (2 available) 

350 HP 3600 RPM Siemens, Frame 507$, TEFC, 1.15, SB, new, 2300/4000 Volts 

350 HP 3600 RPM Siemens, Frame 508$, Drip-Proof Ball Bearing, 4160 Volts 

350 HP 3600 RPM Siemens, Frame 508S, Drip-Proof Ball Bearing, 4160 Volts 

350 HP 3600 RPM Siemens, fr.509US, WPII/TEAAC, SB, 1.15,2300/4000V.(2 available) 

350 HP 3600 RPM Siemens, Frame L449TS, TEFC, BB, new, 460 Volts 

350 HP 3600 RPM Siemens, Frame S449SS, TEFC, new, 460 Volts 

350 HP 3600 RPM Siemens, Frame S449TS, TEFC, BB, new, 2300/4000 Volts 

350 HP 3600 RPM Tatung, Frame 5808NS, TEFC, BB, 1.15, new surp, 2300/4160V. 

350 HP 3600 RPM Tatung, Frame N5009, TEFC, 4160 Volts 

350 HP 3600 RPM Teco Westinghouse KG3502, Frame 5009A, TEFC, 2300/4160 Volts 

350 HP 3600 RPM Teco, Frame 5009A, TEFC B/B, new, 2300/4160 Volts, KPF3502 

350 HP 3600 RPM Teco, Frame 507S/5007A/509S/5009A, TEFC, BB, New, 460 Volts 

350 HP 3600 RPM Teco Westinghouse, Frame 5009/5010/5011A, TEFC, 2300/4000 Volts 

350 HP 3600 RPM Teco Westinghouse Westinghouse, Frame 5009A, ODP, 2300/4000 Volts 

350 HP 3600 RPM U.S. Motors, Frame 445/7TS, ODP, new, 460 Volts (4 available) 

350 HP 3600 RPM U.S. Motors, Frame 5008S, ODP, BB, new, 2300/4000 Volts 

350 HP 3600 RPM WEG, Frame 447/9TS, Drip-Proof Ball Bearing, 460 Volts, New Surplus 

350 HP 3600 RPM Weg, Frame 447/9TSD, Drip-Proof Ball Bearing, new surplus, 460 Volts 

350 HP 3600 RPM Westinghouse, Frame 509US, ODP, 4160 Volts 

375 HP 3555 RPM Loher, Frame 355LM, TEFC, New Surplus, 6600 Volts 

400 HP 505 RPM U.S. Motors, Frame 6810MS, DP, BB, rebuilt, 4160 Volts 

400 HP 585 RPM U.S. Motors, Frame 6809S, DP, BB, 4160 Volts rebuilt 

400 HP 590 RPM Siemens, Frame 30KKS6, ODP, Sleeve Bearing, used, 4160 Volts (2 available) 

400 HP 592 RPM Westinghouse, Frame 4010, WPIBB, D=15.75", 460 V.(2 available) 

400 HP 705 RPM General Electric, Frame 6338P30, weather protected enclosure type 1, 4000 Volts 
400 HP 706 RPM General Electric, Frame 8309S, weather protected encl. type 2, BB, 2300/4000V. (2) 
400 HP 710 RPM Reliance, Frame 588US/5808S, Drip-Proof Ball Bearing, 2300/4160 Volts (3 available) 
400 HP 716 RPM Reliance, Frame 36EC5810S, TEFC-XT, BB, 4160 Volts 

400 HP 872 RPM Westinghouse, Frame 5810L, Drip-Proof Ball Bearing, 1.15 service factor, 4000 Volts 
400 HP 885 RPM Allis-Chalmers, Frame 30KKS8, DP, BB, 2400 Volts, rebuilt 

400 HP 885 RPM Teco, Frame 6808BS short shaft, TEFC, BB, 2300/4160 Volts 

400 HP 885 RPM U.S. Motors, Frame 5812S, TEFC, 4160 Volts (2 available) 
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“Fast ever’ ELECTRIC MOTOR BEARINGS 


* Low Prices! 
* Insulated & Ceramic Bearings 


STOCK resource. n * Cylindrical Roller Bearings 
PARTS * Deep Groove Ball Bearings 


Visit us: www.instockparts.com * E-mail: sales@instockparts.com * Call: 479-668-3141 * Fax: 479-358-9077 


December 2023 


DEALER 

ESR Motor Systems 
Dykman Electrical 
Romanoff Industries 
Dykman Electrical 
Romanoff Industries 
ESR Motor Systems 
Doug Beat Co The 
Shermco Industries 
Rogers Eqpt Sales 
Romanoff Industries 
Romanoff Industries 
D & H Machinery Inc 
Atlas Electric Inc 
Pump & Motor Works 
Doug Beat Co The 
Atlas Electric Inc 
Doug Beat Co The 
Pump & Motor Works 
Electric Motor Shop 
East Coast Electric 
NEMSCO 

NEMSCO 

Heartland Motors 
Romanoff Industries 
Romanoff Industries 
NEMSCO 

Dealers Industrial 
Rogers Eqpt Sales 
East Coast Electric 
Houston Armature 
Romanoff Industries 
Romanoff Industries 
Ace Armature Works 
East Coast Electric 
East Coast Electric 
Houston Armature 
Rogers Eqpt Sales 
Electric Mtr Works 
Sulzer Electrical 
Rogers Eqpt Sales 
ESR Motor Systems 
Dykman Electrical 
Dykman Electrical 
Dealers Industrial 
ESR Motor Systems 
Romanoff Industries 
Romanoff Industries 
Lake City Elec Mtr 
Bailey Surplus 
North Carolina Mtrs 
North Carolina Mtrs 
Bailey Surplus 

Doug Beat Co The 
Pump & Motor Works 
North Carolina Mtrs 
Doug Beat Co The 
North Carolina Mtrs 
Row Electrical Eqpt 
North Carolina Mtrs 
Electric Motor Shop 
Casey Equip./Elec 


SRID 
351515 
476476 
473493 
476922 
377738 
362796 
574539 
427639 
351672 
454987 
404237 
413697 
024602 
242783 
489442 
024601 
758611 
246839 
282708 
082213 
734711 
977048 
449054 
404253 
404163 
872028 
400547 
289942 
421992 
841432 
403986 
404229 
004331 
387826 
165235 
070173 
289941 
082617 
430516 
341537 
432903 
476479 
477178 
400546 
366199 
454919 
346103 
037467 
440103 
364004 
265528 
440108 
691072 
246837 
210699 
791337 
210695 
926935 
467441 
352016 
266622 


400 HP 885 RPM U.S. Motors, Frame 5812S, TEFC BB, 2300/4160 V.(6 available) 

400 HP 888 RPM Toshiba, Frame 355-1000, TETC, BB, 4160 Volts 

400 HP 889 RPM Siemens, Frame 5882, weather protected enclosure type 1, SB, 1.15 service factor ... 
400 HP 890 RPM General Electric, Frame 5011LL, weather protected enclosure type 2, BB, 4160 Volts (4 ... 
400 HP 900 RPM General Electric, Frame 5012/5013S, TEFC, BB, new, 2300/4000 Volts (2 available) 

400 HP 900 RPM General Electric, Frame 8206Z, weather protected enclosure type 1, BB, 1.0 service ... 
400 HP 900 RPM General Electric, Frame 8288S, Drip-Proof Ball Bearing, 4000 Volts 

400 HP 900 RPM Siemens, Frame 588, weather protected enclosure type 2, 2300 Volts (4 available) 

400 HP 900 RPM Teco Westinghouse, Frame 5009/10/11C, TEFC, roller bearing, 2300/4160 Volts, new ... 
400 HP 900 RPM Teco-Westinghouse, Frame 5808B, TEFC, B/B, 2300/4160 Volts, New, KG4008 

400 HP 1164 RPM Westinghouse, Frame 5808, DP SB, 2300 Volts 

400 HP 1180 RPM Allis-Chalmers, Frame 587US, ODP, rebuilt, 2300 Volts 

400 HP 1180 RPM General Electric, Frame P208L(8288), TEFC, BB, 4160 Volts 

400 HP 1180 RPM Siemens, Frame 588/US, weather protected enclosure type 1, BB, 2300 Volts (2... 
400 HP 1183 RPM Westinghouse, Frame 5010L, weather protected enclosure type 2, 2300 Volts (2 ... 
400 HP 1185 RPM Siemens, Frame 5011, TEFCBB, 2300 Volts 

400 HP 1185 RPM Toshiba, Frame 5010US, TEFC, BB, 4000 Volts (2 available) 

400 HP 1186 RPM Siemens, Frame 5011, TEFC, RB/BB, 2300 Volts 

400 HP 1190 RPM General Electric, Frame 5011LL, Drip-Proof Ball Bearing, 2300/4160V.(4 available) 
400 HP 1190 RPM General Electric, Frame 509L, weather protected enclosure type 2, BB, 1.15 service ... 
400 HP 1190 RPM Toshiba, Frame 5010US, TEFC, BB, 2300 V.(2 available) 

400 HP 1190 RPM Westinghouse, Frame 3507, TEFC, BB, 2300/4000 V.(2 available) 

400 HP 1200 RPM ABB /Baldor, Frame 5010L, TEFC, BB, 1.15, new surp, 460 Volts (5 available) 
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North Carolina Mtrs 
East Coast Electric 
Rogers Eqpt Sales 


849519 
093780 
206062 
210700 
066237 
383252 
377739 
093536 
458637 
436457 
562313 
440106 
652282 
038453 
266624 
293236 
458209 
028196 
299101 
838714 
193334 
180882 
262683 
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December 2023 


MOTORS, A.C., SQUIRREL CAGE - (8,369 listings on our website!) 

400 HP 1200 RPM ABB, M Frame 5012, TEFC, BB, 2300/4000 Volts, new (5 available) 

400 HP 1200 RPM ABB /Baldor, Frame 586/7, TEFC, R/B, 1.15, new, 460 Volts 

400 HP 1200 RPM Baldor / Reliance, Frame 5010, TEFC, new, 460 Volts (2 available) 

400 HP 1200 RPM Baldor / Reliance, Frame 5012Z, TEFC, BB, new, 2300/4000 Volts 

400 HP 1200 RPM Baldor-Reliance, Frame 5012LY, TEFC BB, 2300/4000 Volts, New Surplus 

400 HP 1200 RPM Electric Machinery, Frame 2212-S, ODP, 2300 Volts 

400 HP 1200 RPM General Electric, Frame 5010/11LL, TEFC-SD, BB, new, 2300/4000 Volts 

400 HP 1200 RPM General Electric, Frame 5010/5011L, TEFC, BB, new, 460 Volts 

400 HP 1200 RPM General Electric, Frame 5010/5011LB, TEFC, BB, new, 460 Volts 

400 HP 1200 RPM General Electric, Frame 5011, BBTEFC, new, 2300/4000 Volts 

400 HP 1200 RPM General Electric, Frame 5011L, Drip-Proof Ball Bearing, 2300/4000 Volts 

400 HP 1200 RPM General Electric, Frame 5011L, TEFC, Ball, IEEE 841,2300/4160 Volts, new, Q895 
400 HP 1200 RPM General Electric, Frame 5011LL, TEFC, Ball, IEEE 841,2300/4160 Volts, new, Q894 
400 HP 1200 RPM General Electric, Frame 5011LL, TEFC BB, 2300 Volts 

400 HP 1200 RPM General Electric, Frame 5013S, TEFC BB, 4160 Volts 

400 HP 1200 RPM Reliance, Frame 5008Z, Drip-Proof Ball Bearing, 460 Volts 

400 HP 1200 RPM Siemens, Frame 5011, TEFC, new, 460 Volts 

400 HP 1200 RPM Siemens, Frame 5810, TEFC, B/B, 1.15, new surp, 4160 Volts 

400 HP 1200 RPM Siemens, Frame 5810, TETC, BB, new, 2300/4000 Volts 

400 HP 1200 RPM Siemens, Frame 588U, TETC, BB, 2300 Volts 

400 HP 1200 RPM Teco, Frame 5009B, ODP, new surplus, 460 Volts (3 available) 

400 HP 1200 RPM Teco Westinghouse, Frame 5808B, TEFC, Ball, 2300/4160 Volts, new, (7 available) 
400 HP 1200 RPM Teco, Frame 5808B, weather protected enclosure type 1, new surplus, 2300/4000 Volts 
400 HP 1200 RPM Teco Westinghouse, Frame 5808C, TEFC, Roller, 2300/4160 Volts, new 

400 HP 1200 RPM Teco, Frame 5810B, TEFC, RB/BB, 2300/4160 Volts (2 available) 

400 HP 1200 RPM Teco, Frame 5810C, TEFC, RB, 2300/4160 Volts, New 

400 HP 1200 RPM Teco Westinghouse, Frame 5009/10/11B, TEFC, ball bearing, 2300/4160 Volts, new ... 
400 HP 1200 RPM Teco Westinghouse Westinghouse, Frame 5808C, TEFC, 2300/4000 Volts 

400 HP 1200 RPM Teco-Westinghouse, Frame 5810C, TEFC, R.B, 2300/4160 Volts, new 

400 HP 1200 RPM Toshiba, Frame 509US, Drip-Proof Ball Bearing, 2300/4160 Volts 

400 HP 1200 RPM Toshiba, Frame 509UZ, Drip-Proof Ball Bearing, 2300/4160 Volts 

400 HP 1200 RPM U.S. Motors, Frame 5009, Drip-Proof Ball Bearing, 2300 Volts 

400 HP 1200 RPM Weg, Frame 586/7T, TEFC, RB, 460 Volts, rebuilt, 3-7/8" (U) 

400 HP 1770 RPM Toshiba, Frame 505UZ, DP, RB/BB, 460 Volts (2) 1 Rebuilt- 1 New Surplus 

400 HP 1772 RPM Frame 449TM, 352A, 575 Volts 

400 HP 1775 RPM General Electric, Frame 509L, ODP, used, 4000 Volts 

400 HP 1775 RPM Toshiba, Frame 315L, Drip-Proof Ball Bearing, 2300/4160 Volts 

400 HP 1780 RPM General Electric, Frame 8208Z, TEAAC, BB, new unused, 2300/4160 Volts 

400 HP 1780 RPM Toshiba Induction Motor, Frame N355LL, TEFC, 2300 Volts 

400 HP 1780 RPM Westinghouse, Frame 509US, Drip-Proof Ball Bearing, 1.15 service factor, 4160 Volts 
400 HP 1785 RPM General Electric, Frame 5011L, TEFC BB, 4000 Volts, unused 

400 HP 1785 RPM Siemens, Frame 449T, TEFC, 1.15 service factor, 460 Volts 

400 HP 1785 RPM Siemens, Frame S449LS, TEFC, 460 Volts (2 available) 

400 HP 1785 RPM Teco, Frame 5808B, TEFC, RB/BB, 2300/4160 Volts 

400 HP 1785 RPM Toshiba, Frame 5010US/UZ, TEFC, BB, 460/2300/4160 V.(6 available) 

400 HP 1785 RPM U.S. Motors, Frame 449T, TEFCBB, 1.15 service factor, 460 Volts 

400 HP 1785 RPM U.S. Motors, Frame 5809S, TE, unused, 4160 Volts 

400 HP 1786 RPM WEG, Frame HGF355C/D/E, TEFC, BB, new, 4000/6600 Volts 

400 HP 1787 RPM Siemens, Frame 5011, TEFC, 1.15 service factor, 2300 Volts 

400 HP 1788 RPM Marathon, Frame 447/449T, TEFC, BB, 460 Volts 

400 HP 1788 RPM Siemens, Frame 5810S, TEFC, Sleeve Bearing, used, 4000 Volts 

400 HP 1791 RPM Reliance, Frame 5008Z, TEFC, rebuilt, 4000 Volts 

400 HP 1800 RPM ABB, Frame 5010, TEFC, BB, 2300/4000 Volts, new (4 available) 

400 HP 1800 RPM Allis-Chalmers, Frame 588US, WPIBB, 4000 Volts 

400 HP 1800 RPM General Electric, Frame 5011L, TEFC BB, 2300 Volts, New Surplus 

400 HP 1800 RPM General Electric, Frame 5011LL, TEFC, Ball, IEEE 841,2300/4160 Volts, new, Q892 
400 HP 1800 RPM General Electric, Frame 508,509,5008,5009, TEFC, New, 2300/4000 Volts 

400 HP 1800 RPM General Electric, Frame 508/509L, TEFC, new, 460 Volts 

400 HP 1800 RPM General Electric, Frame 509L, ODP, BB, 4000 Volts 

400 HP 1800 RPM General Electric, Fr. 509L, weather protected enclosure type 2, BB, new, 2300/4000 V. 
400 HP 1800 RPM General Electric, Frame 509LL, Drip-Proof Ball Bearing, 4160 Volts 


400 HP 1800 RPM General Electric, Frame 509LL, weather protected enclosure type 2, BB, new, 2300/4000 ... 


400 HP 1800 RPM General Electric, Frame 8211S, TEAAC, ball bearing, 6900 Volts 

400 HP 1800 RPM Marathon, Frame 447/9TSD, TEAOBB, 460 Volts, New Surplus 

400 HP 1800 RPM Reliance, Frame L3614, DPFVBB, 460 Volts 

400 HP 1800 RPM Reliance, Frame L4046, DPFVBB, 460 Volts 

400 HP 1800 RPM Siemens, Frame 449T, TEFC, BB, new, 460 Volts 

400 HP 1800 RPM Siemens, Frame 509, TEFC, new, 460 Volts 

400 HP 1800 RPM Teco, Frame 5008C, TEFC, 1.15 service factor, 4-pole, Nema C, 460 Volts 
400 HP 1800 RPM Teco, Frame 5009C, TEFC, 460 Volts (4 available) 

400 HP 1800 RPM Teco, Frame 507/509/5007/5009B, TEFC, BB, new, 460 Volts 

400 HP 1800 RPM Teco Westinghouse, Frame 5009/10/11B, TEFC, ball bearing, 2300/4160 Volts, пем... 
400 HP 1800 RPM Teco Westinghouse, Frame 5009/5010/5011B, TEFC, 2300/4000 Volts 

400 HP 1800 RPM Teco Westinghouse Westinghouse, Frame 5009B, ODP, 2300/4000 Volts 

400 HP 1800 RPM Teco Westinghouse, Frame 5009BDZ, Drip-Proof Ball Bearing, 460 Volts, New Surplus 
400 HP 1800 RPM Toshiba, Frame 5010US, TEFC BB, 2300/4000 Volts 

400 HP 1800 RPM Toshiba, Frame 5010UZ, TEFC BB, 460 Volts 

400 HP 1800 RPM Toshiba, Frame 507UZ, ODP, RB, new, 460 Volts 

400 HP 1800 RPM Toshiba, Frame 509/5009/5010/5011US, TEFC, BB, new, 2300/4000V. 

400 HP 1800 RPM U.S. Motors, Frame 449T, Drip-Proof Ball Bearing, 460 Volts 

400 HP 1800 RPM Worldwide, Frame 586/7UZ, TEFC, 460 Volts 

400/500 HP 3560 RPM Louis Allis, Frame 7011CS, WPIBB, 1.15SF, 2300/4000 Volts (2 available) 
400 HP 3564 RPM Siemens, Frame 509S, TEFC, sleeve, 2300/4000 V.(2 available) 

400 HP 3565 RPM Louis Allis, Frame 7108CS, WPIIBB, 480 Volts (2 available) 

400 HP 3565 RPM Siemens, Frame 447TDZ, 460 Volts WP1088 

400 HP 3570 RPM Baldor, Frame L449TS, 420 amps, 460V., used bench tests good 

400 HP 3570 RPM General Electric, Frame 445TS, Drip-Proof Ball Bearing, 460 V.(2 available) 
400 HP 3570 RPM General Electric, Frame 6337Z, ODP, 2300 Volts 

400 HP 3575 RPM Baldor, Frame 5007S, TEFC, BB, 460 Volts 

400 HP 3575 RPM General Electric, Frame 5011LS, TEFC, BB, 1.15 service factor, 2300/4160 V.(2 ... 
400 HP 3575 RPM General Electric, Frame 5011LS, TEFC, BB, 4000 Volts 

400 HP 3575 RPM General Electric, Frame 50112, TEFC, BB, 4000 Volts 

400 HP 3575 RPM General Electric, Frame 8110S, DP, SB, 2300/4000 Volts 

400 HP 3582 RPM Reliance, Frame 5010D, TEFC BB, surplus, 2300/4160 Volts 
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919-562-8122 
800-990-7374 
919-562-8122 
919-562-8122 
419-691-2888 
509-534-8389 
800-877-7520 
919-562-8122 
919-562-8122 
919-562-8122 
419-691-2888 
615-839-4000 
615-839-4000 
419-691-2888 
419-691-2888 
419-691-2888 
919-562-8122 
800-990-7374 
919-562-8122 
800-637-7042 
770-532-4411 
615-839-4000 
770-532-4411 
615-839-4000 
800-849-6686 
803-833-4183 
800-990-7374 
844-606-3336 
800-990-7374 
419-691-2888 
419-691-2888 
419-691-2888 
803-833-4183 
800-849-6686 
250-442-5561 
205-612-3051 
419-865-4001 
800-849-6686 
225-978-6000 
800-248-4479 
843-224-3283 
800-248-4479 
800-849-6686 
800-849-6686 
800-849-6686 
419-865-4001 
612-810-1955 
800-432-2645 
800-248-4479 
800-432-2645 
205-612-3051 
205-612-3051 
919-562-8122 
419-691-2888 
419-691-2888 
615-839-4000 
803-833-4183 
919-562-8122 
225-235-5611 
919-562-8122 
419-691-2888 
919-562-8122 
800-637-7042 
419-691-2888 
419-691-2888 
419-691-2888 
919-562-8122 
919-562-8122 
800-800-2261 
620-654-7077 
803-833-4183 
800-990-7374 
844-606-3336 
844-606-3336 
419-691-2888 
419-691-2888 
419-691-2888 
803-833-4183 
803-833-4183 
419-691-2888 
706-549-6556 
419-865-4001 
918-752-0309 
419-865-4001 
800-788-0307 
405-245-2029 
419-865-4001 
509-534-8389 
919-562-8122 
918-752-0309 
800-432-2645 
800-849-6686 
919-562-8122 
419-865-4001 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


x237 


DEALER 

East Coast Electric 
Rogers Eqpt Sales 
East Coast Electric 
East Coast Electric 
Romanoff Industries 
Atlas Electric Inc 
NEMSCO 

East Coast Electric 
East Coast Electric 
East Coast Electric 
Romanoff Industries 
Heartland Motors 
Heartland Motors 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
East Coast Electric 
Rogers Eqpt Sales 
East Coast Electric 
Charlie Steele 
Gainesville Ind. 
Heartland Motors 
Gainesville Ind. 
Heartland Motors 
North Carolina Mtrs 
ESR Motor Systems 
Rogers Eqpt Sales 
Dykman Electrical 
Rogers Eqpt Sales 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
ESR Motor Systems 
North Carolina Mtrs 
Boundry Electric 
Bailey Surplus 

Doug Beat Co The 
North Carolina Mtrs 
Univ Indust Assets 
Row Electrical Eqpt 
Dallas Mathews 
Row Electrical Eqpt 
North Carolina Mtrs 
North Carolina Mtrs 
North Carolina Mtrs 
Doug Beat Co The 
Peak Machinery Inc 
HECO Inc. 

Row Electrical Eqpt 
HECO Inc. 

Bailey Surplus 
Bailey Surplus 

East Coast Electric 
Romanoff Industries 
Romanoff Industries 
Heartland Motors 
ESR Motor Systems 
East Coast Electric 
Ace Armature Works 
East Coast Electric 
Romanoff Industries 
East Coast Electric 
Charlie Steele 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
East Coast Electric 
East Coast Electric 
VFDS.com 

Mid Kansas Winding 
ESR Motor Systems 
Rogers Eqpt Sales 
Dykman Electrical 
Dykman Electrical 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
ESR Motor Systems 
ESR Motor Systems 
Romanoff Industries 
Electric Motors Co 
Doug Beat Co The 
Pump & Motor Works 
Doug Beat Co The 
Capital Machy Sys 
Reveille Energy 
Doug Beat Co The 
Atlas Electric Inc 
East Coast Electric 
Pump & Motor Works 
HECO Inc. 

North Carolina Mtrs 
East Coast Electric 
Doug Beat Co The 


SRID 
434794 
280527 
139889 
139890 
455034 
024599 
697810 
205114 
054178 
136918 
404234 
449052 
449053 
368647 
454916 
404049 
165236 
252726 
421993 
054013 
464093 
449050 
246508 
449051 
461718 
434952 
458636 
476928 
434812 
404045 
404265 
404232 
392588 
369399 
772384 
440107 
026067 
364010 
439462 
545195 
480079 
475513 
083512 
165159 
165160 
026068 
219274 
345028 
252167 
151477 
440105 
440104 
434795 
377740 
403917 
449049 
418028 
014753 
883183 
293388 
404122 
430895 
266287 
377741 
454846 
471177 
293387 
165237 
968271 
368324 
351514 
458635 
476475 
477182 
404123 
454872 
480937 
363225 
362795 
455000 
196446 
276886 
242784 
079039 
426711 
258350 
686423 
024598 
246706 
274034 
413483 
369402 
174921 
758612 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


MOTORS, A.C., SQUIRREL CAGE - (8,369 listings on our website!) 

400 HP 3600 RPM ABB, Frame 5010, TEFC, BB, new, 2300/4000 Volts 

400 HP 3600 RPM Baldor / Reliance, Frame 5010, TEFC, new, 2300/4000 Volts 

400 HP 3600 RPM Baldor / Reliance, Frame 5010S, TEFC, BB, new, 460 Volts 

400 HP 3600 RPM Baldor-Reliance, Frame 449TY, Drip-Proof Ball Bearing, 460 Volts, New Surplus 

400 HP 3600 RPM General Electric, Frame 315, TEFC, BB, new, 460 V.(2 available) 

400 HP 3600 RPM General Electric, Frame 5010/11LS, IEEE841, ball brg, new, 2300/4000V. 

400 HP 3600 RPM General Electric, Frame 5011/10LS, TEFC-SD-EE, SB, new, 2300/4000V. 

400 HP 3600 RPM General Electric, Frame 5011LS, TEFC, Ball, IEEE 841,2300/4160 Volts, new, Q836/Q837 ... 
400 HP 3600 RPM General Electric, Frame 5011LS, TEFC BB, 4160 Volts, New Surplus 

400 HP 3600 RPM General Electric, Frame 5011LS, TEFC BB, 4160 Volts, New Surplus 

400 HP 3600 RPM General Electric, Frame 509LS, Drip-Proof Ball Bearing, 2300 Volts 

400 HP 3600 RPM General Electric, Frame 509LS, weather protected enclosure type 2, SB, new, 2300/4160 ... 
400 HP 3600 RPM Marathon, Frame 447TS, Drip-Proof Ball Bearing, 460 Volts 

400 HP 3600 RPM Marathon, Frame 447TS, ODP, new surplus, 460 V.(2 available) 

400 HP 3600 RPM Marathon, Frame 449TS, Drip-Proof Ball Bearing, 460 Volts, New Surplus 

400 HP 3600 RPM Reliance, Frame 447TDZ, Drip-Proof Ball Bearing, 460 Volts 

400 HP 3600 RPM Reliance, Frame 509/510, TEFC, 2300/4160 Volts 

400 HP 3600 RPM Siemens, Frame 5011, BBTEFC, new, 2300/4000 Volts (2 available) 

400 HP 3600 RPM Siemens, Frame 5011SY, TEFC, new surplus, 4160 Volts (2 available) 

400 HP 3600 RPM Siemens, Frame 509S, TEFC, new, 460 Volts 

400 HP 3600 RPM Siemens, Frame 509S, TEFC, 1.15, SB, new, 2300/4000 Volts 

400 HP 3600 RPM Siemens, Frame L449TS, TEFC, BB, new, 460 Volts 

400 HP 3600 RPM Siemens, Frame S449SS, TEFC, new, 460 Volts 

400 HP 3600 RPM Siemens/abb, Frame 449TS, TEFC, 460 Volts Class 1 Div 2 Inverter Duty Insulated ... 
400 HP 3600 RPM Teco, Frame 5009/10/11A, TEFC, B/B, KPF4002, new, 2300/4160V. 

400 HP 3600 RPM Teco, Frame 507S/5007A/509S/5009A, TEFC, BB, New, 460 Volts 

400 HP 3600 RPM Teco, Frame 5808A, TEFC, B/B, 2300/4160 Volts, K4002 New 

400 HP 3600 RPM Teco Westinghouse, Frame 5009/5010/5011A, TEFC, 2300/4000 Volts 

400 HP 3600 RPM Teco Westinghouse Westinghouse, Frame 5009A, ODP, 2300/4000 Volts 

400 HP 3600 RPM Teco-Westinghouse Westinghouse, Frame 5808A, TEFC, B/B, 2300/4160 Volts, new K4002 
400 HP 3600 RPM U.S. Motors, Frame 449TS, TEFC, New, BB, 2300/4000 Volts 

400 HP 3600 RPM U.S. Motors, Frame 5008S, ODP, BB, new, 2300/4000 Volts 

400 HP 3600 RPM U.S. Motors, Frame 5009S, Drip-Proof Ball Bearing, 2300 Volts 

400 HP 3600 RPM Weg, Frame 447/9TS, TEFC, BB, 1.15, Div 2, VFD, 460 Volts, new 

400 HP 3600 RPM WEG, Frame 5010, Drip-Proof Ball Bearing, 4160 Volts 

403 HP 3600 RPM Toshiba, Frame 449TDZ, DP, 460 Volts 

450 HP 710 RPM U.S. Motors, Frame 6809MS, DP, BB, rebuilt, 4160 Volts 

450 HP 710 RPM U.S. Motors, Frame 6809S, DPSB, 1.15 service factor, 4160 Volts 

450 HP 720 RPM General Electric, Frame 5810S/5811S, TEFC, BB, new, 2300/4000 V.(2 available) 

450 HP 720 RPM Siemens, Frame 5810S, weather protected enclosure type 1, BB, new, 2300/4000 Volts 
450 HP 720 RPM Westinghouse, Frame 685.5, Drip-Proof Ball Bearing, 460 Volts 

450 HP 889 RPM Siemens, Frame 588Z, weather protected enclosure type 1, SB, 2300/4160 V.(3 available) 
450 HP 890 RPM Teco Westinghouse, Frame 5808B, TEFC, BB, new, 460 Volts 

450 HP 893 RPM Reliance, Frame 5012Z, DP, BB, 2300/4160 Volts 

450 HP 900 RPM Baldor-Reliance, Frame 5810Z, TEFC BB, 460 Volts, New Surplus 

450 HP 900 RPM Teco, Frame 5810B, TEFC, KPF4508, 2300/4160 Volts, new 

450 HP 900 RPM Teco Westinghouse Westinghouse, Frame 6808B, TEFC, 2300/4000 Volts 

450 HP 1180 RPM Allis-Chalmers, Frame 30DS8, Drip-Proof Ball Bearing, 2300/4160 Volts 

450 HP 1180 RPM General Electric, Frame 5011LL, Drip-Proof Ball Bearing, 1.15 service factor, 2300 ... 
450 HP 1180 RPM General Electric, Frame 8211S, TEAAC, BB, 4000 Volts 

450 HP 1185 RPM Teco, Frame 5810C/5805B, TEFC BB, 2300/4160 V.(3 available) 

450 HP 1190 RPM General Electric, Frame 5012/13S, TEFC, BB, 460 Volts New Surplus 

450 HP 1190 RPM General Electric, Frame 5013S, TEFC, 460 Volts, rebuilt (2 available) 

450 HP 1190 RPM Toshiba, Frame 5810US, TEFC, RB/BB, 460 Volts New Surplus 

450 HP 1193 RPM Reliance, Frame 33CG5011/12Z, TEBC, BB, 460 Volts, Rebuilt 

450 HP 1200 RPM ABB, Frame 5012, TEFC, BB, new, 460 Volts 

450 HP 1200 RPM Baldor / Reliance, Frame 5010, TEFC, new, 460 Volts 

450 HP 1200 RPM General Electric, Frame 5010/5011L, TEFC, new, 2300/4000 V.(3 available) 

450 HP 1200 RPM General Electric, Frame 5010/5011LL, TEFC, BB, new, 2300/4000 V.(2 available) 

450 HP 1200 RPM GeneraL Electric, Frame 5011, BBTEFC, new, 2300/4000 Volts 

450 HP 1200 RPM General Electric, Frame 5011LL, BB, 4160 Volts 
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919-562-8122 
919-562-8122 
919-562-8122 
419-691-2888 
919-562-8122 
800-877-7520 
800-877-7520 
615-839-4000 
419-691-2888 
419-691-2888 
419-691-2888 
800-877-7520 
419-691-2888 
770-532-4411 
419-691-2888 
419-691-2888 
713-473-3231 
919-562-8122 
800-990-7374 
919-562-8122 
713-928-2615 
919-562-8122 
919-562-8122 
918-459-5328 
800-990-7374 
803-833-4183 
800-990-7374 
844-606-3336 
844-606-3336 
800-990-7374 
803-833-4183 
803-833-4183 
419-691-2888 
800-990-7374 
419-691-2888 
800-248-4479 
800-849-6686 
800-248-4479 
919-562-8122 
919-562-8122 
205-680-4285 
918-752-0309 
800-849-6686 
919-562-8122 
419-691-2888 
800-990-7374 
844-606-3336 
419-865-4001 
800-248-4479 
205-612-3051 
419-865-4001 
800-849-6686 
205-612-3051 
800-849-6686 
800-849-6686 
919-562-8122 
919-562-8122 
919-562-8122 
919-562-8122 
919-562-8122 
905-547-9171 


December 2023 
DEALER SR ID 
East Coast Electric 463961 
East Coast Electric 139893 
East Coast Electric 139891 
Romanoff Industries 454882 
East Coast Electric 082214 
NEMSCO 826587 
NEMSCO 977049 
Heartland Motors 449046 
Romanoff Industries 468905 
Romanoff Industries 468907 
Romanoff Industries 403982 
NEMSCO 530691 
Romanoff Industries 481682 
Gainesville Ind. 197537 
Romanoff Industries 454958 
Romanoff Industries 404077 
Sulzer Electrical 079563 
East Coast Electric 164234 
Rogers Eqpt Sales 289939 
East Coast Electric 165239 
Houston Armature 841433 
East Coast Electric 387827 
East Coast Electric 165240 
Е & I Sales Company 436322 
Rogers Eqpt Sales 320582 
ESR Motor Systems 432902 
Rogers Eqpt Sales 446670 
Dykman Electrical 476478 
Dykman Electrical 477177 
Rogers Eqpt Sales 434808 
ESR Motor Systems 420230 
ESR Motor Systems 366198 
Romanoff Industries 403883 
Rogers Eqpt Sales 348242 
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East Coast Electric 136919 
Duke Electric Ltd 301317 


EXECUTIVE FLAGSHIP DISTRIBUTOR FOR GE INDUSTRIAL MOTORS 


GE INDUSTRIAL MOTORS 
а WOLONG company METUIT 


450 HP 1200 RPM General Electric, Frame 5011LL, DP, BB, 2300/4160 Volts 

450 HP 1200 RPM General Electric, Frame 5011LL, Drip-Proof Ball Bearing, 460 Volts 

450 HP 1200 RPM General Electric, Frame 5012/13Z, TEFC, 460 Volts, New 

450 HP 1200 RPM General Electric, Frame 50135, TEFC, Ball, IEEE 841, 2300/4160 Volts, new, Q8002/Q520 ... 
450 HP 1200 RPM General Electric, Frame 5013S, TEFC BB, 460 Volts, New Surplus 

450 HP 1200 RPM General Electric, Frame 8211S, TEAAC, BB, 1.15,2300/4160 Volts 

450 HP 1200 RPM Siemens Frame 5010/5011, TEFC, BB, new, 2300/4000 Volts (2 available) 
450 HP 1200 RPM Siemens, Frame 5011L, TEFC, new, 460 Volts 

450 HP 1200 RPM Siemens, Frame 5810, BBTEFC, new, 2300/4000 Volts 

450 HP 1200 RPM Teco Westinghouse, Frame 5808UZ, TEFC, BB, new, 460 Volts 

450 HP 1200 RPM Toshiba, Frame 509/5009/5010/5011US, TEFC, BB, new, 2300/4000V. 
450 HP 1200 RPM Westinghouse, Frame 3507, WPIIBB, 2300 Volts 

450 HP 1200 RPM Westinghouse, Frame 3507, WPIIBB, 2300 Volts, New Surplus 

450 HP 1200 RPM Westinghouse, Frame 5010L, ODP, 101A, 2300 Volts 

450 HP 1777 RPM Siemens, Frame 50112, TEFC, BB, new, 4000 Volts (2 available) 

450 HP 1780 RPM General Electric, Frame 509LL, ODP, BB, rebuilt, 2300/4000 Volts 

450 HP 1780 RPM Reliance, Frame 5008TZ, 2300/4000 Volts WP764 

450 HP 1785 RPM General Electric, Frame 5010L/11LL, Drip-Proof Ball Bearing, 2300/4160 Volts (2 ... 
450 HP 1785 RPM General Electric, Frame 5013S, TEFC, BB, rebuilt spare, 4160 Volts 

450 HP 1785 RPM Toshiba, Frame 355LL, TEFC BB, 2300/4160 Volts 

450 HP 1785 RPM U.S. Motors, Frame 5010S, DP, BB, new unused, 460 Volts 

450 HP 1786 RPM ETI, Frame 6809YZ, TEXP, BB, new surplus, 6600 Volts 

450 HP 1789 RPM US Motor Motor, Frame 5807, 2300/4160 Volts WP584 
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EMERGENGIASERVIGES 
East Coast Electric 097331 
Romanoff Industries 404119 
Rogers Eqpt Sales 350607 
Heartland Motors 449043 
Romanoff Industries 377742 
Ace Armature Works 384561 
East Coast Electric 139894 
East Coast Electric 165241 
East Coast Electric 164240 
North Carolina Mtrs 181220 
ESR Motor Systems 362794 
Romanoff Industries 466438 
Romanoff Industries 466439 
IL Electric Works 379872 
HECO Inc. 345027 
Bailey Surplus 448598 
Capital Machy Sys 426715 
Doug Beat Co The 743341 
North Carolina Mtrs 019238 
Doug Beat Co The 703208 
East Coast Electric 011682 
North Carolina Mtrs 380220 
Capital Machy Sys 426714 
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MOTORS, A.C., SQUIRREL CAGE - (8,369 listings on our website!) 

450 HP 1790 RPM Baldor, Frame 50091, 460 Volts WP54 

450 HP 1800 RPM ABB, Frame 5010, TEFC, BB, new, 460 Volts (8 available) 

450 HP 1800 RPM ABB, Frame 5010, TEFC, BB, new, 2300/4000 Volts (2 available) 

450 HP 1800 RPM ABB /Baldor, Frame 5011/12L, TEFC, BB, 1.15, new, 2300/4160 Volts 

450 HP 1800 RPM Baldor, Frame 5011L, TEFC, new, 460 Volts 

450 HP 1800 RPM General Electric, Frame 5010/11LL, tefc-sd-ieee841, bb, new, 2300/4000 Volts 
450 HP 1800 RPM General Electric, Frame 5010/5011LL, TEFC, BB, 2300/4000 Volts, New 

450 HP 1800 RPM General Electric, Frame 5011L, TEFC, BB, new, 4160 Volts 

450 HP 1800 RPM General Electric, Fr. 509L, weather protected enclosure type 2, BB, new, 2300/4000 V. 
450 HP 1800 RPM General Electric, Frame 509LL, ODP, 460 Volts 


450 HP 1800 RPM General Electric, Frame 509LL, weather protected enclosure type 2, BB, new, 2300/4000 ... 


450 HP 1800 RPM General Electric, Frame 509LL, weather protected enclosure type 2, slv brgs, new ... 
450 HP 1800 RPM Marathon, Frame 449T, Drip-Proof Ball Bearing, 460 Volts 

450 HP 1800 RPM Siemens, Frame 5010, TEFC, new, 460 Volts 

450 HP 1800 RPM Siemens, Frame 509/5010/5011S, tefc, bb, new, 2300/4000V. 

450 HP 1800 RPM Teco, Frame 5009/10/11B, TEFC BB, KPF4504, new, 2300/4160V. 

450 HP 1800 RPM Teco Westinghouse Westinghouse, Frame 5009B, ODP, 2300/4000 Volts 

450 HP 1800 RPM Toshiba, Frame 5011/10/9US, TEFC-SD, BB, new, 2300/4000V. 

450 HP 1800 RPM Toshiba, Frame 509/5009/5010/5011US, TEFC, BB, new, 2300/4000V. 

450 HP 3565 RPM Reliance, Frame 447TS, DP, 460 Volts 

450 HP 3574 RPM Siemens, Frame 509S, weather protected enclosure type 2, Slv Brg, R & G, 2300/4000 ... 
450 HP 3575 RPM General Electric, Frame 5011LS, TEFC, BB, 2300/4160 Volts (2 available) 

450 HP 3575 RPM General Electric, Frame 509LS, Drip-Proof Ball Bearing, 1.15SF, 2300 Volts 

450 HP 3580 RPM General Electric, Frame 7113H, ODP, 2300 Volts 

450 HP 3580 RPM Siemens, Frame 588S, TEFC, BB, 2300/4000 Volts Rebuilt 

450 HP 3590 RPM Louis Allis, Frame 689SU, TEFC, 2300 Volts 

450 HP 3600 RPM ABB, Frame 5010, TEFC, BB, new, 460 Volts (3 available) 

450 HP 3600 RPM ABB, Frame 5010, TEFC, BB, new, 2300/4000 Volts 

450 HP 3600 RPM Baldor / Reliance, Frame 5010S, TEFC, BB, new, 460 Volts 

450 HP 3600 RPM General Electric, Frame 5011LS, TEFC, Ball, IEEE 841,2300/4160 Volts, new, Q838/Q839 


450 HP 3600 RPM General Electric, Frame 509LS, weather protected enclosure type 2, SB, new, 2300/4160 ... 


450 HP 3600 RPM Marathon, Frame 449TS, Drip-Proof Ball Bearing, 460 Volts, New 

450 HP 3600 RPM Siemens, Frame 5010S, TEFC, new, 460 Volts 

450 HP 3600 RPM Siemens, Frame 5011, TEFC, BB, new, 2300/4000 Volts (2 available) 

450 HP 3600 RPM Siemens, Frame 508S, weather protected enclosure type 2, SB, new, 2300/4000 Volts 
450 HP 3600 RPM Siemens, Frame 509S, TEFC, 1.15, SB, new, 2300/4000 Volts 

450 HP 3600 RPM Teco, Frame 5009/10/11A, TEFC, BB, KPF4502, new, 2300/4160 Volts 

450 HP 3600 RPM Teco Westinghouse Westinghouse, Frame 5009/5010/5011A, TEFC, 2300/4000 Volts 
450 HP 3600 RPM U.S. Motors, Frame 5008S, ODP, BB, new, 2300/4000 Volts 

450 HP 3600 RPM WEG, Frame 4411SD, WPIIBB, 460 Volts 

450 HP 3600 RPM WEG, Frame 4411SD, WPIIBB, 460 Volts 

450 HP 3600 RPM WEG, Frame 4411SD, WPIIBB, 460 Volts 

450 HP 3600 RPM Westinghouse, Frame 588.5H, DPSB, 4160 Volts 

500 HP 294 RPM General Electric 157L131, induction motor, 2200 Volts 

500 HP 509 RPM Siemens, Fr. 6811S, weather protected enclosure type 2,1.15 serv. factor, new surplus ... 
500 HP 582 RPM Westinghouse, Frame 5611, WPISB, 2300/4000 Volts 

500 HP 705 RPM Westinghouse, Frame 44X12, ODP, 1.15 service factor, 2200 Volts 

500 HP 710 RPM General Electric, Frame 8307S, DP, BB, 2300/4160 Volts 

500 HP 710 RPM General Electric, Frame 8309S, DP, 2300 Volts 

500 HP 710 RPM Siemens-Allis, Frame 5810U, weather protected enclosure type 2, BB, 4000 Volts 
500 HP 710 RPM U.S. Motors, Frame 6809S, DPSB, 1.15 service factor, 4160 Volts 

500 HP 710 RPM Westinghouse, Frame 5810L/US, DP, BB, 4160 Volts Rebuilt 

500 HP 711 RPM Reliance, Frame 5810S, WPIBB, 1.15 service factor, 4160 Volts 

500 HP 720 RPM Fairbanks-Morse, Frame 8062, Drip-Proof Ball Bearing, 2300 Volts 

500 HP 720 RPM General Electric, Frame 5810S/5811S, TEFC, BB, new, 2300/4000 V.(2 available) 

500 HP 720 RPM Siemens, Frame 5810S, weather protected enclosure type 1, BB, new, 2300/4000 Volts 
500 HP 880 RPM Westinghouse, Frame 5809L, Drip-Proof Ball Bearing, 1.15 service factor, 2300 Volts 
500 HP 884 RPM General Electric, Frame 8288S, DP, BB, 2300 Volts 

500 HP 885 RPM General Electric, Frame 8210S/5809S/5807S, DPSB, 2300/4160 V.(3 available) 

500 HP 885 RPM Westinghouse, Frame 5809L, ODP, BB, 1.15 service factor, 2300 Volts 

500 HP 890 RPM General Electric, Frame 6809S, TEFC, BB, 2300/4160 Volts 

500 HP 890 RPM Teco West, Frame 5810 UZ, TEFC, BB, new unused, 460 Volts 

500 HP 890 RPM Teco West, Frame 5810UZ, TEFC, BB, new, 460 Volts (2 available) 

500 HP 890 RPM U.S. Motors, Frame 5811, TEFC BB, 2300/4160 V.AC 

500 HP 890 RPM Westinghouse, Frame 4008, WPI/I, BB, 1.15 service factor, 2300/4160 Volts 

500 HP 893 RPM Baldor, Frame G40Z, TEFC, BB, 2300/4000 Volts 

500 HP 900 RPM Baldor / Reliance, Frame 5810, TEFC, new, 460 Volts 

500 HP 900 RPM General Electric, Frame 8309S, WPIIBB, 4000 Volts 

500 HP 900 RPM Reliance, Frame 5810S, TEFC BB EXP, 460 Volts 

500 HP 900 RPM Siemens, Frame 30LS6, TEFC, AZZT, 2300 Volts 

500 HP 900 RPM Siemens-Allis, Frame 588UZ, WPIBB, 4160 Volts 

500 HP 900 RPM Teco, Frame 6808B, TEFC, BB, rebuilt, 2300/4160 Volts 

500 HP 900 RPM Teco Westinghouse Westinghouse, Frame 5810B, TEFC, 2300/4000 Volts 

500 HP 900 RPM Teco Westinghouse, Frame 5810B, TEFC, ball bearing, 2300/4160 Volts, new KPF5008 
500 HP 900 RPM Teco Westinghouse Westinghouse, Frame 6808B, TEFC, 2300/4000 Volts 

500 HP 900 RPM U.S. Motors, Frame 5811ML, TEFC BB, 4160 Volts 

500 HP 900 RPM Westinghouse, Frame 4008, WPI/II, BB, 2300/4160 V.(3 available) 

500 HP 1180 RPM Louis Allis, Frame 687-SU, ODP, 2300 Volts, Rebuilt 

500 HP 1180 RPM U.S. Motors, Frame 5810, ODP, 460 Volts 

500 HP 1182 RPM General Electric, Frame 8311S, TETC-BB, 460 Volts 

500 HP 1185 RPM Westinghouse, Frame 5810B, TEFC, 2300/4160 Volts (2 available) 

500 HP 1190 RPM Siemens, Frame 5810, TEFC, 4000 Volts 

500 HP 1190 RPM Siemens, Frame 5810S, TEFC, BB, 2300 Volts 

500 HP 1190 RPM Toshiba, Frame 5809/10/11US, TEFC, BB, 4000 Volts, new unused 

500 HP 1190 RPM Weg, Frame 586/587T, TEFCBB, 1.15 service factor, 460 Volts 

500 HP 1200 RPM ABB, Frame 355MLB, TEAOBB, 460 Volts, New Surplus 

500 HP 1200 RPM General Electric, Fr. 5011L, weather protected enclosure type 2, BB, new, 2300/4000 ... 


500 HP 1200 RPM General Electric, Frame 5011LL, weather protected enclosure type 2 BB, new, 2300/4000 ... 


500 HP 1200 RPM General Electric, Frame 5012/5013S, TEFC, BB, new, 2300/4000 Volts (2 available) 
500 HP 1200 RPM General Electric, Frame 5013S, TEFC, Ball, IEEE 841, 2300/4160 Volts, new ... 

500 HP 1200 RPM Reliance, Frame 5010Z, WPFVBB, 460 Volts 

500 HP 1200 RPM Reliance, Frame 5012Z, TEFC, BB, new, 2300/4160 Volts 

500 HP 1200 RPM Siemens, Frame 5012, TEFC, new, 460 Volts 

500 HP 1200 RPM Siemens, Frame 5810, TEFC, BB, new, 2300/4000 Volts 
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MOTORS, A.C., SQUIRREL CAGE - (8,369 listings on our website!) 

500 HP 1200 RPM Teco Westinghouse, Frame 5810B, TEFC, BB, new, 460 Volts 

500 HP 1200 RPM Teco, Frame 6806B, TEFC BB, 2300/4160 Volts 

500 HP 1200 RPM Teco, Frame 6806C, TEFC R/B, new, 2300/4160 Volts, K5006R 

500 HP 1200 RPM Teco Westinghouse Westinghouse, Frame 5810C, TEFC, 2300/4000 Volts 

500 HP 1200 RPM Teco Westinghouse Westinghouse, Frame 6808B, TEFC, 2300/4000 Volts 

500 HP 1200 RPM Teco Westinghouse Westinghouse, Frame 6808C, TEFC, 2300/4000 Volts 

500 HP 1200 RPM Teco-Westinghouse, Frame 5810C, TEFC, R/B, 2300/4160 Volts, New, KG5006R 

500 HP 1200 RPM Toshiba, Frame 5810UZ, TEFC, R/B, 1.15, 2300 Volts 

500 HP 1200 RPM U.S. Motors, Frame 5810, ODP, BB, 1.15, 460 Volts 

500 HP 1200 RPM WEG, Frame 5809/10/11, TEFC BB, 460 Volts 

500 HP 1200 RPM Westinghouse, Frame 5010L, Drip-Proof Ball Bearing, 2300 Volts 

500 HP 1200 RPM Westinghouse, Frame 5808L, weather protected enclosure type 1, 1.15 service factor ... 
500 HP 1750 RPM General Electric, Frame 5010AY, DF-FV, 1900 RPM, 500-150/300 Volts 

500 HP 1755 RPM Toshiba, Frame 355L, Drip-Proof Ball Bearing, 2300/4160 Volts 

500 HP 1775 RPM General Electric, Frame 509LL, 3 phase, 5K509AN2195, 2300 Volts, never used 

500 HP 1775 RPM General Electric, Frame 509LL, ODP, 2300 Volts, Rebuilt 

500 HP 1775 RPM General Electric, Frame 8788S, DP, BB, rebuilt, 4160 Volts 

500 HP 1776 RPM U.S. Motors, Frame 5810Z, weather protected enclosure type 2, BB, 6600 Volts Rebuilt 
500 HP 1780 RPM General Electric, Frame 509DZ, Drip-Proof Ball Bearing, w/feet, 2300 V.(2 available) 
500 HP 1780 RPM General Electric, Frame 509LL, DP, BB, 4000 Volts 

500 HP 1780 RPM Reliance, Frame 5008Z, 4000 Volts WP836 

500 HP 1780 RPM Siemens, Frame 5011S, TEFC, 1.15 service factor, 460 Volts 

500 HP 1780 RPM Toshiba, Frame 5810US, TEFC, 2300/4160 V.(2 available) 

500 HP 1781 RPM Westinghouse, Frame 5010S, Drip-Proof Ball Bearing, 2300/4000 Volts (2 available) 
500 HP 1784 RPM Westinghouse, Frame 5810S, TEFC, 2300 Volts 

500 HP 1785 RPM Baldor-Reliance, Frame L449TD, TEFC, BB, new surp, 480 Volts (2 available) 

500 HP 1785 RPM General Electric, Frame 5011LL, TEFCANPII, BB, 460/4000 V.(2) 1 rebuilt 

500 HP 1785 RPM General Electric, Frame 509Z, 1310-7335-72, 4160 Volts WP1002 

500 HP 1785 RPM Marathon, Frame 449TS, DP, BB, 460 Volts 

500 HP 1785 RPM Siemens, Frame 26JJS8, TEFC, 2300/4160 Volts 

500 HP 1785 RPM Siemens, Frame 26JJS8, 2400/4160 Volts 

500 HP 1785 RPM Toshiba, Frame 315-LL, weather protected enclosure type 1, 2300 Volts 

500 HP 1785 RPM U.S. Motors, Frame 5811SS, TEFC BB, 2300/4160 Volts 

500 HP 1786 RPM Elektrim, Frame 587, TEFC, BB, 460 Volts new surplus 

500 HP 1786 RPM Siemens, Frame 5011$, TEFC, BB, 1.15 service factor, 2300 Volts 

500 HP 1786 RPM Siemens, Frame 5011Z, TEFC, new, 2300/4160 Volts 

500 HP 1788 RPM ABB, Frame 585, TEFC, 460 Volts (2 available) 

500 HP 1789 RPM Reliance, Frame 23BG5009/10, TEFC, BB, reblt, 2300/4000 Volts 

500 HP 1789 RPM Reliance, Frame L449T, TEFC BB, 460 Volts 

500 HP 1790 RPM Baldor, Frame 5007L/8L/9L, Drip-Proof Ball Bearing, 12-leads, 380-D/600-Y (2 ... 

500 HP 1790 RPM Baldor-Reliance, Frame L447T/L449T, TEFC, 1.15 service factor, surplus, 460 Volts (3 ... 
500 HP 1790 RPM General Electric, Frame 5011LL, weather protected enclosure type 2, BB, 4000 Volts 
500 HP 1790 RPM U.S. Motors, Frame 5807ML, TEFC, BB, rebuilt, 460 Volts 

500/600 HP 1790 RPM Weg, Frame 586T/587T, TEFC, surplus, 460 Volts 

500 HP 1792 RPM Baldor-Reliance, Frame 5810S, TEFC-XP, 4000 Volts, New 

500 HP 1795 RPM General Electric, Frame 5012/13S, TEFC, BB, 460 Volts New Unused 

500 HP 1800 RPM ABB, Frame 5010, TEFC, BB, new, 460 Volts (3 available) 

500 HP 1800 RPM ABB, Frame 5012, TEFC, BB, new, 2300/4000 Volts (3 available) 

500 HP 1800 RPM ABB, Frame N5012, TEFC, new, 2300/4000 Volts 

500 HP 1800 RPM Allis-Chalmers, Frame 30BS8, ODP, 4160 Volts 

500 HP 1800 RPM General Electric, Frame 5010/5011LL, TEFC BB, new, 2300/4000 Volts 

500 HP 1800 RPM General Electric, Frame 5011LL, TEFC-ieee841, ball brgs, 2300/4000 Volts, new 

500 HP 1800 RPM General Electric, Frame 5011LL, weather protected enclosure type 2, slv brgs, new ... 
500 HP 1800 RPM General Electric, Frame 5011Z, Drip-Proof Ball Bearing, 460 Volts 

500 HP 1800 RPM General Electric, Frame 5012/5013S, TEFC, BB, new, 2300/4000 Volts 

500 HP 1800 RPM General Electric, Frame 5013S, TEFC BB, 2300/4000 Volts, New Surplus 

500 HP 1800 RPM General Electric, Fr. 509L, weather protected enclosure type 2, BB, new, 2300/4000 V. 
500 HP 1800 RPM General Electric, Frame 509LL, ODP, 4000 Volts 

500 HP 1800 RPM General Electric, Frame 509LL, weather protected enclosure type 2, BB, new, 2300/4000 ... 
500 HP 1800 RPM General Electric, Frame 509LL, weather protected enclosure type 2, slv brgs, new ... 
500 HP 1800 RPM General Electric, Frame 509Z, Drip-Proof Ball Bearing, 460 Volts 

500 HP 1800 RPM General Electric, Frame 8110S, Drip-Proof Ball Bearing, 2300 Volts 

500 HP 1800 RPM General Electric, Frame 8288S, TEFC BB TUBE, 460 Volts 

500 HP 1800 RPM General Electric, Frame 8288S, TETC, 1.0 service factor, 460 Volts 

500 HP 1800 RPM Siemens, Frame 5011, TEFC, new, 460 Volts 

500 HP 1800 RPM Siemens, Frame 509/10/11S, TEFC, BB, new, 2300/4000 Volts 

500 HP 1800 RPM Siemens, Frame 509Z, WPIIBB, 4000 Volts 

500 HP 1800 RPM Siemens, Frame 5810, TEFC, BB, new, 2300/4000 Volts (2 available) 

500 HP 1800 RPM Siemens-Allis, Frame 586U, WPIIBB, 2300 Volts 

500 HP 1800 RPM Teco Westinghouse, Frame 5011B, TEFC BB, 460 Volts, New 

500 HP 1800 RPM Teco Westinghouse, Frame 5011UZ, TEFC, BB, new, 460 Volts 

500 HP 1800 RPM Teco, Frame 5810Z, TEFC, BB, 1.15 service factor, 2300/4160 Volts 

500 HP 1800 RPM Teco Westinghouse Westinghouse, Frame 5009B, ODP, 2300/4000 Volts 

500 HP 1800 RPM Teco Westinghouse Westinghouse, Frame 5810B, TEFC, 2300/4000 Volts 

500 HP 1800 RPM Toshiba, Frame 509/5009/5010/5011US, TEFC, BB, new, 460 Volts 

500 HP 1800 RPM Toshiba, Frame 5009/5010/5011UZ, TEFC, RB, new, 460 Volts 

500 HP 1800 RPM Toshiba, Frame 5011/10/9US, TEFC-SD, BB, new, 2300/4000V. 

500 HP 1800 RPM Toshiba, Frame 587/588/589/5807/5808/5809/5810B, BB, new, 2300/4000V. 

500 HP 1800 RPM Toshiba, Frame 589/5809/5810/5811US, TEFC, BB, new, 2300/4000 Volts 

500 HP 1800 RPM U.S. Motors, Frame 5009S, ODP, BB, 1.0 service factor, 460 Volts 

500 HP 1800 RPM U.S. Motors, Frame 5807S, ODP, rebuilt, 4160 Volts 

500 HP 1800 RPM U.S. Motors, Frame 5811ML, TEFC BB, 1.15 service factor, new, 2300/4000 Volts 

500 HP 1800 RPM Weg, Frame 5010S, open, 460 Volts 

500 HP 1800 RPM Weg, Frame 5809/10, TEFC, roller, new, 2300 Volts 

500 HP 1800 RPM Westinghouse, Frame 5010S, DP, 4000 Volts 

500 HP 1800 RPM Westinghouse, Frame 5010SD, Drip-Proof Ball Bearing, 4000 Volts 

500 HP 1800 RPM Westinghouse, Frame 5810S, TEFC, BB, 1.15,2300 Volts 

500 HP 3550 RPM Louis Allis, Frame 7108CS, weather protected enclosure type 1 BB, 2300/4160 Volts 
500 HP 3560 RPM Siemens, Frame 449TS, 460 Volts WP774 

500 HP 3561 RPM Siemens, Frame 508S, weather protected enclosure type 2, SB, 2300/4160 Volts (3 ... 
500 HP 3565 RPM Allis-Chalmers, Frame 587US, weather protected enclosure type 2, SB, 1.15 service ... 
500 HP 3565 RPM Electric Machinery, Frame 2316-K, ODP, 2300 Volts 

500 HP 3567 RPM Reliance, Frame 19EA5010S, weather protected enclosure type 2, SB, 2300/4160 Volts 
500 HP 3567 RPM Weg, Frame 4411D, WPIIBB, D-flange with-feet, 460 Volts YD 
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800-849-6686 
419-691-2888 
800-990-7374 
844-606-3336 
844-606-3336 
844-606-3336 
800-990-7374 
800-990-7374 
225-235-5611 
419-691-2888 
419-691-2888 
318-396-1738 
800-990-7374 
419-865-4001 
812-592-4698 
205-612-3051 
800-849-6686 
800-849-6686 
800-248-4479 
800-849-6686 
800-788-0307 
800-248-4479 
918-486-2660 
419-865-4001 
205-612-3051 
800-849-6686 
800-849-6686 
800-788-0307 
800-849-6686 
205-612-3051 
205-612-3051 
205-612-3051 
419-865-4001 
800-849-6686 
800-248-4479 
800-432-2645 
412-963-1111 
800-849-6686 
843-224-3283 
419-865-4001 
419-865-4001 
800-849-6686 
800-849-6686 
419-865-4001 
205-612-3051 
800-849-6686 
919-562-8122 
919-562-8122 
724-479-9066 
618-451-6900 
919-562-8122 
800-877-7520 
800-877-7520 
419-691-2888 
919-562-8122 
419-691-2888 
919-562-8122 
661-327-4271 
919-562-8122 
800-877-7520 
419-691-2888 
419-691-2888 
419-691-2888 
800-248-4479 
919-562-8122 
919-562-8122 
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800-849-6686 
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800-877-7520 
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843-374-5469 
520-887-4816 
503-266-6838 
800-990-7374 
716-809-1234 
419-691-2888 
225-235-5611 
419-865-4001 
800-788-0307 
919-562-8122 
918-752-0309 
509-534-8389 
918-752-0309 
419-865-4001 
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North Carolina Mtrs 
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Bailey Surplus 
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HECO Inc. 

Casey Equip./Elec 
North Carolina Mtrs 
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North Carolina Mtrs 
North Carolina Mtrs 
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Bailey Surplus 
North Carolina Mtrs 
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NEMSCO 

NEMSCO 
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East Coast Electric 
Romanoff Industries 
East Coast Electric 
Electric Mtr Works 
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NEMSCO 

Romanoff Industries 
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Row Electrical Eqpt 
East Coast Electric 
East Coast Electric 
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North Carolina Mtrs 
Rogers Eqpt Sales 
Dykman Electrical 
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ESR Motor Systems 
ESR Motor Systems 
NEMSCO 

ESR Motor Systems 
ESR Motor Systems 
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Lake City Elec Mtr 
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Tri-Motor & Machy 
Rogers Eqpt Sales 
Volland Electric 
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Ace Armature Works 
Doug Beat Co The 
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Pump & Motor Works 
Atlas Electric Inc 
Pump & Motor Works 
Doug Beat Co The 
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391737 
024593 
391736 
178855 
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December 2023 


MOTORS, A.C., SQUIRREL CAGE - (8,369 listings on our website!) 

500 HP 3570 RPM Toshiba, Frame 507USS, ODP, new surplus, 460 Volts 

500 HP 3575 RPM General Electric, Frame 509LS, weather protected enclosure type 2 BB, 460 V.(6 ... 
500 HP 3578 RPM Siemens, Frame 509S, weather proof Il, SB, 1.15 service factor, 2300/4160 Volts 
500 HP 3580 RPM Baldor, Frame 50095, DP, BB, 460 Volts 

500 HP 3580 RPM Siemens, Frame 588S, TEFC, BB, rebuilt, 2300 Volts 

500 HP 3580 RPM Teco-Westinghouse Westinghouse, Frame 5011A, TEFC, BB, 460 Volts 

500 HP 3600 RPM ABB, Frame 5010, TEFC, BB, new, 460 Volts (3 available) 

500 HP 3600 RPM ABB, Frame 5010, TEFC, BB, 2300/4000 Volts, new 

500 HP 3600 RPM Allis-Chalmers, Frame 587US, WPIIBB, 2300 Volts 

500 HP 3600 RPM Baldor, Frame 449TYZ, ODP, BB, 1.15 service factor, new surplus, 460 Volts 

500 HP 3600 RPM Baldor / Reliance, Frame 5012, DP, new, 2300/4160 Volts 

500 HP 3600 RPM General Electric, Frame 509LS, weather protected enclosure type 1, BB, 4160 Volts 
500 HP 3600 RPM General Electric, Frame 509LS, weather protected enclosure type 2, SB, new, 2300/4160 ... 
500 HP 3600 RPM General Electric, Frame 8208S, TEFCSB TUBE, 460 Volts 

500 HP 3600 RPM General Electric, Frame 8209S, TETC, SB, new unused, 2300/4000 Volts 

500 HP 3600 RPM Louis Allis, Frame 449TS, ODP, 460 Volts 

500 HP 3600 RPM Reliance, Frame 449TS, ODP, rebuilt, 460 Volts 

500 HP 3600 RPM Reliance, Frame 5008S, WPIISB, 2300/4000 Volts 

500 HP 3600 RPM Siemens, Frame 5010S, TEFC, new, 460 Volts 

500 HP 3600 RPM Siemens, Frame 5011, BBTEFC, new, 2300/4000 Volts (3 available) 

500 HP 3600 RPM Siemens, Frame 5011, TEFC, 3/60/2300/4000 Volts Class 1 Div 2 Inverter Duty Insulated ... 
500 HP 3600 RPM Siemens, Frame 5011SY, TEFC, SB, 2300/4160 Volts (3 available) 

500 HP 3600 RPM Siemens, Frame 507UDZ, Drip-Proof Ball Bearing, 4160 Volts 

500 HP 3600 RPM Siemens, Frame 508S, weather protected enclosure type 2, SB, new, 2300/4000 Volts 
500 HP 3600 RPM Siemens, Frame 509S, TEFC, 1.0 service factor, SB, new, 2300/4000 Volts 

500 HP 3600 RPM Siemens, Frame 509UDZ, WPIBB, 4160 Volts 

500 HP 3600 RPM Siemens, Frame 5810, TEFC, BB, new, 2300/4000 Volts (3 available) 

500 HP 3600 RPM Siemens, Frame 5882, TEFC BB, 2300/4000 Volts 

500 HP 3600 RPM Siemens-Allis, Frame 26QS6, TEFC, SB, 2300/4160 Volts 

500 HP 3600 RPM Siemens-Allis, Frame 587US, WPIIBB, 2300 Volts 

500 HP 3600 RPM Siemens-Allis, Frame 588US TEAAC, rebuilt, 2300 Volts 

500 HP 3600 RPM Teco Westinghouse, Frame 449TS, ODP, new, 460 Volts 

500 HP 3600 RPM Teco, Frame 5009/5010/5011A, BB, 2300/4000 Volts, new 

500 HP 3600 RPM Teco Westinghouse, Frame 5009/5010/5011A, TEFC, 2300/4000 Volts 

500 HP 3600 RPM Teco, Frame 5011A, TEFC Ball, 460 Volts, new 

500 HP 3600 RPM Teco, Frame 5810, TEFC, BB, 2300/4160 Volts, new 

500 HP 3600 RPM Teco Westinghouse, Frame 5810A, ODP, 2300/4000 Volts 

500 HP 3600 RPM Teco, Frame EP5002, TEFC, new, 460 Volts 

500 HP 3600 RPM Teco Westinghouse Westinghouse, Frame 5011A, ООР, 2300/4000 Volts 

500 HP 3600 RPM Teco-Westinghouse, Frame 5808A, TEFC, B/B, 2300/4160 Volts, New, KG5002 

500 HP 3600 RPM Teco-Westinghouse, Frame 6808A, TEFC, B/B, 2300/4160 Volts, new 

500 HP 3600 RPM Toshiba, Frame 449TDZ, Drip-Proof Ball Bearing, 460 Volts 

500 HP 3600 RPM Toshiba, Frame 505USS, ODP, 460 Volts 

500 HP 3600 RPM Toshiba, Frame 505USS, ODP, 460 Volts, B5002VLG33 

500 HP 3600 RPM WEG, Frame 586/7TS, TEFC BB, 460 Volts, New Surplus 

529 HP 3570 RPM RAM, Frame 449T, ODP, 460 Volts Compressor Duty 

550 HP 395 RPM Reliance, Frame 9240, TEAAC, 1.15, surplus, 2400/4160 Volts (3 available) 

550 HP 1786 RPM Siemens, 1LA8 353-4AB90Z, 460 Volts WP854 

554 HP 3564 RPM Reliance, Frame 5008D, ODP, 2300 Volts, New 

600 HP 508 RPM Westinghouse Life-Line D type LAC, Frame 6810L, ind motor, 2300 Volts 

600 HP 590 RPM General Electric, Fr.8411, weather prot. enclosure type 1, type KG-hi torque ... 

600 HP 590 RPM General Electric, Frame 8411, WPIISB, 1.15SF, 2300/4000 Volts (2 available) 

600 HP 600 RPM Continental, Frame 945$, Drip-Proof Ball Bearing, 4160 Volts 

600 HP 600 RPM General Electric, Frame 8411Z, WPISB, 4000 Volts 

600 HP 600 RPM General Electric, Frame 8411Z, WPISB, 4000 Volts 

600 HP 720 RPM Reliance, Frame 6811S, Drip-Proof Ball Bearing, 2300/4160 Volts 

600 HP 720 RPM Siemens, Frame 788S, TEFC BB, 2300 Volts 

600 HP 885 RPM General Electric, Frame 6345S, weather protected enclosure type 2, SB, 4160 Volts 
600 HP 885 RPM Reliance, Frame 5810$, Drip-Proof Ball Bearing, 2300/4160 Volts 

600 HP 887 RPM Siemens, Frame 5810S, weather protected enclosure type 2, BB, 460 V.(2 available) 
600 HP 888 RPM Teco Westinghouse, Frame 6808B, TEFC, BB, 2300/4160 Volts 

600 HP 888 RPM Westinghouse, Frame 6808L, weather protected enclosure type 2, SB, 2300/4160 Volts 
600 HP 889 RPM Siemens, Frame 5810$, weather protected enclosure type 2, BB, 2300/4160 Volts (2 ... 
600 HP 890 RPM Elliott, Frame 4017, Sleeve, 4000 Volts, Reconditioned 

600 HP 890 RPM General Electric, Frame 8311S DP, SB, rebuilt, 4000 Volts 

600 HP 890 RPM Louis Allis, Frame 689, ODP, 1.15, ball bearing, 2300 Volts (2 available) 

600 HP 890 RPM Louis Allis, Frame 698, ODP, 2300 Volts (2 available) 

600 HP 892 RPM General Electric, Frame 6811s, TEFC BB, 2300 Volts 

600 HP 896 RPM Baldor, Frame 5809/10, TEFC, BB, New Unused, 460 Volts 

600 HP 900 RPM General Electric, Frame 7010, TEFC, BB, new, 4000/6900 Volts 

600 HP 900 RPM General Electric, Frame 8309S, TEAA, 2300 Volts 

600 HP 900 RPM Marathon, Frame 400, TEFC metric, new surplus, 460 Volts (2 available) 

600 HP 900 RPM Teco, Frame 5810B, TEFC, ball bearing, 2300/4160 Volts, new KPF6008 

600 HP 900 RPM Teco, Frame 6808C, TEFC, new, 460 Volts, E6008R 

600 HP 900 RPM Teco Westinghouse Westinghouse, Frame 6808B, TEFC, 2300/4000 Volts 


600 HP 982/1180/24 RPM 0 Ward-Leonard Leonard, Frame 355ML, DPBB-BV, VFD, 50/60/120 HZ, 600Y, Spline ... 


600 HP 1165 RPM Westinghouse, Frame 5808L, DP, BB, rebuilt, 2300 Volts 

600 HP 1175 RPM U.S. Motors, Frame 5807, Drip-Proof Ball Bearing, 1.15 service factor, 460 Volts (2 ... 
600 HP 1177 RPM Westinghouse, Frame H686F, TEFC, 2300 Volts 

600 HP 1180 RPM General Electric, Frame 8211Z, weather protected enclosure type 2, sleeve, 1.15... 
600 HP 1185 RPM Allis-Chalmers, Frame 30KKS8, drip proof BB, 2300/4000 Volts 

600 HP 1185 RPM Siemens, Frame 589U, electrically OK, 2300 Volts 

600 HP 1185 RPM Teco Westinghouse, Frame 6806B, TEFC, RB/BB, 2300/4160 Volts 

600 HP 1185 RPM U.S. Motors, Frame 5811ML/S, TEFC, BB, rebuilt, 4160 Volts 

600 HP 1185 RPM U.S. Motors, Frame 5812S, weather protected enclosure type 2, 575 Volts, #4310 

600 HP 1187 RPM Siemens, Frame 588$, weather protected enclosure type 1, BB, 460 Volts (2 available) 
600 HP 1187 RPM Teco, Fr. 5809L, weather protected enclosure type 2, BB, 1.15 service factor ... 

600 HP 1188 RPM Siemens, Frame 588US, weather protected enclosure type 1, BB, 2300 Volts 

600 HP 1188 RPM Westinghouse, Frame 5811S, weather protected enclosure type 2, SB, 1.15 service ... 
600 HP 1189 RPM Siemens, Frame 30LLS8, TEFC, BB, 4000/6900 Volts 

600 HP 1190 RPM General Electric, Frame 8409Z, DPSB, 4160 Volts 

600 HP 1190 RPM Reliance, Frame 50122, weather protected enclosure type 2 BB, 2300/4160 Volts 

600 HP 1190 RPM Toshiba, Frame 5810UZ, TEFC, BB, 460 Volts 

600 HP 1190 RPM U.S. Motors, Frame 5811S, TEFC, BB, 2300/4000 Volts 
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SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 
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Volland Electric 
Doug Beat Co The 
Pump & Motor Works 
East Coast Electric 
North Carolina Mtrs 
Pump & Motor Works 
East Coast Electric 
East Coast Electric 
Romanoff Industries 
Rogers Eqpt Sales 
East Coast Electric 
Charlie Steele 
NEMSCO 
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East Coast Electric 
Electric Mtr Works 
Lake City Elec Mtr 
Romanoff Industries 
East Coast Electric 
East Coast Electric 
Е & I Sales Company 
East Coast Electric 
Romanoff Industries 
Houston Armature 
Houston Armature 
Romanoff Industries 
East Coast Electric 
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Charlie Steele 
Romanoff Industries 
HECO Inc. 

Charlie Steele 

ESR Motor Systems 
Dykman Electrical 
Rogers Eqpt Sales 
Electric Motor Shop 
Dykman Electrical 
Zone Industries 
Dykman Electrical 
Rogers Eqpt Sales 
Rogers Eqpt Sales 
Romanoff Industries 
Electric Motors Co 
Electric Mtr Works 
Romanoff Industries 
Bailey Surplus 

Doug Beat Co The 
Capital Machy Sys 
Bailey Surplus 
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East Coast Electric 
Doug Beat Co The 
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Bailey Surplus 
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North Carolina Mtrs 
Row Electrical Eqpt 
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238308 
157561 
455035 
165245 
164235 
413486 
440114 
404139 
295507 
841435 
403992 
421999 
454912 
054014 
475253 
290825 
369266 
396634 
476914 
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MOTORS, A.C., SQUIRREL CAGE - (8,369 listings on our website!) 

600 HP 1190 RPM U.S. Motors, Frame 6810Z, weather protected enclosure type 2, BB, rebuilt, 6600 Volts 
600 HP 1191 RPM Toshiba, Frame 6809/6810, TEFC, BB, new unused, 2300/4160V. 

600 HP 1192 RPM Siemens, Frame 5810-SY, TEFC, CZ, 2300/4000 Volts (2 available) 

600 HP 1192 RPM Siemens, Frame 5810S, TEFC, BB, 480 Volts 

600 HP 1193 RPM Teco /Baldor, Frame 5809/10/C, TEFC, RB/BB, 2300/4000/4160 Volts, rebuilt (2 ... 
600 HP 1195 RPM Reliance, Frame 5011/12, TEFC, BB, 2300/4000 Volts, rebuilt 

600 HP 1200 RPM ABB, Frame HXR400L, TEFC, BB, 460 Volts (2 available) 

600 HP 1200 RPM Allis-Chalmers, Frame 30KKS8, ODP, BB, 4160 Volts 

600 HP 1200 RPM General Electric, Fr. 5011L, weather protected enclosure type 2, BB, new, 2300/4000V. 
600 HP 1200 RPM General Electric, Frame 5012/5013S, TEFC, BB, new, 2300/4000 Volts (2 available) 
600 HP 1200 RPM General Electric, Frame 8210S, Drip-Proof Ball Bearing, 2300 Volts 

600 HP 1200 RPM Hyundai, Frame 5811/12, TEFC BB, 2300/4160 Volts 

600 HP 1200 RPM Reliance, Frame 5012Z, TEFC, BB, new, 2300/4160 Volts 

600 HP 1200 RPM Reliance, Frame 5810S, ODP, 4160 Volts 

600 HP 1200 RPM Siemens, Frame 5011-5012-5013, TEFC, 460 Volts, new 

600 HP 1200 RPM Siemens, Frame 5012, TEFC, BB, new, 460 Volts 

600 HP 1200 RPM Siemens, Frame 5013, TEFC, new, 460 Volts 

600 HP 1200 RPM Siemens, Frame 5810, TEFC, BB, new, 2300/4000 Volts (2 available) 

600 HP 1200 RPM Siemens, Frame SH400, TEFC, new, 2300/4000 Volts (2 available) 

600 HP 1200 RPM Teco, Frame 5810B, TEFC, B/B, KPF6006, new, 2300/4160 Volts 

600 HP 1200 RPM Teco, Frame 5810B, TEFC, B/B, crusher duty, 2300/4160 Volts, New Cat#KD6006 
600 HP 1200 RPM Teco, Frame 6806, TEFC, B/B, 1.0 service factor, rebuilt, 460 Volts 

600 HP 1200 RPM Teco Westinghouse Westinghouse, Frame 6808C, TEFC, 2300/4000 Volts 

600 HP 1200 RPM Teco-Westinghouse, Frame 5810C, TEFC, R/B, 2300/4160 Volts, New, KG6006R 
600 HP 1200 RPM Toshiba, Frame 355-1000, WPIISB, 4160 Volts 

600 HP 1700 RPM Teco - Westinghouse, Frame 5810B, TEFC, w/gearbox, 4000 Volts 

600 HP 1760 RPM Teco, Frame 400CB, TEFCBB, surplus, 4000/6600/7200 Volts 

600 HP 1770 RPM Toshiba, Frame 400L, weather protected enclosure type 2 BB, 2300/4160 Volts 
600 HP 1775 RPM Siemens, Frame 509US, 2300 Volts WP1005 

600 HP 1780 RPM General Electric, Frame 5011Z, 575 Volts, 1310-7396-29 Atlas Copco, WP55 

600 HP 1780 RPM General Electric, Frame 509Z, 460 Volts, 1310-7336-27 Atlas Copco WP851 

600 HP 1780 RPM General Electric, Frame 509Z, 575 Volts, 1310-1336-37 Atlas Copco, WP631 

600 HP 1780 RPM General Electric, Frame 8288S, dpbb. 440 v. 

600 HP 1780 RPM Teco West., Frame 588.5S/5808S, dpsb/wpiibb, 2300/4160V.(2 available) 

600 HP 1780 RPM U.S. Motors, Frame 5807, DP, 1.15 service factor, 460 Volts 

600 HP 1785 RPM General Electric, Frame 5013S, TEFC, 2300/4000 Volts (2 available) 

600 HP 1785 RPM General Electric, Frame 509LL, DP, 575 Volts, 47444 

600 HP 1785 RPM Hyundai, Frame 450, Drip-Proof Ball Bearing, dbl.shaft, 4160/7200 Volts 

600 HP 1785 RPM Marathon, Frame 5010U, ODP, BB, 460 Volts 

600 HP 1785 RPM Siemens, Frame 5011SY, TEFC, BB, new surplus, 460 V.(2 available) 

600 HP 1785 RPM Siemens, Frame 5011SY, TEFC, BB, 460 Volts (2) new surplus 

600 HP 1785 RPM Teco, Frame 5808B, TEFC, BB, 460 Volts 

600 HP 1785 RPM Teco /West., Frame 6806B, TEFCBB, 2300/4160 Volts 

600 HP 1785 RPM U.S. Motors, Frame 5811SS, TEFCBB, 2300/4160 Volts 

600 HP 1785 RPM Weg, Frame 5009/10/11T, TEFC, BB, 460 Volts 

600 HP 1786 RPM Reliance, Frame 23BG5009/10, TEFC, BB, reblt, 2300/4000V. 

600 HP 1787 RPM Howell, Frame 688, TEFCBB, 460 V.(2 available) 

600 HP 1788 RPM Westinghouse, Frame 5808S, 2300/4160 Volts WP32 

600 HP 1790 RPM General Electric, Frame 5013S, TEFC, BB, 460/4160 Volts (2) 1- rebuilt 

600 HP 1790 RPM Marathon, Frame 6805TZ, DPBV, VFD, F2, 600 VAC, surplus 

600 HP 1790/2250 RPM Reliance, Frame 5012Z, TEFC, 460 Volts 

600 HP 1800 RPM ABB, Frame 5010, TEFC, BB, new, 460 Volts 

600 HP 1800 RPM ABB, Frame 5012, TEFC, BB, 2300/4000 Volts, new 

600 HP 1800 RPM Allis-Chalmers, Frame 586US, weather protected enclosure type 1, SB, 2300 Volts 
600 HP 1800 RPM General Electric, Fr. 5011L, weather protected enclosure type 2, BB, new, 2300/4000V. 
600 HP 1800 RPM General Electric, Frame 5012/5013S, TEFC, BB, new, 2300/4000 Volts (2 available) 
600 HP 1800 RPM General Electric, Frame 5013S, TEFC, BB, 4160 Volts 

600 НР 1800 RPM General Electric, Frame 58112, TEFC, RB, 1.15, new surplus, 2300/4160 Volts 

600 HP 1800 RPM General Electric, Frame 8210SZ, TEAA, BB, 460 Volts 

600 HP 1800 RPM Louis Allis, Fr. 5809, weather protected encl. type1 or weather prot. enclosure ... 
600 HP 1800 RPM Louis Allis, Frame 7110CS, TEFC BB TUBE, 460 Volts 

600 HP 1800 RPM Louis Allis, Frame 7110EL, Drip-Proof Ball Bearing, 4160 Volts 

600 HP 1800 RPM Reliance, Frame 50102, weather protected enclosure type 2, new, 2300/4160 Volts 
600 HP 1800 RPM Siemens, Frame 5011/5012, TEFC, new, 460 Volts 

600 HP 1800 RPM Siemens, Frame 5012, TEFC BB, new, 460 Volts 

600 HP 1800 RPM Siemens, Frame 5013SY, TEFC, SB, 2300/4000 V.(3 available) 

600 HP 1800 RPM Siemens, Frame 508, Drip-Proof Ball Bearing, 2300 Volts 

600 HP 1800 RPM Siemens, Frame 509/5010/5011S, tefc, bb, new, 2300/4000 Volts 

600 HP 1800 RPM Siemens, Frame 509S, WPIIBB, 2300 Volts 

600 HP 1800 RPM Siemens, Frame 509S, WPIISB, 460 Volts 

600 HP 1800 RPM Siemens, Frame 5810, BBTEFC, new, 2300/4000 Volts 

600 HP 1800 RPM Teco Westinghouse, Frame 5808B, TEFC BB, 460 Volts 

600 HP 1800 RPM Teco-Westinghouse, Frame 6806B, TEFC, B/B, 2300/4160 Volts, new 

600 HP 1800 RPM Toshiba, Frame 5810UZ, TEFC, 460 Volts, Quarry duty, new 

600 HP 1800 RPM Toshiba, Frame 587/588/589/5807/5808/5809/5810B, BB, new, 2300/4000V. 

600 HP 1800 RPM Toshiba, Frame 589/5809/5810/5811US, TEFC, BB, new, 2300/4000 Volts 

600 HP 1800 RPM U.S. Motors, Frame 1689S, ODP, BB, 2300 Volts 

600 HP 1800 RPM U.S. Motors, Frame 5811S, TEFC BB, 460 Volts 

600 HP 1800 RPM Westinghouse, Frame 5010S, weather protected enclosure type 2, sleeve, 2300 Volts 
600 HP 1800 RPM Westinghouse, Frame 5808, ODP, BB, 2300/4160 Volts 

600 HP 1800 RPM Westinghouse, Frame 6810S, TEFC, BB, 2300 Volts 

600 HP 2800 RPM Marathon Blue Chip, Frame 5011L, severe duty, unused, 460 Volts 

600 HP 2936 RPM Siemens, Frame 508S, weather protected enclosure type 2, 3300 Volts 

600 HP 2936 RPM Siemens, Frame 508S, weather protected enclosure type 2, 3300 Volts 

600 HP 3565 RPM U.S. Motors, Frame 5811SS, weather protected enclosure type 2 SB, 2300/4000 Volts 
600 HP 3570 RPM Siemens, Frame 5810S, TEFC, 2300/4160 Volts 

600 HP 3575 RPM Louis Allis, Frame 7110CS, TETC, horizontal motor, 4160 Volts 

600 HP 3575 RPM Louis Allis, Frame 7110CS, weather protected enclosure type 2, BB, 4160 Volts (2... 
600 HP 3575 RPM Reliance, Frame 5008S, Drip-Proof Ball Bearing, 1.15 service factor, Y-Delta 460 ... 
600 HP 3575 RPM Siemens-Allis, Frame 26RS8, TEFC BB, 2300/4000 Volts 

600 HP 3575 RPM Siemens-Allis, Frame 586US, Drip-Proof Ball Bearing, 4160 Volts 

600 HP 3575 RPM Toshiba, Frame 5809/10/11/USS, TEFC, BB, 2300/4000 Volts, new unused 

600 HP 3578 RPM Siemens, Frame 509$, weather protected enclosure type 2 SB, 1.15 service factor ... 
600 HP 3580 RPM Siemens, Frame 5810S, TEFC, BB, 4160 Volts 
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MOTORS, A.C., SQUIRREL CAGE - (8,369 listings on our website!) 

600 HP 3585 RPM Teco, Frame 5810A, TEFCBB, 1.15 service factor, 2300/4160 Volts 

600 HP 3586 RPM Siemens, Frame 5810SY, TEFC, SB, 4160/6600 Volts (2 available) 

600 HP 3590 RPM Louis Allis, Frame 689S, TEFC, SB, 2300 Volts 

600 HP 3600 RPM ABB, Frame 5010, TEFC, BB, new, 460 Volts (3 available) 

600 HP 3600 RPM Allis-Chalmers, Frame 509$, weather protected enclosure type 2, SB, 460 Volts 

600 HP 3600 RPM Allis-Chalmers, Frame 588US, WPIISB, 6600 Volts 

600 HP 3600 RPM General Electric, Fr. 5011LS, weather protected enclosure type 2, SB, new ... 

600 HP 3600 RPM General Electric, Frame 5011LS, weather protected enclosure type 2, slv brgs ... 

600 HP 3600 RPM General Electric, Frame 5013ST, TEFC BB, 460 Volts 

600 HP 3600 RPM General Electric, Frame 509LS, weather protected enclosure type 2, Slv Brg, new ... 
600 HP 3600 RPM Louis Allis, Frame 7011/7012/7013, DP, BB, 2300/4000 Volts, new 

600 HP 3600 RPM Louis Allis, Frame 7110CS, TEFC BB TUBE, 4000 Volts 

600 HP 3600 RPM Marathon, Frame HKA400, TEAAC, BB, 4160 Volts, New 

600 HP 3600 RPM Reliance, Frame 5008DS, DP, BB, 460 Volts 

600 HP 3600 RPM Reliance, Frame 5010DS, WPIBB, 460 Volts 

600 HP 3600 RPM Reliance, Frame 5010S, weather protected enclosure type 2, BB, new, 2300/4000 Volts 
600 HP 3600 RPM Siemens, Frame 5010S, weather protected enclosure type 2, BB, new, 2300/4000 Volts 
600 HP 3600 RPM Siemens, Frame 5011, TEFC, BB, new, 2300/4000 Volts 

600 HP 3600 RPM Siemens, Frame 5011S/5012S, TEFC, new, 460 Volts 

600 HP 3600 RPM Siemens, Frame 5011S/12S/13S, TEFC, BB, new, 2300/4000 Volts 

600 HP 3600 RPM Siemens, Frame 508S, Drip-Proof Ball Bearing, 4160 Volts 

600 HP 3600 RPM Siemens, Frame 508S, weather protected enclosure type 2, SB, new, 2300/4000 Volts 
600 HP 3600 RPM Siemens, Frame 508S, weather protected enclosure type 2,1.15 service factor, SB, new ... 
600 HP 3600 RPM Siemens, Frame 508S, WPIIBB, 460 Volts 

600 HP 3600 RPM Siemens, Frame 508S, WPIIBB, 460 Volts 

600 HP 3600 RPM Siemens, Frame 5810SY, TEFC, SB, new, 2300/4000 Volts 

600 HP 3600 RPM Siemens, Frame 588Z, DPSB, 2300 Volts 

600 HP 3600 RPM Teco, Frame 5009/5010/5011A, BB, 2300/4000 Volts, new 

600 HP 3600 RPM Teco Westinghouse, Frame 5809H, WPIISB, 2300/4160 Volts 

600 HP 3600 RPM Teco, Frame 5810A, TEFC, BB, 1.15 service factor, CCW rotation NDE, electrically OK ... 
600 HP 3600 RPM Teco, Frame 5810A, TEFC, BB, New, 2300/4160 Volts 

600 HP 3600 RPM Teco Westinghouse Westinghouse, Frame 5009/5010/5011A, TEFC, 2300/4000 Volts 
600 HP 3600 RPM Teco Westinghouse Westinghouse, Frame 5011A, ODP, 2300/4000 Volts 

600 HP 3600 RPM Teco Westinghouse Westinghouse, Frame 5810A, ODP, 2300/4000 Volts 

600 HP 3600 RPM Toshiba, Frame 315-1000, WPIIBB, 4000 Volts 

600 HP 3600 RPM Toshiba, Frame 507USS, Drip-Proof Ball Bearing, 460 Volts 

600 HP 3600 RPM Toshiba, Frame 5809UZ, weather protected enclosure type 2, SB, 2300/4000 Volts, new ... 
600 HP 3600 RPM U.S. Motors, Frame 5008S, ODP, BB, new, 460 Volts 

600 HP 3600 RPM WEG, Frame 588/9TS, TEFC BB, 460 Volts, New Surplus 

600 HP 3600 RPM WEG, Frame 588/9TS, TEFC BB, 460 Volts, New Surplus 

600 HP 3600 RPM WEG, Frame 588/9TS, TEFC BB, 460 Volts, New Surplus 

600 HP 3600 RPM Westinghouse, Frame 355-1000, TEFC BB TUBE, 2300 Volts 

623 HP 3600 RPM York, Frame 5008DZ, weather protected enclosure type 1, BB, D-flange, chiller mtr ... 
642 HP 3600 RPM York/Toshiba, Fr. 507UDZ, weather protected enclosure type 1, BB, D-flange, 460V. (4) 
689 HP 3600 RPM Siemens, Frame 507002, Drip-Proof Ball Bearing, Wye-Delta, 480 V.(3 available) 

700 HP 585 RPM General Electric, Frame 8409S, induction type, 250-460 V.(2 available) 

700 HP 592 RPM Toshiba World Series, Frame 400-1200, induction, 2300V. 

700 HP 712 RPM Reliance, Frame 36EC5812S, ODP BB, 4160 Volts (2 available) 

700 HP 885 RPM Teco, Frame 6808B, weather protected enclosure type 1, BB, 2300/4160 Volts 

700 HP 885 RPM Teco West., Frame 6808C, Drip-Proof Ball Bearing, 1.15SF, 2300/4160V. 

700 HP 886 RPM Baldor-Reliance, Frame 5812Z, weather protected enclosure type 2, SB, rebuilt ... 

700 HP 888 RPM Reliance, Frame 6811S, weather protected enclosure type 2, SB, rebuilt, 6600 Volts 
700 HP 889 RPM Ideal, Frame 1904, ODP, 2300 Volts 

700 HP 890 RPM General Electric, Frame 8411S, TEFC, SB, 4160/6600 Volts (11 available) 

700 HP 890 RPM U.S. Motors, Frame 68092, weather protected enclosure type 2 BB, compressor duty ... 
700 HP 892 RPM Siemens, Frame 5812, 4160 Volts, Sleeve - Rewound and reconditioned 

700 HP 892 RPM TECO, Frame 6808B/C, TEFC, RB/BB, 460 V.(4 available) 

700 HP 900 RPM Baldor / Reliance, Frame 5810Y, TEFC, BB, new, 460 Volts 

700 HP 900 RPM General Electric, Frame 5810/5811, weather protected enclosure type 2, BB, new ... 
700 HP 900 RPM General Electric, Frame 7010, TEFC, BB, new, 4000/6900 Volts 

700 HP 900 RPM General Electric, Frame 8311S, Drip-Proof Ball Bearing, 4000 Volts 

700 HP 900 RPM Teco Westinghouse, Frame 5810B, TEFC, ball bearing, 2300/4160 Volts, new Cat#KPF7008 
700 HP 900 RPM Westinghouse, Frame 6808L, weather protected enclosure type 1, BB, 1.15,2300 Volts ... 
700 HP 1170 RPM Louis Allis, Frame 7210DS, Drip-Proof Ball Bearing, 460 Volts 

700 HP 1173 RPM U.S. Motors, Frame 5809Z, ODP, 2300 Volts, Rebuilt 

700 HP 1180 RPM Allis-Chalmers, Frame 588UZ, weather protected enclosure type 1, RB/BB, 460 Volts 
700 HP 1183 RPM Teco, Frame 6806C, TEFC, RB, 460 V.(2 available) 

700 HP 1185 RPM Allis-Chalmers, Frame 3734, TEFC, 2300 Volts 

700 HP 1185 RPM Siemens, Frame 5810, weather protected enclosure type 1, 2300/4160 V.(2 available) 
700 HP 1185 RPM Siemens-Allis, Frame 30LS8, TEFC, BB, 460 Volts 

700 HP 1187 RPM Siemens, Frame 588S, weather protected enclosure type 1, BB, 460 Volts (2 available) 
700 HP 1188 RPM Baldor-Reliance, Frame 5810, ODP, 4000 Volts, new (2 available) 

700 HP 1190 RPM Reliance /Baldor, Frame 5810Z, Drip-Proof Ball Bearing, 1.15, inv-duty, new surp ... 
700 HP 1190 RPM Toshiba, Frame 5809/10/11UZ, TEFC, BB, 4000 Volts, new surplus 

700 HP 1192 RPM Siemens, Frame 5812S, TEFC, BB, 2300 Volts (2 available) 

700 HP 1196 RPM Baldor /Reliance, Frame G5810, new surplus, 2300 Volts 

700 HP 1200 RPM ABB, Frame 5012, TEFC, BB, new, 460 Volts (2 available) 

700 HP 1200 RPM ABB, Frame 5810, TEFC, BB, 2300/4000 Volts, new 

700 HP 1200 RPM Allis-Chalmers, Frame 3734, ODP, SB, 2300 Volts 

700 HP 1200 RPM General Electric, Frame 5809/10S, TEFC, Ball Brgs, new, 2300/4160 Volts 

700 HP 1200 RPM General Electric, Frame P309, TEFC BB TUBE, 2300/4000 Volts 

700 HP 1200 RPM Louis Allis, Fr. 5811, weather prot. enclosure type1 or weather protected encl. ... 

700 HP 1200 RPM Louis Allis, Frame 7210ZZ, WPIBB, 4160 Volts 

700 HP 1200 RPM Reliance, Frame L4429Z, DPFVBB, 460 Volts 

700 HP 1200 RPM Siemens, Frame SH400, BBTEFC, new, 2300/4000 Volts 

700 HP 1200 RPM Teco, Frame 5810B, TEFC, B/B, KPF7006, new 

700 HP 1200 RPM Teco, Frame 6808B, TEFC, B/B, crusher duty, 2300/4160 Volts, New cat#KD7006 

700 HP 1200 RPM Teco Westinghouse Westinghouse, Frame 6808B, TEFC, 2300/4000 Volts 

700 HP 1200 RPM Teco Westinghouse Westinghouse, Frame 6808C, TEFC, 2300/4000 Volts 

700 HP 1200 RPM Teco-Westinghouse, Frame 6808C, TEFC, R/B, 2300/4160 Volts, New, KG7006R 

700 HP 1200 RPM Toshiba, Frame 5809/10/11US, TEFC, BB, new, 2300/4160 Volts 

700 HP 1200 RPM U.S. Motors, Frame 50122, Drip-Proof Ball Bearing, 4160 Volts 

700 HP 1200 RPM Westinghouse, Frame 4008, WPIIBB, 2300 Volts, New Surplus 

700 HP 1770 RPM Teco, Frame 6808S, TEFC, BB, short shaft, 2300/4160 Volts 
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MOTORS, A.C., SQUIRREL CAGE - (8,369 listings on our website!) 

700 HP 1775 RPM U.S. Motors, Frame 50105, 1.15 service factor, RTD' s rblt, 2300/4160 V.(2 available) 
700 HP 1777 RPM General Electric, Frame 8210-S, weather protected enclosure type 1, 2300/4160 Volts 
700 HP 1780 RPM Teco West., Frame 5810C, ODP, 1.15 service factor, 2300/4160V.(2 available) 

700 HP 1783 RPM WEG, Frame 6806/7/8, TEFC, BB, 6600/6900/7200 Volts 

700 HP 1785 RPM Hyundai, Frame 450, Drip-Proof Ball Bearing, dbl.shaft, 4160/7200 Volts 

700 HP 1789 RPM Reliance, Frame 5012Z, TEFC, BB, 2300/4000 Volts, new 

700 HP 1790 RPM Baldor /Reliance, Frame 5011/12, TEFC, BB, 2300/4000 Volts 

700 HP 1790 RPM General Electric, Frame 5013S, TEFC, BB, 2300 Volts 

700 HP 1800 RPM ABB, Frame 5012, TEFC, BB, new, 460 Volts 

700 HP 1800 RPM ABB, Frame 5012, TEFC, BB, 2300/4000 Volts, new 

700 HP 1800 RPM Baldor Rel, Frame 5012Z, TEFCSB, API 541, new, 2300/4160V.(3 available) 

700 HP 1800 RPM General Electric, Fr. 5011L, weather protected enclosure type 2, BB, new, 2300/4000V. 
700 HP 1800 RPM General Electric, Frame 5011LL, Drip-Proof Ball Bearing, 4160 Volts 

700 HP 1800 RPM General Electric, Frame 5012/5013S, TEFC, new, 2300/4000 V.(2 available) 

700 HP 1800 RPM Siemens, Frame 5013, TEFC, new, 460 Volts 

700 HP 1800 RPM Siemens, Frame 5013, TEFC BB, new, 460 Volts (2 available) 

700 HP 1800 RPM Siemens, Frame 5810, BBTEFC, new, 2300/4000 Volts (2 available) 

700 HP 1800 RPM Siemens, Frame 5885, weather protected enclosure type 2, 1.15 service factor, New ... 
700 HP 1800 RPM Siemens, Frame 588US, TEAA, 4160 Volts 

700 HP 1800 RPM U.S. Motors, Frame 5809S, Drip-Proof Ball Bearing, 4160 Volts 

700 HP 1800 RPM Weg, Frame 6806/7, TEFC, ball, new, 4160 Volts 

700 HP 1800 RPM Westinghouse, Frame 5808S, Drip-Proof Ball Bearing, 2300 Volts 

700 HP 3565 RPM Teco, Frame 400C, TEFC BB, 460 Volts 

700 HP 3568 RPM Weg, Frame MGP5011, weather protected enclosure type 2,480 Volts, IR Centac 2CV/C700 
700 HP 3570 RPM Toshiba, Frame 509USS, DP, 460 Volts, new surplus 

700 HP 3574 RPM Reliance, Frame 5010S, weather protected enclosure type 1 SB, 1,15 service factor ... 
700 HP 3575 RPM Siemens-Allis, Fr.588US, weather prot. encl. type 2,1.15 serv. factor ... 

700 HP 3575 RPM Westinghouse, Frame 5809H, weather protected enclosure type 2 SB, 2300/4000 V.(2 ... 
700 HP 3578 RPM Teco, Frame 5809H, weather protected enclosure type 2, SB, 2300/4160 Volts 

700 HP 3578 RPM Weg, Frame 5810/11TS, TEFC BB, 2300/4000 V.(4 available) 

700 HP 3580 RPM Reliance, Fr. 5010S, weather prot. enclosure type 2,1.15 serv. factor, sleeve ... 

700 HP 3600 RPM ABB, Frame 5010, TEFC, BB, new, 460 Volts (3 available) 

700 HP 3600 RPM ABB, Frame 5810, TEFC, BB, 2300/4000 Volts, new 

700 HP 3600 RPM Allis-Chalmers, Frame 30RS6, weather protected enclosure type 2, SB, 2300 Volts 
700 HP 3600 RPM Baldor / Reliance, Frame 5810, TEFC, new, 460 Volts (2 available) 

700 HP 3600 RPM Baldor /Reliance, Frame 5810S, TEFC, BB, new, 2300/4000 Volts 

700 HP 3600 RPM General Electric, Frame 5011LS, weather protected enclosure type 2, SB, пем... 

700 HP 3600 RPM General Electric, Frame 5013ST, DP, BB, new, 2300/4160 Volts 

700 HP 3600 RPM General Electric, Frame 5810, TEFC BB, new, 4160 Volts 

700 HP 3600 RPM Louis Allis, Frame 7011/7012/7013, DP, BB, 2300/4000 Volts, new 

700 HP 3600 RPM Louis Allis, Frame 7110BS, TEFCSB TUBE, 2300 Volts 

700 HP 3600 RPM Louis Allis, Frame 7110BS, TEFCSB TUBE, 2300 Volts 

700 HP 3600 RPM Louis Allis, Frame 7110BS, WPIBB, 4160 Volts 

700 HP 3600 RPM Ram, Frame 5010DZ, Drip-Proof Ball Bearing, 460 Volts 

700 HP 3600 RPM Ram, Frame 5010S, Drip-Proof Ball Bearing, 2300/4000-4160 Volts 

700 HP 3600 RPM Reliance, Frame 5010S, weather protected enclosure type 2, BB, new, 2300/4000 Volts 
700 HP 3600 RPM Siemens, Frame 5010S, weather protected enclosure type 1, BB, new, 2300/4160 Volts 
700 HP 3600 RPM Siemens, Frame 5010S, weather protected enclosure type 2, BB, new, 2300/4000 Volts 
700 HP 3600 RPM Siemens, Frame 5011S/12S/13S, TEFC, BB, new, 2300/4000 Volts 

700 HP 3600 RPM Siemens, Frame 50112, Drip-Proof Ball Bearing, 4000/6900 Volts, New Surplus 

700 HP 3600 RPM Siemens, Frame 5013S, TEFC, new, 460 Volts 

700 HP 3600 RPM Siemens, Frame 508$, Drip-Proof Ball Bearing, 4000 Volts 

700 HP 3600 RPM Siemens, Frame 508S, weather protected enclosure type 2,1.15 service factor, SB, new ... 
700 HP 3600 RPM Siemens, Frame 509S, Drip-Proof Ball Bearing, 575 Volts 

700 HP 3600 RPM Siemens, Frame 5810SY, TEFC, SB, new, 2300/4000 Volts 

700 HP 3600 RPM Siemens, Frame SH400, TEFC, BB, new, 2300/4000 Volts (2 available) 

700 HP 3600 RPM Teco, Frame 5810, weather protected enclosure type 2, sleeve brg, 1.15 service ... 

700 HP 3600 RPM Teco West, Frame 5810A, TEFC, SB, new unused, 2300/4160V. 

700 HP 3600 RPM Teco Westinghouse, Frame 5810A, TEFC BB, 460 Volts 

700 HP 3600 RPM Teco Westinghouse Westinghouse, Frame 5011A, ООР, 2300/4000 Volts 

700 HP 3600 RPM Teco Westinghouse Westinghouse, Frame 5810A, ODP, 2300/4000 Volts 

700 HP 3600 RPM Toshiba, Frame 355, TEFC, BB, 1.15 service factor, 4160 Volts 

700 HP 3600 RPM Toshiba, Frame 355, TEFC BB TUBE, 4160 Volts 

700 HP 3600 RPM Westinghouse, Frame 355-1000, TEFCSB TUBE, 460 Volts 

700 HP 3600 RPM Westinghouse, Frame 5808H, WPISB, 2300 Volts 

735 HP 3600 RPM Reliance /York, Frame 5808DS, weather protected enclosure type 2 BB, 2300/4160 Volts ... 
750 HP 1184 RPM Siemens, Frame 5810S, weather protected enclosure type 2, BB, 4160 Volts new surplus 
750 HP 1195 RPM ABB, Frame HXR450M, TEFC, BB, 2300 Volts 

750 HP 1780 RPM Baldor /Reliance, Frame 50122, TEFC, BB, rblt, 2300/4160 Volts 

750 HP 1788 RPM Reliance, Frame 33CG5011/12Z, TEBC, BB, 460 V.(2 available) 

750 HP 1800 RPM Baldor, Frame 5810, TEFC, BB, 2300/4000 Volts (2 available) 

800 HP 589 RPM Teco Westinghouse Westinghouse, Frame 5611, weather protected enclosure type 2, BB ... 
800 HP 590 RPM General Electric, Frame 8407S, DP, BB, rebuilt, 4160 Volts 

800 HP 600 RPM Siemens, Frame 3023S8, WPIIBB, 2300 Volts 

800 HP 710 RPM General Electric, Frame 8311SU, DP, BB, 2300 Volts 

800 HP 710 RPM General Electric, Frame 8311SU, DP, BB, 2300 Volts 

800 HP 864 RPM Westinghouse, Frame 6810G, DP, BB, 4000 Volts 

800 HP 885 RPM General Electric, Frame 8311S, TETCBB & WPIIBB, 2300/4160 V.(5 available) 

800 HP 889 RPM Siemens, Frame 5812, weather protected enclosure type 2, SB, CG2,1.15, new surp ... 
800 HP 889 RPM Westinghouse, Frame 6808L, weather protected enclosure type 2, SB, 2300/4160 Volts 
800 HP 890 RPM General Electric, Frame 8309SU, weather protected enclosure type 1, 2300/4160 Volts 
800 HP 890 RPM Westinghouse, Frame 6808L, ODP, BB, 2300 Volts 

800 HP 894 RPM Reliance, Frame 5812S, weather protected enclosure type 2, 4000 Volts 

800 HP 894 RPM Siemens, Frame 788, TEFC, BB, 2300/4160 V.(3 available) 

800 HP 895 RPM IEM, Frame 68811L, TEFC-XP, 4160 Volts 

800 HP 900 RPM General Electric, Frame 5810/5810, weather protected enclosure type 2, BB, пем... 
800 HP 900 RPM General Electric, Frame 8311S, WPIIBB, 4000 Volts 

800 HP 900 RPM Teco, Frame 6808B, TEFC, BB, KPF8008, new, 2300/4160 Volts 

800 HP 900 RPM Teco, Frame 6808C, TEFC, R/B, 460 Volts, E8008R, new 

800 HP 900 RPM Toshiba, Frame 355-1120, WPIIBB, 4160 Volts 

800 HP 1183 RPM Reliance, Frame 24EC5810, weather protected enclosure type 1, BB, 2300 Volts 

800 HP 1183 RPM Westinghouse, Frame 5810, weather protected enclosure type 1, SB, 1.15 service ... 
800 HP 1185 RPM Teco West., Frame 5810, weather protected enclosure type 2, BB, 1.0 service factor ... 
800 HP 1185 RPM Teco Westinghouse, Frame 6808B, TEFC, BB, 2300/4160 Volts (2) 1- Rebuilt 
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800 HP 1185 RPM Westinghouse, Frame 5810L, weather protected enclosure type 2, BB, 2300/4160 Volts 
800 HP 1187 RPM U.S. Motors, Frame 6809S, TEFC, 2300 Volts 

800 HP 1187 RPM Westinghouse, Frame 6808L, weather protected enclosure type 1, 2300/4160 Volts 
800 HP 1200 RPM ABB, Frame 5810, TEFC, BB, 2300/4000 Volts, new 

800 HP 1200 RPM General Electric, Frame 8209S, Drip-Proof Ball Bearing, 2300 Volts 

800 HP 1200 RPM General Electric, Frame P311Z, WPIIBB, 4160 Volts 

800 HP 1200 RPM Louis Allis, Fr. 5811, weather prot. enclosure type 1 or protected enclos. type 2 ... 
800 HP 1200 RPM Siemens, Frame SH400, BBTEFC, new, 2300/4000 Volts 

800 HP 1200 RPM Toshiba, Frame 355LL, Drip-Proof Ball Bearing, 2300/4160 Volts 

800 HP 1200 RPM Toshiba, Frame 5811US, TEFC BB, 460 Volts 

800 HP 1770 RPM General Electric, Frame P309 (8309S), TEFC, 2300/4000 Volts 


800 HP 1770 RPM Westinghouse, Frame 355-900 (3509), weather protected enclosure type 2,2300/4160 V. (2 ... 


800 HP 1774 RPM Reliance, Frame 5010S, Drip-Proof Ball Bearing, 1.15 service factor, 4160 Volts 

800 HP 1775 RPM General Electric, Frame 8211S, TETC BB, 2300 Volts 

800 HP 1780 RPM General Electric, Frame 5011LLZ, DP, BB, 2300/4160 V.(3 available) 

800 HP 1780 RPM IEM /Westinghouse, Frame 5810-S, weather protected enclosure type 2,2300/4160 V.(3 ... 
800 HP 1780 RPM Reliance, Frame 5810Z, Drip-Proof Ball Bearing, 2300/4160 Volts 

800 HP 1780 RPM Siemens, 4160 Volts WP682 

800 HP 1783 RPM Teco Westinghouse, Frame 4008, weather protected enclosure type 2, BB, 2300/4000 ... 
800 HP 1784 RPM Reliance, Frame 23EB5010Z, 4160 Volts WP595 

800 HP 1784 RPM Reliance, Frame 5010Z, Drip-Proof Ball Bearing, double shaft, 1.15 service factor ... 
800 HP 1784 RPM Teco West., Frame 5810S, weather protected enclosure type 2, BB, new unused ... 

800 HP 1785 RPM General Electric, Frame 58102, 1.15, cont., 4000/6900 Volts 

800 HP 1785 RPM Siemens, Frame 588US, weather protected enclosure type 2, BB, 1.15,6100 alt., 4000 ... 
800 HP 1785 RPM Toshiba, Frame 5810US, TEFC, BB, 2300/4160 Volts 

800 HP 1787 RPM Reliance, Frame 30BG5012, TEFC, BB, 2300/4000 Volts 

800 HP 1787 RPM Siemens, Frame 5013S, TEFV, BB, 460 Volts rebuilt 

800 HP 1790 RPM Baldor, Frame 5810, TEFC, BB, 2300/4000 V.(2 available) 

800 HP 1790 RPM General Electric, Frame 5013S, Drip-Proof Ball Bearing, 4160 Volts 

800 HP 1800 RPM ABB, Frame 5012, TEFC, BB, new, 460 Volts 

800 HP 1800 RPM General Electric, Fr. 5011L, weather protected enclosure type 2, BB, new, 2300/4000V. 
800 HP 1800 RPM General Electric, Frame 5011LL, weather protected enclosure type 2, slv brgs, new ... 
800 HP 1800 RPM General Electric, Frame 5012/5013S, TEFC, new, 2300/4000 V.(2 available) 

800 HP 1800 RPM Louis Allis, Frame 5809, weather protected enclosure type 1 or weather protected ... 
800 HP 1800 RPM Reliance, Frame 5011/12Z, TEFC, SB, 1.15, inverter duty, 4000V. 

800 HP 1800 RPM Siemens, Frame 5810, BBTEFC, new, 2300/4000 Volts 


800 HP 1800 RPM Siemens, Frame 5810S, weather protected enclosure type 2,1.15SF, SB, new, 2300/4000 ... 


800 HP 1800 RPM Siemens, Frame 588$, weather protected enclosure type 2, 1.15 service factor, New ... 
800 HP 1800 RPM Siemens, Frame SH400, TEFC, BB, new, 2300/4000 Volts (2 available) 

800 HP 1800 RPM Teco, Frame 4509, EFC, Hi-Torque, new Surplus, 4160 Volts 

800 HP 1800 RPM Teco Westinghouse, Frame 6808B, TEFC, BB, new, 2300/4160 Volts 

800 HP 1800 RPM U.S. Motors, Frame 5011-5012S, TEFC, BB, 460 Volts, new 

800 HP 1800 RPM Weg, Frame 6807, TEFC S/D, B/B 1.15, 2300/4160 Volts 

800 HP 1800 RPM Weg, Frame 7006/7, TEFC, ball, new, 4160 Volts 

800 HP 3560 RPM Teco, Frame 400C, TEFC BB, 480 Volts 

800 HP 3560 RPM Toshiba, Frame 315-1000, weather proof type 2, 4160 Volts, SB, electrically OK 

800 HP 3560 RPM Toshiba, Frame 315-1000, weather protected enclosure type 2, BB, new unused, 2300V. 
800 HP 3560 RPM Toshiba, Frame 315-1000, weather protected enclosure type 2, SB, 2300 Volts 

800 HP 3565 RPM Toshiba, Frame 355-1000, weather protected enclosure type 1, BB, 2300/4160 Volts 
800/700 HP 3570 RPM U.S. Motors, Frame 5012S, WPIBB, 1.15SF, surplus, 2400/4160 V.(2 available) 

800 HP 3574 RPM Siemens, Frame 588$, weather protected enclosure type 2, SB, 2300/4000 Volts 

800 HP 3575 RPM Allis-Chalmers, Frame 588US, weather protected enclosure type 2, sleeve, 2300 Volts ... 
800 НР 3575 RPM Louis Allis, Frame 7112CS, weather protected enclosure type 2, BB, 4160 V.(2 ... 

800 HP 3575 RPM Toshiba, Frame 5812USS, TEFC, 2300/4160 V.(3 available) 

800 HP 3575 RPM Weg, Frame 5811/12TS, TEFC BB, 2300/4160 V.(4 available) 

800 HP 3580 RPM Louis Allis, Frame 7110CS, weather protected enclosure type 2, BB, 4000 Volts 

800 HP 3580 RPM Reliance, Frame 5010$, weather protect enclosure type 2, sleeve, 2300/4000 V. (2) 

800 HP 3600 RPM ABB, Frame 5810, TEFC, BB, new, 460 Volts (2 available) 

800 HP 3600 RPM ABB, Frame 5810, TEFC, BB, 2300/4000 Volts, new 

800 HP 3600 RPM Baldor / Reliance, Frame 5810, DP, new, 2300/4160 Volts 

800 HP 3600 RPM General Electric, Frame 5011LS, weather protected enclosure type 2, slv brgs, new ... 
800 HP 3600 RPM General Electric, Fr. 5011LS, weather protected enclosure type 2, SB, new ... 

800 HP 3600 RPM General Electric, Frame 5810/11S, weather protected enclosure type 2, SB, API547 ... 
800 HP 3600 RPM General Electric, Frame 5810S/5811S, weather protected enclosure type 2, SB, new ... 
800 HP 3600 RPM General Electric, Frame 8210S, DPSB, 2300 Volts 

800 HP 3600 RPM General Electric, Frame 8211S, weather protected enclosure type 2, 2300 Volts 

800 HP 3600 RPM Louis Allis, Frame 7011/7012/7013, DP, BB, 2300/4000 Volts, new 

800 HP 3600 RPM Marathon, Frame 5808S, Drip-Proof Ball Bearing, 460 Volts, New Surplus 

800 HP 3600 RPM Reliance, Frame 5010S, weather protected enclosure type 2, BB, new, 2300/4000 Volts 
800 HP 3600 RPM Reliance /York, Frame 5808DS, weather protected enclosure type 2, BB, 2300/4160 ... 
800 HP 3600 RPM Reliance, Frame 5808S, DP, BB, 2300/4000 Volts 

800 HP 3600 RPM Reliance, Frame 5810S, WPIISB, 2300 Volts 

800 HP 3600 RPM Siemens, Frame 5010S, weather protected enclosure type 2, BB, new, 2300/4000 Volts 
800 HP 3600 RPM Siemens, Frame 5011S/12S/13S, TEFC, BB, new, 2300/4000 Volts 

800 HP 3600 RPM Siemens, Frame 5013S, TEFC, new, 460 Volts 

800 HP 3600 RPM Siemens, Frame 508S, weather protected enclosure type 2,1.0 service factor, SB, new ... 
800 HP 3600 RPM Siemens, Frame 5810S, weather protected enclosure type 2, SB, new, 2300/4000 Volts 
800 HP 3600 RPM Siemens, Frame 5810SY, TEFC, SB, new, 2300/4000 Volts 

800 HP 3600 RPM Siemens, Frame SH400, BBTEFC, new, 2300/4000 Volts 

800 HP 3600 RPM Teco West, Frame 355D, TEAAC, SB, new surp, 2300/4160 Volts 

800 HP 3600 RPM Teco, Frame 5810A, TEFC B/B, 2300/4160 Volts, new, KPF8002 

800 HP 3600 RPM Toshiba, Frame 400-1000, WPIISB, 2300/4000 Volts 

800 HP 3600 RPM Toshiba, Frame 5011/12UDZ, DP, 460/575 Volts, New 

800 HP 3600 RPM York, Frame 5010DZ, ODP, 460 Volts 

800 HP 3600 RPM York, Frame 5808DS, weather protected enclosure type 2, 2300 Volts, Compressor motor 
800 HP RPM U.S. Motors, Frame 5810, Drip-Proof Ball Bearing, 460 Volts 

876 HP 3600 RPM Reliance /York, Frame 5808DS, weather protected enclosure type 2, BB, 2300/4160 ... 
899 HP 3600 RPM Reliance, Frame 5808DS, WPIIBB, 2300/4160/4800 V.(2 available) 

900 HP 395 RPM General Electric, Frame 85112, TEFC, surplus, 2300/4160 Volts 

900 HP 505 RPM General Electric, Frame 8509S, weather proof Il, SB, 2300/4160 Volts 

900 HP 592 RPM Siemens-Allis, Frame 6810, weather protected enclosure type 2, BB, rebuilt, 2300 Volts 
900 HP 593 RPM Siemens, Frame 68112, WPBB, 2300 Volts 

900 HP 600 RPM General Electric, Frame 8411, weather protected enclosure type 2 BB, 2300/4000 Volts ... 
900 HP 600 RPM Siemens, Fr. 6811/6810, weather protected enclosure type 2, BB, unused, 2300/4000V.(2) 
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919-562-8122 
412-963-1111 
919-562-8122 
919-562-8122 
419-691-2888 
419-691-2888 
205-590-2986 
919-562-8122 
419-691-2888 
419-691-2888 
918-486-2660 
918-486-2660 
800-248-4479 
419-865-4001 
800-849-6686 
918-486-2660 
419-865-4001 
800-788-0307 
919-562-8122 
800-788-0307 
800-248-4479 
919-562-8122 
918-752-0309 
520-349-0187 
919-562-8122 
800-849-6686 
800-849-6686 
919-562-8122 
419-865-4001 
919-562-8122 
919-562-8122 
800-877-7520 
919-562-8122 
205-590-2986 
225-235-5611 
919-562-8122 
713-928-2615 
713-928-2615 
919-562-8122 
800-990-7374 
800-637-7042 
803-833-4183 
800-990-7374 
800-990-7374 
419-865-4001 
780-444-4370 
919-562-8122 
919-562-8122 
919-562-8122 
419-865-4001 
919-562-8122 
205-612-3051 
918-486-2660 
918-486-2660 
419-865-4001 
205-612-3051 
918-752-0309 
919-562-8122 
919-562-8122 
919-562-8122 
800-877-7520 
919-562-8122 
800-877-7520 
919-562-8122 
419-691-2888 
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205-590-2986 
419-691-2888 
919-562-8122 
918-752-0309 
803-833-4183 
419-691-2888 
919-562-8122 
919-562-8122 
919-562-8122 
713-928-2615 
919-562-8122 
919-562-8122 
919-562-8122 
800-877-7520 
800-990-7374 
419-691-2888 
803-833-4183 
919-556-3229 
205-612-3051 
419-691-2888 
918-752-0309 
419-865-4001 
918-486-2660 
918-752-0309 
800-849-6686 
843-224-3283 
919-562-8122 
919-562-8122 
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Casey Equip./Elec 
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Louis Allis 

East Coast Electric 
Romanoff Industries 
Romanoff Industries 
Salyer Motors Inc 
Salyer Motors Inc 
Row Electrical Eqpt 
Doug Beat Co The 
North Carolina Mtrs 
Salyer Motors Inc 
Doug Beat Co The 
Capital Machy Sys 
East Coast Electric 
Capital Machy Sys 
Row Electrical Eqpt 
East Coast Electric 
Pump & Motor Works 
L & J Investments 
East Coast Electric 
North Carolina Mtrs 
North Carolina Mtrs 
East Coast Electric 
Doug Beat Co The 
East Coast Electric 
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NEMSCO 

East Coast Electric 
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East Coast Electric 
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Doug Beat Co The 
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East Coast Electric 
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NEMSCO 
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Houston Armature 
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East Coast Electric 
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NEMSCO 
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Pump & Motor Works 
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Salyer Motors Inc 
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North Carolina Mtrs 
Dallas Mathews 
East Coast Electric 
East Coast Electric 
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146975 
266623 
146976 
434735 
454836 
454850 
302862 
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454870 
455053 
590317 
590315 
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079510 
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579794 
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193032 
426858 
945924 
088756 
273993 
871962 
174924 
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359787 
041187 
383418 
463973 
293396 
258708 
337014 
302861 
363347 
164239 
841442 
421316 
422006 
344524 
369265 
463071 
350614 
351669 
842941 
248541 
146978 
151112 
021753 
276885 
093538 
448688 
874591 
792131 
726318 
448687 
318917 
463974 
434734 
139908 
175878 
177314 
291854 
201047 
455081 
845564 
375613 
367988 
088757 
440780 
423371 
454849 
087750 
070624 
165252 
841438 
083921 
084875 
164241 
172303 
320590 
454844 
427988 
352014 
448686 
389231 
440781 
871408 
748316 
391738 
060227 
298778 
399693 
236890 
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MOTORS, A.C., SQUIRREL CAGE - (8,369 listings on our website!) 

900 HP 711 RPM General Electric, Frame 6363S, DP, SB, 4160 Volts 

900 HP 720 RPM General Electric, Frame 8311, weather protected enclosure type 2, BB, new, 2300/4000 ... 
900 HP 720 RPM Siemens, Frame 6811, weather protected enclosure type 2, BB, new, 2300/4000 Volts 
900 HP 892 RPM Reliance, Frame 6811-S, weather protected enclosure type 2, BB, 2300/4000 Volts 

900 HP 900 RPM General Electric, Frame 5812/5813, weather protected enclosure type 2, BB, new ... 

900 HP 900 RPM General Electric, Frame 8311S, Drip-Proof Ball Bearing, 4000 Volts 

900 HP 900 RPM Teco, Frame 6808B, Drip-Proof Ball Bearing, 4000 Volts 

900 HP 900 RPM Teco, Frame 6808B, TEFC, 2300/4160 Volts, KPF9008, new 

900 HP 900 RPM Teco, Frame 6810B, TEFC, new, Type AFHGTK, 2300/4160 Volts 

900 HP 900 RPM Westinghouse, Frame 5010, TEAAC, BB, 2300 Volts 

900 HP 1188 RPM Westinghouse, Frame 6808L, Drip-Proof Ball Bearing, 2300/4160 Volts 

900 HP 1200 RPM Siemens, Frame 5810, TEFC, BB, new, 2300/4000 Volts (4 available) 

900 HP 1200 RPM Siemens, Frame 5810S, weather protected enclosure type 2, BB, new, 2300/4000 Volts 
900 HP 1200 RPM Siemens, Frame SH400, TEFC, BB, new, 2300/4000 Volts (2 available) 

900 HP 1200 RPM Teco, Frame 6808B, TEFC B/B, 2300/4160V., new, KPF9006 

900 HP 1200 RPM Teco Westinghouse, Frame 6808L, WPIIBB, 2300/4160 Volts, New Surplus 

900 HP 1770 RPM General Electric, Frame 8210S, 2300 Volts WP879 

900 HP 1780 RPM General Electric, Frame 8211Z, 4160 Volts WP76 

900 НР 1780 RPM Siemens, Frame 58102, weather protected enclosure type 2, BB, 1.15 service factor ... 
900 HP 1781 RPM Siemens, Frame 5810S, weather protected enclosure type 2, BB, 460 Volts (4 available) 
900 HP 1790 RPM Weg, Frame 6810T, TEFC, RB/BB, new surplus, 460 Volts 

900 HP 1792 RPM General Electric, Frame 7010, TEFC, BB, 460 Volts 

900 HP 1800 RPM ABB, Frame 5012, TEFC, BB, new, 460 Volts (2 available) 

900 HP 1800 RPM ABB, Frame 5810, TEFC, BB, 2300/4000 Volts, new 

900 HP 1800 RPM General Electric, Frame 5810, weather prot. enclosure type 2, BB, new, 2300/4160V. 
900 HP 1800 RPM Louis Allis, Frame 5811, weather protected enclosure type 1 or weather protected ... 
900 HP 1800 RPM Siemens, Frame 5810S, weather protected enclosure type 2,1.15 service factor, SB ... 
900 HP 1800 RPM Siemens, Frame 588$, weather protected enclosure type 2, 1.0 service factor, New ... 
900 HP 1800 RPM Siemens, Frame 588US, WP2, mdl. 1-5110-19625-1-1, ball bearing, 4160 Volts 

900 HP 1800 RPM Siemens, Frame SH400, TEFC, BB, new, 2300/4000 Volts 

900 HP 1800 RPM Teco, Frame 6808B, TEFC BB, new, 2300/4160 Volts (2 available) 

900 HP 1800 RPM Teco Westinghouse, Frame 5810B, TEFC, ball bearing, 2300/4160 Volts, new KPF9004 
900 HP 1800 RPM Toshiba, Frame 5810/11/12US, weather protected enclosure type 2, SB, new, 2300/4000 ... 
900 HP 3560 RPM Siemens, Frame 5810SY, TEFC SB, 2300/4160 Volts 

900/1000 HP 3565 RPM Siemens, Frame 5810Z, WPIISB, 2300/4000 VAC 

900 НР 3572 RPM Siemens, Frame 5810S, weather protected enclosure type 2, SB, 2300/4160 V.(2 ... 

900 HP 3573 RPM Reliance, Frame 5810S, weather protected enclosure type 2, SB, 1.15 service factor ... 
900 HP 3575 RPM Siemens, Frame 5010S, weather protected enclosure type 2, BB, 2300/4000 Volts 

900 HP 3575 RPM Siemens, Frame 588US, Drip-Proof Ball Bearing, 1.15 service factor, 2300 Volts 

900 HP 3575 RPM Siemens, Frame 588YZ, TEFC (TEAAC), Slv, new surp, 4160 Volts 

900 HP 3576 RPM Reliance, Frame E5810S, weather protected enclosure type 2, SB, 2300/4160 Volts 

900 HP 3580 RPM Siemens, Frame 5812S, weather protected enclosure type 2, 4160 Volts 

900 HP 3580 RPM U.S. Motors, Frame 5812S, TETCBB, 1.15 service factor, 2300/4160 Volts 

900 HP 3600 RPM ABB, Frame 5810, TEFC, BB, 2300/4000 Volts, new 

900 HP 3600 RPM Baldor / Reliance, Frame 5810, BBDP, new, 2300/4160 Volts 

900 HP 3600 RPM General Electric, Frame 5013ST, weather protected enclosure type 2, BB, New, 4160 ... 
900 HP 3600 RPM General Electric, Fr. 5810S/5811S, weather prot. enclosure type 2, SB, new... 

900 HP 3600 RPM General Electric, Frame 6349S, TEFC, SB, 4160 Volts 

900 HP 3600 RPM Louis Allis, Frame 7011/7012/7013, DP, BB, 2300/4000 Volts, new 

900 HP 3600 RPM Reliance, Frame 5808, weather protected enclosure type 2, SB, new, 2300/4160 Volts 
900 HP 3600 RPM Reliance, Frame 5808S, DP, BB, 2300/4000 Volts 

900 HP 3600 RPM Siemens, Frame 5810S, weather protected enclosure type 2, SB, new, 2300/4000 Volts 
900 HP 3600 RPM Siemens, Frame SH400, BBTEFC, new, 2300/4000 Volts 

900 HP 3600 RPM Teco, Frame 5810A, TEFC B/B, 2300/4160V., new, KPF9002 

900 HP 3600 RPM Teco, Frame 5810A, weather protected enclosure type 1, new surplus, 2300/4160 Volts 
900 HP 3600 RPM Teco-Westinghouse, Frame 5012A, ODP, B/B, 2300/4160 Volts, New 

900 HP 3600 RPM Toshiba, Fr. 5812USS, weather protected enclosure type 1, S/B, 1.15, new surp, 4160V. 
998 HP 3600 RPM York /Reliance, Frame 5810DS, weather protected enclosure type 2, BB, 2300/4160 Volts 
1000 HP 393 RPM Reliance, Frame 10840, WPIISB, D=27", 2300/4160V. 

1000 HP 505 RPM Westinghouse, Frame 7112, TEFC, 2300/4160 Volts (3 available) 

1000 HP 590 RPM Toshiba, Frame 560-1120, weather protected enclosure type 1, BB, rebuilt, 2300/4160 ... 
1000 HP 600 RPM General Electric, Frame 8411, weather protected enclosure type 2 BB, 2300/4000 Volts ... 
1000 HP 720 RPM General Electric, Fr. 8311, weather protected enclosure type 2, BB, new, 2300/4000 V. 
1000 HP 720 RPM Siemens, Frame 6811, weather protected enclosure type 2, BB, new, 2300/4000 Volts 
1000 HP 882 RPM Siemens, Frame 6811 & 302358, WPIIBB, 2300/4160 V.(2 available) 

1000 HP 885 RPM Toshiba, Frame 400-1120, weather proof, BB, 2300/4160 Volts 

1000 HP 889 RPM Siemens, Frame 6811S, weather protected enclosure type 2, SB, 2300/4000 Volts 

1000 HP 891 RPM General Electric Custom 8000, Frame 8409S, weather protected enclosure type 2 ... 
1000 HP 900 RPM General Electric, Frame 8311S, weather protected enclosure type 2 SB, 2300/4160 Volts 
1000 HP 900 RPM General Electric, Frame 8409S, weather proof, 4000 Volts 

1000 HP 900 RPM General Electric, Frame 8409S, weather protected enclosure type 2, SB, 1.15 service ... 
1000 HP 900 RPM Siemens, Frame 58122, weather protected enclosure type 2, sleeve, 2300/4160 Volts 
1000 HP 1185 RPM Teco West., Frame SG-6808C, weather protected enclosure type 1, RB/BB, 2300/4160 ... 
1000 HP 1185 RPM U.S. Motors, Frame 5813M, TETC, BB, new, 4000 Volts 

1000 HP 1187 RPM Reliance, Frame 5812, ODP, 4000 Volts, new (2 available) 

1000 HP 1187 RPM Reliance, Frame 5812S, weather protected enclosure type 2 BB, 2300/4160 V.AC 

1000 HP 1188 RPM Teco /Westinghouse, Frame 500C, TEFC, BB, 2300/4160 Volts 

1000 HP 1188 RPM Teco West, Frame 500CB, TEFC, BB, 2300/4160 V.(2 available) 

1000 HP 1200 RPM ABB, Frame 5810, TEFC, BB, new, 460 Volts (3 available) 

1000 HP 1200 RPM General Electric, Frame 5812/5813, weather protected enclosure type 2, BB, пем... 
1000 HP 1200 RPM Reliance, Frame L4461, DPFVBB, 460 Volts 

1000 HP 1200 RPM Siemens, Frame 5810S, WPIIBB, 2300 Volts 

1000 HP 1200 RPM Teco Westinghouse, Frame 500C, TEFC BB, 2300/4160 Volts 

1000 HP 1200 RPM Toshiba, Frame 400LL, DP, BB, 2300 Volts 

1000 HP 1775 RPM Allis-Chalmers, Frame 3023S8, DP, BB, 2300 Volts 

1000 HP 1775 RPM General Electric, Frame 8309S, 4160 Volts, Sleeve - Reconditioned 

1000 HP 1780 RPM Siemens, Frame 5810/5810S, weather protected enclosure type 2, BB, 1.0 service ... 
1000 HP 1784 RPM Reliance, Frame 5812S, weather protected enclosure type 2,2 Slv, new surplus, 4000 ... 
1000 HP 1785 RPM General Electric, Frame 5013S, WPIIBB, 1.15SF, 2300/4160 Volts 

1000 HP 1785 RPM General Electric, Frame 8511Z, weather protected enclosure type 1 SB, 2300/4000 ... 
1000 HP 1785 RPM Teco West, Frame 450C/CB, TEFC, BB, 2300/4160 Volts (3) 1 new unused 

1000 HP 1789 RPM Weg, Frame 6809/10/11T, TEFC, BB, 4160V. new unused 

1000 HP 1800 RPM ABB, Frame 5810, TEFC, BB, new, 460 Volts (2 available) 

1000 HP 1800 RPM ABB, Frame 5810, TEFC, BB, 2300/4000 Volts, new 
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North Carolina Mtrs 
East Coast Electric 
East Coast Electric 
East Coast Electric 
East Coast Electric 
Romanoff Industries 
Romanoff Industries 
Rogers Eqpt Sales 
Rogers Eqpt Sales 
Charlie Steele 

East Coast Electric 
East Coast Electric 
East Coast Electric 
East Coast Electric 
Rogers Eqpt Sales 
Romanoff Industries 
Capital Machy Sys 
Capital Machy Sys 
Row Electrical Eqpt 
North Carolina Mtrs 
North Carolina Mtrs 
North Carolina Mtrs 
East Coast Electric 
East Coast Electric 
East Coast Electric 
Louis Allis 

Houston Armature 
Houston Armature 
Rogers Eqpt Sales 
East Coast Electric 
HECO Inc. 

Rogers Eqpt Sales 
NEMSCO 

Doug Beat Co The 
Doug Beat Co The 
East Coast Electric 
Row Electrical Eqpt 
East Coast Electric 
Row Electrical Eqpt 
Salyer Motors Inc 
Pump & Motor Works 
Charlie Steele 

Doug Beat Co The 
East Coast Electric 
East Coast Electric 
ESR Motor Systems 
East Coast Electric 
Evans Enterprises 
Louis Allis 

Red Stick Arm. 

ESR Motor Systems 
East Coast Electric 
East Coast Electric 
Rogers Eqpt Sales 
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Rogers Eqpt Sales 
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Doug Beat Co The 
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East Coast Electric 
East Coast Electric 
Green Industrial 
Electric Motor Shop 
Bailey Surplus 

Ace Armature Works 
Pump & Motor Works 
North Carolina Mtrs 
HECO Inc. 

Bailey Surplus 

Doug Beat Co The 
East Coast Electric 
North Carolina Mtrs 
East Coast Electric 
East Coast Electric 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
North Carolina Mtrs 
North Carolina Mtrs 
City Machine 

Row Electrical Eqpt 
Gulf Electroquip 
Doug Beat Co The 
Doug Beat Co The 
North Carolina Mtrs 
North Carolina Mtrs 
East Coast Electric 
East Coast Electric 


SRID 
019239 
293397 
381875 
104385 
422010 
361952 
454778 
244211 
384618 
015491 
146984 
422025 
054177 
422024 
320589 
454898 
426861 
426860 
732549 
028012 
097776 
097770 
463976 
434791 
093889 
302863 
841443 
421317 
384619 
193034 
363766 
458670 
623462 
662814 
371263 
281310 
978679 
115534 
804883 
110515 
242787 
202559 
791333 
434790 
139909 
441515 
201048 
082778 
375614 
864835 
423370 
083920 
164242 
320588 
464094 
433866 
260950 
307172 
964956 
528850 
143403 
399692 
293398 
381876 
147883 
128752 
007648 
389861 
956834 
448694 
379379 
196327 
122471 
345026 
448693 
727641 
240834 
257970 
463977 
422026 
340514 
377746 
454900 
369400 
380770 
415082 
732550 
763865 
780531 
400343 
450416 
257974 
463978 
434731 
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December 2023 


MOTORS, A.C., SQUIRREL CAGE - (8,369 listings on our website!) 

1000 HP 1800 RPM Baldor /Reliance, Frame 5810, TEFC, BB, new, 2300/4000 Volts 

1000 HP 1800 RPM General Electric, Frame 5811/5812, TEFC, SB, new, 2300/4160 Volts 

1000 HP 1800 RPM General Electric, Frame 5811/5812, TEFC BB, new, 2300/4000 Volts (2 available) 
1000 HP 1800 RPM General Electric, Frame 8309SZ, Drip-Proof Ball Bearing, 2300 Volts 

1000 HP 1800 RPM Louis Allis, Frame 7111DS, Drip-Proof Ball Bearing, 2300 Volts 

1000 HP 1800 RPM Reliance, Frame 5810S, WPIIBB, 2300 Volts 

1000 HP 1800 RPM Siemens, Frame 5810S, weather protected enclosure type 2,1.15 service factor, SB ... 
1000 HP 1800 RPM Siemens, Frame 5810Z, WPIISB, 4000 Volts 

1000 HP 1800 RPM Siemens, Frame SH400, TEFC, BB, new, 2300/4000 Volts 

1000 HP 1800 RPM Teco, Frame 5810B, TEFC, 2300/4160V., KPF10004, new (3 available) 


1000 HP 1800 RPM Toshiba, Frame 5810/11/12US, weather protected enclosure type 2, SB, new, 2300/4000 ... 


1000 HP 1800 RPM Weg, Frame 7006/7, TEFC, ball, new, 4160 Volts 

1000 HP 3560 RPM Toshiba, Frame 5809/10/11UDZ, WPI/WPII, BB, 1.15SF, 2300/4160V.(4 available) 
1000 HP 3561 RPM Westinghouse, Frame 5810-H, weather proof Il, SB, 2300/4160 Volts 

1000 HP 3565 RPM U.S. Motors, Frame 5012S, WPIISB, 1.15 service factor, 2300/4160 Volts 

1000 HP 3565 RPM Westinghouse, Frame 3510, ball, 4160 Volts 

1000 HP 3569 RPM Siemens, Frame 5810US, TEFC (TEAAC), slv, 4160 Volts 

1000 HP 3570 RPM Allis-Chalmers, Frame 3020SS6, weather protected enclosure type 2,1.15 service ... 


1000 HP 3570 RPM Siemens / Allis, Frame 50LLUS, weather protected enclosure type 1, sleeve, 2300/4000 ... 


1000 HP 3571 RPM Reliance, Frame 5810$, weather protected enclosure type 2, 2300/4160 Volts (2... 
1000 НР 3573 RPM Siemens, 4160 Volts 1080-4085-64 Atlas Copco, IRA3 354 2KF90-Z, WP683 

1000 HP 3586 RPM Teco Westinghouse, Frame 500CA, TEFC, SB, 2300/4000 Volts, new unused 

1000 HP 3600 RPM General Electric, Frame 5013ST, weather protected enclosure type 2, BB, New, 4160 ... 
1000 HP 3600 RPM General Electric, Fr. 5810S/5811S, weather prot. enclos. type 2, SB, new ... 

1000 HP 3600 RPM General Electric, Fr. 8210/8211S, weather prot. enclos. type 2, SB, new, 2300/4000 ... 
1000 HP 3600 RPM Louis Allis, Frame 7011/7012/7013, DP, BB, 2300/4000 Volts, new 

1000 HP 3600 RPM Siemens, Frame 5810S, weather protected enclosure type 2, SB, new, 2300/4000 Volts 
1000 HP 3600 RPM Siemens, Frame SH400, TEFC, BB, new, 2300/4000 Volts (2 available) 

1000 HP 3600 RPM Teco-Westinghouse, Frame 5012A, ODP B/B, 2300/4160 Volts, New 

1000 HP 3600 RPM U.S. Motors, Frame 5810$, DP, BB, 460 Volts, new 

1000 HP 3600 RPM WEG, Frame 5810/11S, Drip-Proof Ball Bearing, 4160 Volts, New Surplus 

1100 HP 1190 RPM General Electric, Frame 8310/11SU, weather protected enclosure type 2, SB, 1.15... 
1100 HP 1785 RPM Teco, Frame 500CB, TEFC, SB, 4000 Volts 

1100 HP 1786 RPM Siemens, Frame 5810S, weather protected enclosure type 2, 4000 Volts, new 

1100 HP 1800 RPM Siemens, Frame SH400, TEFC, BB, new, 2300/4000 Volts 

1100 HP 3600 RPM Siemens, Frame SH400, TEFC, BB, new, 2300/4000 Volts (2 available) 

1230 HP 800/1500 RPM Hitachi / Joliet Hitachi/Joliet, drilling motor, DPBV, RB, 600 V.(6 available) 

1250 HP 240 RPM General Electric, Frame 9361, ODP, mill, 2300/4000 Volts 

1250 HP 590 RPM Toshiba, Frame 630-1000, weather protected enclosure type 1, BB, 4160 Volts 

1250 HP 594 RPM Westinghouse, Frame 710-1250S70 (7112), weather protected enclosure type 2,2 spd. ... 
1250 HP 600 RPM General Electric, Frame 8511SU, BBWPII, new, 2300/4000 Volts 

1250 HP 600 RPM General Electric, Frame 8606Y, ODP, 2300 Volts 

1250 HP 709 RPM Westinghouse, Frame 5614, weather protected enclosure type 2, BB, 4000/6600 Volts 
1250 HP 710 RPM General Electric, Frame 8411S, TEFV, 4000 Volts 

1250 HP 720 RPM Reliance, Frame 9240, WPIBB, 2300 Volts 

1250 HP 885 RPM General Electric, Frame 8411S, weather protected enclosure type 2, SB, 1.15 service ... 
1250 HP 889 RPM Westinghouse, Frame 6809L, DP, BB, 2300/4160 Volts 

1250 HP 890 RPM General Electric, Fr. 84112, weather protected enclosure type 1 SB, 2300/4000V. (6) 
1250 HP 890 RPM Teco Westinghouse, Frame 560CB, TEFC, BB, 2300/4160 Volts 

1250 HP 891 RPM Reliance, Frame 30FC6811S, weather protected enclosure type 1, BB, rebuilt, 4000 ... 
1250 HP 900 RPM Teco, Frame 6810/11/12B, TEFC, BB, 1.15, new, 2300/4160 Volts 

1250 HP 900 RPM Westinghouse, Frame 5614, WPIIBB, 2300 Volts 

1250 HP 1180 RPM General Electric, Frame 8311S, weather prot. encl. type 2, BB, rebuilt, 2300/4160V. 
1250 HP 1185 RPM General Dynamics, Frame 689WUY, DP SB, 2300 V.(3 available) 

1250 HP 1185 RPM Siemens, Frame 6812, weather protected enclosure type 2, SB, 2300/4160 V.(2 ... 
1250 HP 1185 RPM Siemens-Allis, Frame 5811/US, weather protected enclosure type 1, BB, 4000V. (2) 
1250 HP 1185 RPM Teco Westinghouse, Frame 560CB, TEFC, BB, 2300/4160 V.(2 available) 

1250 HP 1185 RPM Teco, Fr, 500C, TEFC, BB, 2300/4160 V.(2 available) 

1250 HP 1185 RPM Toshiba, Frame 400-1250, DP, BB, 2300 Volts 

1250 HP 1188 RPM Teco, Frame 6808L, weather protected enclosure type 2, BB, 2300/4160 Volts 

1250 HP 1190 RPM General Electric, Frame 8409S, weather protected enclosure type 2, BB, 2300/4000 ... 
1250 HP 1200 RPM Siemens, Frame 5812S, weather protected enclosure type 2, new, 2300/4160 Volts 
1250 HP 1200 RPM Teco, Frame 6810/11/12B, TEFC, BB, 2300/4160V., new, KPF12506 

1250 HP 1200 RPM Westinghouse, Frame 4509, WPIBB, 4160 Volts, looks rebuilt 

1250 HP 1200 RPM Westinghouse, Frame 6808L, DPSB, 2300 Volts 

1250 HP 1200 RPM Westinghouse, Frame 6808L, DPSB, 2300 Volts 

1250 HP 1780 RPM Siemens-Allis, Frame 589US, weather protected enclosure type 1, BB, 4000 Volts 
1250 HP 1781 RPM Siemens, Frame 5810S, weather protected enclosure type 2, BB, 2300/4000 Volts 
1250 HP 1781 RPM Westinghouse, Frame 6808, weather protected enclosure type 2, BB, 2300 Volts 
1250 HP 1785 RPM Toshiba, Fr. 5812US, weather prot. encl. type 2, BB, 1.15 serv. factor, new surplus ... 
1250 HP 1800 RPM General Electric, Frame 5811/5812, TEFC BB, new, 2300/4000 Volts (2 available) 
1250 HP 1800 RPM General Electric, Frame 5811/5812, TEFC SB, new, 2300/4160 Volts 

1250 HP 1800 RPM General Electric, Frame 8311S, TEWAC/WPII, 2300 Volts 

1250 HP 1800 RPM Siemens, Frame 5810S, weather protected enclosure type 2,1.15 service factor, SB ... 
1250 HP 1800 RPM Siemens, Frame 5810S, weather protected enclosure type 2,1.0 service factor, SB ... 
1250 HP 1800 RPM Siemens, Frame 5810S, weather protected enclosure type 2, new, 2300/4000 Volts 
1250 HP 1800 RPM Siemens, Frame 589US, weather protected enclosure type 1, 4000 Volts (4 Available) 
1250 HP 1800 RPM Siemens, Frame SH400, TEFC, BB, new, 2300/4000 Volts (2 available) 

1250 HP 1800 RPM Teco, Frame 6808B, TEFC, BB, 1.15, new, 2300/4160V., KPF12504 

1250 HP 1800 RPM Toshiba, Fr. 5812US, weather prot. enclos. type 2, B/B, 1.15 serv. factor, new surp ... 


1250 HP 3557 RPM Teco Westinghouse, Frame 500-1120, weather protected enclosure type 2, 2300/4160 ... 


1250 HP 3557 RPM Teco Westinghouse, Fr. 5011 SPCL, weather protected enclosure type 2, 2300/4160 V. 
1250 HP 3558 RPM Westinghouse, Frame 4009, weather protected enclosure type 1 SB, 4160 Volts 

1250 HP 3560 RPM Siemens, Frame 3020SS6, DP, SB, 2300/4160 Volts 

1250 HP 3568 RPM Siemens, Frame 5810$, WPIIBB, 1.15SF, 4000/6600 Volts, (2 available) 

1250 HP 3572 RPM Reliance, Frame 5810$, weather protected enclosure type 2, SB, 2300/4160 Volts 
1250 HP 3577 RPM Westinghouse, Frame 5815H, weather protected enclosure type 2 SB, 2300/4160 Volts 
1250 HP 3580 RPM Siemens-Allis, Frame 5810, TEAAC, Sleeve, 2300/4000 Volts 

1250 HP 3586 RPM Teco Westinghouse, Frame 500CA, TEFC, SB, 2300/4000 Volts New Unused 

1250 HP 3600 RPM General Electric, Frame 5810/11S, weather protected enclosure type 2, SB, api547 ... 


1250 HP 3600 RPM General Electric, Frame 5810/5811S, weather prot. encl. type 2, SB, new, 2300/4000V. ... 


1250 HP 3600 RPM General Electric, Fr. 8210/11S, weather protected enclosure type 2, new, 2300/4160 ... 
1250 HP 3600 RPM General Electric, Fr. 8210/11S, weather protected enclosure type 2, 2300/4160 V. 
1250 HP 3600 RPM General Electric, Fr. 8210/8211S, weather prot. encl. type 2, SB, new, 2300/4000 V. ... 
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SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


919-562-8122 
919-562-8122 
919-562-8122 
419-691-2888 
419-691-2888 
419-691-2888 
713-928-2615 
419-691-2888 
919-562-8122 
800-990-7374 
800-877-7520 
800-990-7374 
918-752-0309 
918-752-0309 
419-865-4001 
205-612-3051 
918-486-2660 
719-754-1981 
205-612-3051 
918-486-2660 
800-788-0307 
800-849-6686 
803-833-4183 
919-562-8122 
919-562-8122 
205-590-2986 
919-562-8122 
919-562-8122 
800-990-7374 
803-833-4183 
419-691-2888 
918-752-0309 
919-556-3229 
205-612-3051 
919-562-8122 
919-562-8122 
815-727-6606 
918-752-0309 
800-849-6686 
918-486-2660 
919-562-8122 
918-752-0309 
800-849-6686 
412-963-1111 
419-691-2888 
918-752-0309 
919-562-8122 
419-865-4001 
800-849-6686 
800-849-6686 
800-990-7374 
419-691-2888 
800-849-6686 
800-248-4479 
800-849-6686 
800-849-6686 
800-849-6686 
919-562-8122 
800-849-6686 
800-849-6686 
800-432-2645 
800-637-7042 
800-990-7374 
419-691-2888 
419-691-2888 
419-691-2888 
800-849-6686 
919-562-8122 
919-556-3229 
520-349-0187 
919-562-8122 
919-562-8122 
800-637-7042 
713-928-2615 
713-928-2615 
724-479-9066 
800-432-2645 
919-562-8122 
800-990-7374 
800-990-7374 
918-752-0309 
918-752-0309 
800-248-4479 
919-562-8122 
419-865-4001 
919-562-8122 
419-865-4001 
918-752-0309 
800-849-6686 
800-877-7520 
919-562-8122 
800-990-7374 
800-990-7374 
919-562-8122 


DEALER 

East Coast Electric 
East Coast Electric 
East Coast Electric 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Houston Armature 
Romanoff Industries 
East Coast Electric 
Rogers Eqpt Sales 
NEMSCO 

Rogers Eqpt Sales 
Pump & Motor Works 
Pump & Motor Works 
Doug Beat Co The 
Bailey Surplus 
Salyer Motors Inc 
Power Zone Equip 
Bailey Surplus 
Salyer Motors Inc 
Capital Machy Sys 
North Carolina Mtrs 
ESR Motor Systems 
East Coast Electric 
East Coast Electric 
Louis Allis 

East Coast Electric 
East Coast Electric 
Rogers Eqpt Sales 
ESR Motor Systems 
Romanoff Industries 
Pump & Motor Works 
Electric Motor Shop 
Bailey Surplus 

East Coast Electric 
East Coast Electric 
Joliet Electric Mtr 
Pump & Motor Works 
North Carolina Mtrs 
Salyer Motors Inc 
East Coast Electric 
Pump & Motor Works 
North Carolina Mtrs 
Casey Equip./Elec 
Romanoff Industries 
Pump & Motor Works 
East Coast Electric 
Doug Beat Co The 
North Carolina Mtrs 
North Carolina Mtrs 
Rogers Eqpt Sales 
Romanoff Industries 
North Carolina Mtrs 
Row Electrical Eqpt 
North Carolina Mtrs 
North Carolina Mtrs 
North Carolina Mtrs 
East Coast Electric 
North Carolina Mtrs 
North Carolina Mtrs 
HECO Inc. 

Charlie Steele 
Rogers Eqpt Sales 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
North Carolina Mtrs 
East Coast Electric 
Electric Motor Shop 
L & J Investments 
East Coast Electric 
East Coast Electric 
Charlie Steele 
Houston Armature 
Houston Armature 
IPS 

HECO Inc. 

East Coast Electric 
Rogers Eqpt Sales 
Rogers Eqpt Sales 
Pump & Motor Works 
Pump & Motor Works 
Row Electrical Eqpt 
East Coast Electric 
Doug Beat Co The 
East Coast Electric 
Doug Beat Co The 
Pump & Motor Works 
North Carolina Mtrs 
NEMSCO 

East Coast Electric 
Rogers Eqpt Sales 
Rogers Eqpt Sales 
East Coast Electric 


SRID 
143484 
387828 
187697 
454917 
455100 
454804 
841444 
454848 
193035 
244210 
623463 
351668 
200851 
391735 
257285 
253680 
881314 
146085 
448692 
572812 
426862 
413193 
441514 
201049 
132046 
375615 
083919 
422027 
433867 
463744 
457538 
387735 
382865 
448695 
422028 
422029 
571784 
116812 
128091 
431425 
005489 
116813 
321750 
266619 
455039 
448255 
100890 
362126 
464367 
004346 
254543 
454926 
143402 
291946 
373994 
304502 
382520 
270487 
097775 
393528 
418416 
369264 
298848 
381808 
454984 
455021 
384072 
208831 
450638 
348500 
187696 
373473 
054015 
841439 
841445 
892867 
253144 
422030 
254541 
307174 
242790 
242788 
464521 
097334 
165500 
221034 
445099 
116814 
373992 
203109 
158382 
280354 
298024 
132048 
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MOTORS, A.C., SQUIRREL CAGE - (8,369 listings on our website!) 

1250 HP 3600 RPM Reliance, Frame 5810S, weather protected enclosure type 2, SB, 2300/4160 Volts 

1250 HP 3600 RPM Reliance, Frame 5810S, WPIISB, 2300/4000 Volts 

1250 HP 3600 RPM Siemens, Frame 5810S, weather protected enclosure type 2, new, 2300/4000 Volts 
1250 HP 3600 RPM Siemens, Frame 5810S, weather protected enclosure type 2, BB, 2300/4000 Volts 

1250 HP 3600 RPM Siemens, Frame SH400, TEFC, BB, new, 2300/4000 Volts (2 available) 

1250 HP 3600 RPM Teco Westinghouse, Frame 4510 SPCL, WPIBB, 2300/4160 Volts 

1250 HP 3600 RPM Teco, Frame 6810H, weather protected enclosure type 2, SB 1.15, 2300/4160 Volts ... 
1250 HP 3600 RPM Teco Westinghouse Westinghouse, Frame 445/7TS, TEFC, 2300/4000 Volts 

1250 HP 3600 RPM Teco Westinghouse, Frame 5810H, WPIISB, 2300/4160 Volts 

1250 HP 3600 RPM Teco-Westinghouse, Frame 5810A, ODP B/B, 2300/4160 Volts, New 

1250 HP 3600 RPM Toshiba, Frame 5809/10/11USS, weather protected enclosure type 2, SB, new, 2300/4000 ... 
1250 HP 3600 RPM U.S. Motors, Frame 5810S, DP, BB, 460 Volts, new 

1250 HP 3600 RPM Westinghouse, Frame 5810H, WPIISB, 2300 Volts 

1300 HP 1185 RPM Teco Westinghouse, Frame 560CB, TEFC, BB, 2300/4160 Volts (2 available) 

1300 HP 1194 RPM ABB, Frame 500L, TEFCBB, D=19.68", 2300/4000 Volts (3 available) 

1300 HP 1200 RPM ABB, Frame 500L, TEFC BB, 4000 Volts 

1400 HP 894 RPM Weg HGF-8808, TEFC, tefc, 20" D, 1.15 service factor, 2300/4160 Volts (2 available) 
1500 HP 358 RPM Reliance, Frame 10840, weather protected enclosure type 2, BB, 4160 Volts 

1500 HP 505 RPM Toshiba, Frame 630-1400, weather protected enclosure type 2, RB/BB, 4000 Volts 

1500 HP 506 RPM Siemens, Frame 8012, BB, 4160 Volts 

1500 HP 512 RPM General Dynamics, Frame 1008WU, weather protected enclosure type 2,2300/4000 Volts 
1500 HP 600 RPM Siemens, Frame 8010, weather protected enclosure type 2, BB, 2300/4160 Volts 

1500 HP 700 RPM General Electric, Frame 8411S, weather protected enclosure type 2, BB, 2300 Volts New ... 
1500 HP 710 RPM General Electric, Frame 8507S, weather protected enclosure type 1,2300/4000 V. (3) 
1500 HP 720 RPM Toshiba, Frame 450-1400, weather protected enclosure type 2 with blower, 2300/4000 ... 
1500 HP 885 RPM General Electric, Frame 84115, weather protected enclosure type 2, SB, 2300/4000 ... 
1500 HP 885 RPM Toshiba, Frame N8810, TEFC, BB, new unused, 2300/4160 Volts (2 available) 

1500 HP 890 RPM General Electric, Frame 8411S, weather protected enclosure type 2, SB, 2300/4000 ... 
1500 HP 893 RPM Westinghouse, Frame 5012, weather protected enclosure type 2, BB, 2300/4160 V.(2 ... 
1500 HP 900 RPM Teco / Westinghouse, Frame 5614, WPIISB, 2300 Volts 

1500 HP 900 RPM Teco, Frame 6810/11/12B, TEFC BB, 2300/4160V., new, KPF15008 

1500 HP 1180 RPM General Electric, Frame 8311SU, ОРС, BB, rebuilt, 4000 Volts 

1500 HP 1180 RPM General Electric, Frame 8411S, weather protected enclosure type 1 BB-BV, 1.15SF ... 
1500 HP 1180 RPM Toshiba, Frame 4014, TETC, BB, new, unused, 2300/4160 Volts 

1500 HP 1180 RPM U.S. Motors, Frame 6810US, DP, BB, 2300 Volts Rebuilt 

1500 HP 1185 RPM General Electric, Frame 8311SU, weather protected enclosure type 2, SB, 1.15 service ... 
1500 HP 1190 RPM ABB, Frame 500L, TEFCBB, D=19.68", 2300/4160 V.(4 available) 

1500 HP 1190 RPM General Electric, Frame 8407S, ODP, SB, new surplus, 2300/4000 Volts 

1500 HP 1190 RPM Teco, Frame 450C, weather protected enclosure type 1, BB, 4000 Volts 

1500 HP 1190 RPM U.S. Motors, Frame 6811MS, weather protected enclosure type 2, BB, 2300/4160 Volts 
1500 HP 1191 RPM Reliance, Frame 35EC5812S, DP, BB, rebuilt, 2300 Volts 

1500 HP 1780 RPM General Electric, Frame 8309S, DP SB, 2300/4000 Volts 

1500 HP 1785 RPM General Electric, Fr. 8311S, weather prot. enclo. type 2 SB, 1.15 serv. factor ... 

1500 HP 1785 RPM Teco West, Frame 560CB, TEFC, SB, new surplus, 4160 V.(2 available) 

1500 HP 1785 RPM Teco Westinghouse, Frame 6810H, weather protected enclosure type 2, SB, 2300/4000 ... 
1500 HP 1800 RPM General Electric, Frame 5810/5811, weather protected enclosure type 2, BB, new ... 
1500 HP 1800 RPM Reliance, Frame 5810S, weather protected enclosure type 2, SB, new wdgs, 2300/4160 ... 
1500 HP 1800 RPM Siemens, Frame 5810, weather protected enclosure type 2, SB, 4000/6600 Volts (2 ... 
1500 HP 1800 RPM Siemens, Frame 5810S, weather protected enclosure type 2,1.15 service factor, SB ... 
1500 HP 1800 RPM Siemens, Frame 5812S, weather protected enclosure type 2, SB, 4000/6600 Volts 

1500 HP 1800 RPM Siemens, Frame 5812S, WPIISB, 6600 Volts 

1500 HP 1800 RPM Teco, Frame 6810/11/12B, TEFC, BB, 1.15, new, 2300/4160 Volts, KPF15004 

1500 HP 3557 RPM Teco Westinghouse, Frame 5011 SPCL, weather protected enclos.type 2, 2300/4160 V. 
1500 HP 3565 RPM Teco West, Frame 6809, WPI/WPII, 2300/4160 Volts (2 available) 

1500 HP 3580 RPM Westinghouse, Frame 6809-H, weather protected enclosure type 1, DP, 4000 Volts 
1500 HP 3585 RPM Louis Allis, Frame 7212DS, WPIISB, D=16", 1.15 service factor, 2300/4000 Volts 

1500 HP 3600 RPM ABB, Frame 6800Z, weather protected encl. type 2, SB, 1.0SF, new surp, 2300/4160 V. 
1500 HP 3600 RPM General Electric, Frame 5810/11S, weather protected enclosure type 2, SB, api547 ... 
1500 HP 3600 RPM General Electric, Fr. 5810/5811S, weather prot. enclos. type 2, SB, new, 2300/4000V. ... 
1500 HP 3600 RPM General Electric, Frame 8210/11S, weather protected encl. type 2, 2300/4160V, New 
1500 HP 3600 RPM General Electric, Fr.8210/8211S, weather prot. encl.type 2, SB, new, 2300/4000 V.(5) 
1500 HP 3600 RPM Siemens, Frame 3020SS6, WPIISB, 4160 Volts 

1500 HP 3600 RPM Siemens, Frame 3020SS6, WPIISB, 4160 Volts 

1500 HP 3600 RPM Siemens, Frame 3020SS6, WPIISB, 4160 Volts 

1500 HP 3600 RPM Siemens, Frame 5810S, WPIISB, 4000 Volts 

1500 HP 3600 RPM Teco, Frame 5811/12S, weather protected enclosure type 2, SB, 1.15SF, 2300/4160V. ... 
1700 HP 892 RPM Siemens, Frame 6813s, weather protected enclosure type 2, 1.15 service factor ... 

1750 HP 440 RPM Toshiba, Frame 630-1400, weather protected enclosure type 2, RB/BB, 4160 Volts 

1750 HP 594 RPM Teco, Frame 6316, weather protected enclosure type 2, SB, new unused, 2300/4160 Volts 
1750 HP 720 RPM Toshiba, Frame 450-1400, weather protected enclosure type 2 with blower, 2300/4000 ... 
1750 HP 885 RPM Reliance, Frame 8040S, WPIBB, 4160 Volts 

1750 HP 889 RPM Westinghouse, Frame CSF41D, DP, SB, 2300 Volts Rebuilt 

1750 HP 892 RPM Siemens, Frame 6812, weather protected enclosure type 2, SB, 2300 Volts 

1750 HP 900 RPM General Electric, Frame 8411, weather protected enclosure type 1, new, unused ... 

1750 HP 900 RPM General Electric, Frame 8512S, weather protected enclosure type 2, new unused ... 
1750 HP 1200 RPM Teco, Frame 6810/11/12B, TEFC BB, 2300/4160V., new, KPF17506 

1750 HP 1770 RPM Toshiba, Frame 450-1400, TEFC, 2300/4160 Volts 

1750 HP 1780 RPM General Electric, Frame 8311-S/P311, weather protected enclosure type 2, 2300/4160 ... 
1750 HP 1780 RPM U.S. Motors, Frame 6809S, ODP, BB, 2300/4000 Volts 

1750 HP 1783 RPM Siemens, Frame 6811, 4000 Volts, Sleeve - Reconditioned 

1750 HP 1785 RPM General Dynamics, Frame 688WZ, Drip-Proof Ball Bearing, 2300 Volts 

1750 HP 1800 RPM Reliance, Frame 5810, weather protected enclosure type 2, BB, new windings ... 

1750 НР 1800 RPM Siemens, Frame 5812S, weather protected enclosure type 2,1.15SF, SB, пем... 

1750 HP 1800 RPM Siemens, Frame 5812S, weather protected enclosure type 2, SB, new, 2300/4000 Volts 
1750 НР 1800 RPM Siemens, Frame 6811, weather protected enclosure type 2, SB, 4000/6600 V.(4 ... 

1750 HP 1800 RPM Teco, Frame 6810/11/12B, TEFC B/B, new, Cat£ KPF17504 

1750 HP 3575 RPM Westinghouse, Frame 4011, WPI/I, 2300/4160 Volts 

1750 HP 3576 RPM Siemens, Frame 5812S, weather protected enclosure type 2, SB, 2300/4000 V.(3 ... 
1750 HP 3600 RPM General Electric, Frame 5810/5811S, weather protected enclosure type 2, SB, new ... 
1750 НР 3600 RPM General Electric, Frame 8210/11S, weather prot. enclosure type 2, new, 2300/4160 V. ... 
1750 HP 3600 RPM General Electric, Frame 8210/11S, weather prot. enclosure type 2, 2300/4160V, new 
1750 HP 3600 RPM General Electric, Frame 8210/8211S, weather protected enclosure type 2, SB, new ... 
1750 HP 3600 RPM Reliance, Frame 5810DS, weather protected enclosure type 2 SB, 4160 Volts 

1750 HP 3600 RPM Siemens, Frame 5812S, weather prot. enclosure type 2, SB, new unused, 2300/4000 V. 
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MOTORS, A.C., SQUIRREL CAGE - (8,369 listings on our website!) 

1750 HP 3600 RPM Teco, Frame 5811/12S, weather protected enclosure type 2, SB, 2300/4160 Volts, Used 
1750 HP 3600 RPM Toshiba, Frame 5812USS, 4000 Volts, new 

1750 HP 3600 RPM Toshiba, Frame 5812USS, weather protected enclos.type 1, S/B, 1.15, new surp, 4160 ... 
2000 HP 595 RPM ABB, Frame AMI560L, TEAAC, SB, 4000 V.(2 available) 

2000 HP 888 RPM Siemens, Frame 809, weather protected enclosure type 2, SB, 2300/4160 Volts, (2) 1 ... 
2000 HP 890 RPM ABB, Frame 630L, drip-proof ball bear, D=630m, 2300Y Volts (2 available) 

2000 HP 890 RPM Toshiba, Frame 450-1400, weather protected enclosure type 2, BB, new, 4160 Volts 
2000 HP 892 RPM Siemens, Frame 6813Z, weather protected enclosure type 2, sleeve, 2300/4160 Volts 
2000 HP 900 RPM Siemens, Frame 8011, weather protected enclosure type 2, SB, 2300/4160 V.(3 ... 

2000 HP 900 RPM Toshiba, Frame 450-1400, 4160 Volts 

2000 HP 1185 RPM General Electric, Frame 8411S, WPIBB-BV, VFD-rated, 1.15SF, 575/996Y Volts 

2000 HP 1185 RPM Siemens, Frame 6813, weather protected enclosure type 2, SB, 2300/4000 Volts 

2000 HP 1191 RPM Siemens, Frame 6813, weather protected enclosure type 2, SB, 2300/4000 Volts (3 ... 
2000 HP 1192 RPM Teco, Frame 5614, weather protected enclosure type 2 SB, 4160/6600 Volts (8 ... 

2000 HP 1194 RPM U.S. Motors, Frame 8006S, rebuilt, 6900 Volts 

2000 HP 1200 RPM ABB, Frame 500L, TEAAC B/B, 4160 Volts 

2000 HP 1200 RPM ABB, Frame 500L, TEFC BB TUBE, 4160 Volts 

2000 HP 1200 RPM ABB, Frame 500L, TEFC BB TUBE, 4160 Volts, New Surplus 

2000 HP 1200 RPM Reliance, Frame 7111S, weather protected enclosure type 2, 2300/4000 V.(2 available) 
2000 HP 1200 RPM Teco, Frame 6810/11/12B, TEFC BB, 2300/4160V., new, KPF20006 

2000 HP 1770 RPM Toshiba, Frame 450-1400, TEFC, 2300/4160 Volts 

2000 HP 1790 RPM Louis Allis, Frame 7310, weather protected enclosure type 2 BB, 2300/4160 Volts 
2000 HP 1800 RPM ABB, Frame 500L4A BAFTS, TEAOBB, 4160 Volts, New Surplus 

2000 HP 1800 RPM Siemens, Frame 5812S, weather protected enclosure type 2,1.0SF, SB, new, 2300/4000V. 
2000 HP 1800 RPM Siemens, Frame 5812S, weather protected enclosure type 2, SB, new, 2300/4000 Volts 
2000 HP 1800 RPM Siemens, Frame 5812S, weather protected enclosure type 2, SB, new, 4160 Volts 
2000 HP 1800 RPM Siemens, Frame 6813, TEFC BB, 2300/4000 V.(2 available) 

2000 HP 1800 RPM Teco, Frame 6810/11/12, TEFC, BB, 2300/4160V., new, KPF20004 

2000 HP 1800 RPM Weg, Frame 5810, weather protected enclosure type 2, SB, new, 2300/4160 Volts 

2000 HP 3572 RPM Siemens, Frame 6811, weather protected enclosure type 2, SB, 2300/4000 Volts 

2000 HP 3575 RPM Siemens, Frame 6813, weather protected enclosure type 1, 6900 Volts 

2000 HP 3580 RPM General Electric, Frame 8511S, weather protected enclosure type 1, 6900 Volts 

2000 HP 3585 RPM Siemens & Rel., Frame 5812S, WPIISB, 1.15SF, 2300/4000V.(3 available) 

2000 HP 3600 RPM General Electric, Frame 5812/13S, weather prot. enclosure type 2, 2300/4160V., new 
2000 HP 3600 RPM General Electric, Frame 5812/13S, weather protected enclosure type 2, Sleeve ... 

2000 HP 3600 RPM Toshiba, Frame 400-1120, WPIISB, 2400/4160 Volts 

2250 HP 595 RPM Louis Allis, Frame 7507Z, BB, 4160 Volts Rebuilt 

2250 HP 894 RPM Siemens, Frame 8011, weather protected enclosure type 2, SB, 2300/4160 V.(3 ... 

2250 HP 900 RPM General Electric, Frame 8411, new, 2300/4000 Volts 

2250 HP 900 RPM General Electric, Fr. 8511SU, weather prot. enclosure type 2, S/B, 1.15, 2300/4160 V. 
2250 HP 900 RPM Siemens, Frame 8010/8011, weather protected enclosure type 2, new, 2300/4000 Volts 
2250 HP 1200 RPM Abb, Frame MBR630S, WPIBB, 4160 Volts 

2250 HP 1200 RPM General Electric, Frame 6813, weather prot. enclosure type 2, BB, new, 2300/4000 V. 
2250 HP 1200 RPM General Electric, Frame 8411, new, 2300/4000 Volts 

2250 HP 1200 RPM General Electric, Fr.8411ES, weather protected enclosure type 2, BB, new, 2300/4000 ... 
2250 HP 1200 RPM Higen, Frame 6811/12/13, weather protected enclosure type 2, B/B, 2300/4160 Volts ... 
2250 HP 1200 RPM Siemens, Frame 8010/8011, weather protected enclosure type 2, new, 2300/4000 Volts 
2250 HP 1788 RPM Westinghouse, Frame 6810L, weather protected enclosure type 1, 2300/4000 Volts 
2250 HP 3582 RPM Siemens, Frame 6811S, weather protected enclosure type 2, SB, 2300/4000 Volts (3... 
2250 HP 3600 RPM General Electric, Frame 5812/13S, weather prot. enclosure type 2, 2300/4160V.,new 
2250 HP 3600 RPM General Electric, Frame 5812/13S, weather protected enclosure type 2, Sleeve ... 

2250 HP 3600 RPM Teco, Frame 5811/12S, weather protected enclosure type 2, new, 2300/4160 Volts 
2500 HP 710 RPM General Electric, Frame 6378, weather protected enclosure type 2 SB, 60? rise ... 

2500 HP 711 RPM Westinghouse power plant motor, Frame W6D70, WPIISB, 13800 Volts 

2500 HP 890 RPM General Electric, Frame 8509S, DP, SB, 2300/4000 Volts 

2500 HP 900 RPM General Electric, Frame 8411, weather protected enclosure type 2, new, 2300/4000 ... 
2500 HP 900 RPM General Electric, Frame 8511SU, weather protected enclosure type 2, 2300/4160 Volts 
2500 HP 900 RPM Siemens, Frame 8010/8011, weather protected enclosure type 2, new, 2300/4000 Volts 


2500 HP 1188 RPM Teco Westinghouse, Frame 5614, weather protected enclosure type 2,2300/4000 Volts (5... 


2500 HP 1190 RPM General Electric, Frame 8511, weather protected enclosure type 2, SB, 1.15SF, 318A ... 
2500 HP 1190 RPM Siemens, Frame 8011, weather protected enclosure type 2, SB, 2300/4000 V.(4 ... 

2500 HP 1200 RPM General Electric, Frame 6813, weather prot. enclosure type 2, BB, new, 2300/4000 V. 
2500 HP 1200 RPM General Electric, Frame 8411, weather protected enclosure type 2, new, 2300/4000 ... 
2500 HP 1200 RPM General Electric, Frame 8411ES, weather prot. enclosure type 2, BB, new, 2300/4000 ... 
2500 HP 1200 RPM Higen, Frame 6811/12/13, weather protected enclosure type 2, B/B, 2300/4160 Volts ... 
2500 HP 1200 RPM Siemens, Frame 8010/8011, weather protected enclosure type 2, new, 2300/4000 Volts 
2500 HP 1781 RPM Siemens, Frame 6812, WPIISB, FODS, 2300/4160 V.(2 available) 

2500 HP 1785 RPM General Electric, Frame 8411S, WPIISB, 2300/4160 Volts 

2500 HP 1785 RPM Westinghouse, Frame 5010, DP, SB, 2300/4160 Volts (5 available) 

2500 HP 1790 RPM Westinghouse, Frame 5611, TETC, SB, 2300/4000 Volts 

2500 HP 1800 RPM General Electric, Frame 6813, weather protected enclosure type 2, SB, new, 2300/4000 ... 
2500 HP 1800 RPM General Electric, Frame 8511S, weather protected enclosure type 2, SB, 6600 Volts ... 
2500 HP 1800 RPM Westinghouse, Frame CS5B45, weather protected enclosure type 1, SB, 4160 Volts 


2500 HP 3566 RPM Westinghouse / Westinghouse, Frame 6810/9H, weather protected enclosure type 2, SB ... 


2500 HP 3570 RPM Siemens, Frame 6811, weather prot. enclosure type 2, SB, new unused, 2300/4000V. 
2500 HP 3570 RPM Westinghouse, Frame 7510, weather protected enclosure type 2, 2300/4160 V.(2 ... 
2500 HP 3575 RPM General Electric, Frame 8411S/8511S, weather protected enclosure type 1 SB... 
2500 HP 3575 RPM Louis Allis, Frame 7311ES, weather protected enclosure type 1, 4160 Volts 

2500 HP 3600 RPM General Electric, Frame 5812/13S, weather protected enclosure type 2, Sleeve ... 
2500 HP 3600 RPM General Electric, Frame 5812/13S, weather prot. enclosure type 2 SB, 2300/4160 V. ... 
2500 HP 3600 RPM General Electric, Frame 8311S, weather protected enclosure type 2, SB, пем... 

2500 HP 3600 RPM General Electric, Frame 8411S, weather protected enclosure type 2, SB, 4000 Volts 
2500 HP 3600 RPM General Electric, Frame 8511S, weather protected enclosure type 2, 4000 Volts 

2500 HP RPM Quad plus electric motor, 4160 Volts, 2021 

2750 HP 1193 RPM Siemens, Frame 8010, weather protected enclosure type 2, SB, 2300/4000 Volts (2 ... 
2750 HP 1781 RPM Westinghouse, Frame 5614, weather protected enclosure type 2, SB, 4160/6900 Volts 


2750 HP 3600 RPM Siemens, Frame 6811S, weather protected enclosure type 2, SB, new, unused, 2300/4000 ... 


2750 HP 3600 RPM Teco, Frame 6811/12H, weather protected enclosure type 2, S/B 1.15,2300/4160 Volts ... 
3000 HP 509 RPM Electric Machinery 6836-SE, weather protected enclosure type 2, SB, 1.15 service ... 

3000 HP 720 RPM Electric Machinery, Frame 6625S, DPSB, 4000 Volts 

3000 HP 800/1200/19 RPM 0 Ward-Leonard, Frame 5460, DPBB-BV, 40/60/98 Hz, 2300/4000 Volts, surplus 
3000 HP 885 RPM General Electric, Fr. 8511SU, TEWAC, SB, 1.15 serv. factor, 4140 Keyless for recip ... 
3000 HP 885 RPM Siemens, Fr. 1127, TEWAC, SB, 1.15 serv. factor, 4140 Keyless for recip duty ... 

3000 HP 885 RPM Teco Westinghouse, Frame 560D, weather protected enclosure type 2, SB, new unused ... 
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MOTORS, A.C., SQUIRREL CAGE - (8,369 listings on our website!) 

3000 HP 895 RPM ABB, Frame 610/8, weather protected enclosure type 2, new, fan duty, 4000 Volts 

3000 HP 900 RPM General Electric, Frame 8511SU, TE, SB, 2300/4000 Volts 

3000 HP 900 RPM Hitachi-Seiki, Frame 560LM, weather protected enclosure type 2,1.0SF, continuous ... 
3000 HP 1189 RPM Teco Westinghouse West., Frame 6316 SPCL, weather proof ЛІ, SB, 1.25 service ... 
3000 HP 1200 RPM Siemens, Frame 8012S, weather protected enclosure type 2, SB, 4160/6600 Volts, new ... 
3000 HP 1773 RPM Westinghouse, Frame W5BL60, weather protected enclosure type 2, SB, 6600 Volts ... 
3000 HP 1780 RPM Louis Allis, Frame 7409-GS, weather protected enclosure type 1, SLV, 4160 Volts 

3000 HP 1782 RPM Westinghouse, Frame 5611, weather prot. enclosure type 2, SB, 2300/4160 V. (2) 

3000 HP 1785 RPM Toshiba, Frame 500-1800, weather protected enclosure type 1, 1.15 serv.factor ... 

3000 HP 1792 RPM Reliance, Frame L9240, weather protected enclosure type 2, SB, 6600 Volts Rebuilt 
3000 HP 1800 RPM General Electric, Frame 6813, weather protected enclosure type 2, SB, new, 2300/4000 ... 
3000 HP 1800 RPM General Electric, Frame 8411S, weather protected enclosure type 1,4160 Volts 

3000 HP 1800 RPM Siemens, Frame 6812, weather protected enclosure type 2, SB, 2300/4000 Volts (3 ... 
3000 HP 1800 RPM Teco Westinghouse, Frame 5611, weather protected enclosure type 2, SB, 4000 Volts 
3000 HP 3570 RPM Siemens, Fr. 6811, weather protected enclosure type 2, SB, new unused, 2300/4000 V. 
3000 HP 3572 RPM Allis-Chalmers induction motor, type ANW, 4000 Volts, rebuilt 

3000 HP 3575 RPM General Electric, Frame 8511Z, weather protected enclosure type 1, SB, rebuilt, 4000 ... 
3000 HP 3583 RPM Siemens, Frame 6813, weather protected enclosure type 2 SB, 2300/4000 Volts 

3000 HP 3600 RPM General Electric, Frame 83115, weather protected enclosure type 2, SB, new ... 

3000 HP 3600 RPM Pump & Motor Works, Frame 4542VP, 2-pole, 1.15SF, 13200 Volts 

3000 HP 3600 RPM Reliance, Frame 9500S, weather protected enclosure type 2, SB, 4000 V.(2 available) 
3000 HP 3600 RPM Siemens, Frame 6811S, weather protected enclosure type 2, SB, 1.15SF, new, 2300/4000 ... 
3000 HP 3600 RPM Siemens, Frame 6813S, weather protected enclosure type 2, SB, 4000/6600 Volts (2 ... 
3000 HP 3600 RPM Siemens, Frame 6813S, weather protected enclosure type 2, SB, 6600 V.(2 available) 
3352 HP 3600 RPM ABB, Frame 560, TEACC, new, 3300 Volts 

3500 HP 894 RPM Electric Machinery, Frame 5834, TEFC, 6600 Volts 

3500 HP 900 RPM General Electric, Frame 8512SU, weather protected enclosure type 2, SB, new ... 

3500 HP 900 RPM Hitachi-Seiki, Frame 560LL, WPIISB, 4000 Volts 

3500 HP 1189 RPM Teco Westinghouse West., Frame 6316 SPCL, weather proof VII, SB, 2300/4160 Volts 
3500 HP 1200 RPM General Electric, Fr. 8512Z, weather prot. encl. type 2, SB, 1.15 serv. factor, type ... 

3500 HP 1200 RPM Siemens, Frame 8012, weather protected enclosure type 2, SB, new, 2300/4000 Volts 
3500 HP 1200 RPM Siemens, Frame 8012S, weather protected enclosure type 2, SB, 4160/6600 Volts, new ... 
3500 HP 1782 RPM General Electric, Frame 8313S, weather protected enclosure type 2, SB, 4160 V. (2) 

3500 HP 1790 RPM Siemens-Allis, Frame 8010, weather protected enclosure type 1, SB, 4000 Volts 

3500 HP 1800 RPM Siemens, Frame 8012, WPIISB, 4160 Volts 

3500 HP 1800 RPM Siemens-Allis, Frame 6813, weather protected enclosure type 2, SB, 4160 Volts 

3500 HP 1800 RPM Teco Westinghouse, Frame 5611, weather protected enclosure type 2, SB, 4000 Volts 
3500 HP 3570 RPM Siemens, Frame 6813, weather protected enclosure type 2, SB, 2300/4000 Volts 

3500 HP 3580 RPM Toshiba, Frame 500-1400, weather protected enclosure type 2 SB, surplus, 2300/4160 ... 
3500 HP 3584 RPM Westinghouse, Frame 5612, weather protected enclosure type 2, 1.15 service factor ... 
3500 HP 3600 RPM Siemens, Frame 6811S, weather protected enclosure type 2, SB, 1.05SF, new, 2300/4000 ... 
3500 HP 3600 RPM Teco, Frame 450D, weather protected enclosure type 2, S/B, new surplus, 2300/4160 ... 
3750 HP 1189 RPM Teco Westinghouse West., Frame 6316 SPCL, weather proof VII, SB, 2300/4160 Volts 
4000 НР 720 RPM Reliance, Frame 108405, weather protected enclosure type 2, SB, 2300/4000 V. (2 ... 

4000 HP 890 RPM Reliance, Frame 10840, weather protected enclosure type 2, SB, 4000 Volts, unused 

4000 HP 895 RPM Siemens, Frame 1129, weather protected enclosure type 2, fan duty, 6600 V.(2 ... 

4000 HP 900 RPM General Electric, Fr. 8512SU, weather prot. enclosure type 2, SB, new, 2300/4000V. 

4000 HP 1200 RPM General Electric, Fr.8512Z, weather prot. encl. type 2, SB, 1.15 serv. factor, type ... 

4000 HP 1200 RPM Siemens, Frame 8012, weather protected enclosure type 2, SB, new, 2300/4000 Volts 
4000 HP 1800 RPM General Electric, Frame 8511S, weather protected enclosure type 2, 4160 Volts 

4000 HP 1800 RPM General Electric, Frame 85125, weather protected enclosure type 2, SB, 4160 Volts 

4000 HP 1800 RPM Siemens-Allis, Frame 6813, weather protected enclosure type 2, SB, 4000 Volts 

4000 HP 1800 RPM Teco Westinghouse, Frame 5611, weather protected enclosure type 1, SB, 4000 Volts 
4000 HP 3600 RPM ABB, Frame 6813, weather protected enclosure type 2, SB, 1.0 service factor, inv ... 
4000 HP 3600 RPM General Electric, Frame 8311/12SU, weather protected enclosure type 2, Sleeve ... 

4000 HP 3600 RPM Siemens Simotics, Frame 6813, weather protected enclosure type 2, SB, 1.15SF, New ... 
4000 HP 3600 RPM Teco Westinghouse, Frame 450D, weather protected enclosure type 2, Sleeve, 2300/4160 ... 
4000 HP 3600 RPM Teco, Frame 450D, weather protected enclosure type 2 S/B, new surplus, 2300/4160 ... 
4500 HP 709 RPM Westinghouse power plant motor, Frame W6D70, WPIISB, 13200 Volts 

4500 HP 716 RPM Reliance, Frame 10840S, weather protected enclosure type 2, SB, 2300/4000 Volts (2 ... 
4500 HP 890 RPM General Electric, Frame 8612S, weather protected enclosure type 2, SB, rebuilt ... 

4500 HP 1200 RPM General Electric, Fr. 8512Z, weather prot. encl. type 2, SB, 1.0 serv. factor, type ... 

4500 HP 1784 RPM Teco Westinghouse, Frame 6314, weather protected enclosure type 2,2300/4160 Volts (2 ... 
4500 HP 1789 RPM Siemens, Fr.8011/8012, weather prot. encl. type 1, SB, 1.15 service factor ... 

4500 HP 1800 RPM General Electric, Fr. 8411, weather protected enclosure type 2, SB, new, 2300/4000 ... 
4500 HP 1800 RPM General Electric, Frame 8512S, weather protected enclosure type 2, SB, 4160 Volts 

4500 HP 1800 RPM Siemens, Frame 8010/8011, weather protected enclosure type 2, SB, new, 2300/4000 ... 
4500 HP 3600 RPM Siemens Simotics, Frame 6813, weather protected enclosure type 2, SB, 1.15 service ... 
4500 HP 3600 RPM Toshiba, Frame 6812/13USS, weather protected enclosure type 2, new, 4000 Volts 

5000 HP 900 RPM Reliance, Frame 10840, weather protected enclosure type 2, 2300/4000 Volts 

5000 HP 1782 RPM ABB, Frame 630L, TEWAC, 7620/13200Y Volts, surplus 

5000 HP 1789 RPM Siemens, Frame 8011/8012, weather protected enclosure type 1, SB, 2300/4160 Volts 
5000 HP 1800 RPM General Electric, Fr. 8411, weather protected enclosure type 2, SB, new, 2300/4000 ... 
5000 HP 1800 RPM Siemens, Frame 8010/8011, weather protected enclosure type 2, SB, new, 2300/4000 ... 
5000 HP 3580 RPM General Electric, Frame 8512Z, weather protected enclosure type 1, SB, 4000 Volts 

5000 HP 3600 RPM Louis Allis, Frame 7412SPL, WPISB, 4000 Volts 

5000 HP 3600 RPM Siemens, Frame 6813, weather protected enclosure type 2,1.15 service factor, new ... 
5000 HP 3600 RPM Siemens Simotics, Frame 6813, weather protected enclosure type 2, SB, 1.0 service ... 
5000 HP 3600 RPM Teco, Frame 450E, WP2, copper bar rotor, s/b 1.15, 2300/4160 Volts, (2 available) ... 

5000 HP 3600 RPM Teco Westinghouse, Frame 450E, weather protected enclosure type 2, Sleeve, 2300/4160 ... 
5000 HP 3600 RPM Toshiba/tmeic, Frame 500, weather protected enclosure type 2, S/B, 4160 Volts, new ... 
5500 HP 716 RPM Teco, Frame 8020, weather protected enclosure type 2, SB, 2300/4000 Volts (2 ... 

5500 HP 1800 RPM Siemens, Frame 8012, weather protected enclosure type 2, SB, new, 2300/4000 Volts (2 ... 
6000 HP 890 RPM Toshiba, Fr. 630-2000, weather prot. encl. type 2, SB, unused, new surp, 4160V. 

6000 HP 900 RPM Teco West., Frame 800A, weather protected enclosure type 2, SB, new unused ... 

6000 HP 1792 RPM Siemens, Frame 8012, 6600 Volts, new, one year warranty 

6000 HP 1792 RPM Siemens, Frame 8012S, weather protected enclosure type 2, SB, 1.15 service factor ... 
6000 HP 1800 RPM Siemens, Frame 8012, weather protected enclosure type 2, SB, new, 2300/4000 V. (2) 
6500 HP 890 RPM Teco West., Frame 800A, weather protected enclosure type 2, SB, new unused ... 

6500 HP 1792 RPM Siemens, Frame 8012, 6600 Volts, new, one year warrany 

6500 HP 1792 RPM Siemens, Frame 8012S, weather protected enclosure type 2, SB, 1.15 service factor ... 
6500 HP 1800 RPM Siemens, Frame 8012, weather protected enclosure type 2, SB, new, 2300/4000 V. (2 ... 
6500 HP 1800 RPM Siemens, Frame 8012, weather protected enclosure type 2, SB, new unused, 4000/6600 ... 
6522 HP 1195 RPM Teco West, Fr. 889, weather protected enclosure type 2,1.15 service factor, SB ... 
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December 2023 
DEALER SR ID 
Bailey Surplus 448800 
East Coast Electric 139910 
D'Angelo Int'l 430811 
Pump & Motor Works 417423 
Pump & Motor Works 390718 
North Carolina Mtrs 425296 
Bailey Surplus 264698 
East Coast Electric 115535 
Pump & Motor Works 123318 
North Carolina Mtrs 387498 
East Coast Electric 397965 
Rogers Eqpt Sales 280344 
East Coast Electric 032388 
Charlie Steele 125984 
East Coast Electric 364406 
Equipment Recovery 463836 
North Carolina Mtrs 380221 
Doug Beat Co The 914984 
East Coast Electric 422034 
Pump & Motor Works 364422 
Evans Enterprises 082793 
Houston Armature 728234 
Charlie Steele 035209 
Evans Enterprises 082785 
Power Zone Equip 175044 
Pump & Motor Works 205508 
East Coast Electric 350372 
Romanoff Industries 404069 
Pump & Motor Works 417424 
Evans Enterprises 116270 
East Coast Electric 274822 
Pump & Motor Works 390717 
North Carolina Mtrs 258556 
North Carolina Mtrs 373952 
Romanoff Industries 454901 
Charlie Steele 174466 
Charlie Steele 125982 
East Coast Electric 293402 
Doug Beat Co The 805453 
Power Zone Equip 175045 
Houston Armature 728235 
Rogers Eqpt Sales 325085 
Pump & Motor Works 417425 
East Coast Electric 246712 
Dallas Mathews 321485 
Evans Enterprises 082724 
East Coast Electric 350373 
Evans Enterprises 116271 
East Coast Electric 274823 
L & L Machinery Co 457526 
Charlie Steele 215040 
Charlie Steele 215039 
Charlie Steele 125983 
Houston Armature 084200 
Heartland Motors 449011 
Houston Armature 454710 
Heartland Motors 449010 
Rogers Eqpt Sales 325087 
Doug Beat Co The 379691 
East Coast Electric 246713 
North Carolina Mtrs 380218 
Evans Enterprises 116272 
Salyer Motors Inc 861307 
Pump & Motor Works 278919 
East Coast Electric 160486 
Charlie Steele 174465 
East Coast Electric 160490 
Houston Armature 454711 
Rogers Eqpt Sales 280343 
East Coast Electric 281311 
Doug Beat Co The 157997 
Pump & Motor Works 278920 
East Coast Electric 160488 
East Coast Electric 160489 
North Carolina Mtrs 380222 
Romanoff Industries 455073 
Houston Armature 944303 
Houston Armature 454712 
Rogers Eqpt Sales 400412 
Heartland Motors 449006 
Rogers Eqpt Sales 444670 
North Carolina Mtrs 393524 
East Coast Electric 091404 
East Coast Electric 135369 
East Coast Electric 052923 
RAAR Group USA 325028 
Pump & Motor Works 390719 
East Coast Electric 083917 
East Coast Electric 052924 
RAAR Group USA 325029 
Pump & Motor Works 390714 
East Coast Electric 371786 
East Coast Electric 381689 
Pump & Motor Works 331201 
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MOTORS, A.C., SQUIRREL CAGE - (8,369 listings on our website!) DEALER SR ID 
7000 HP 900 RPM Teco West., Frame 800A, weather protected enclosure type 2, SB, new unused ... NC 919-562-8122 East Coast Electric 052925 
7000 HP 1195 RPM Teco West, Frame 889, weather protected enclosure type 2, SB, 13200 Volts, rebuilt OK 918-752-0309 Pump & Motor Works 331202 
7000 HP 1792 RPM Siemens, Frame 8012S, weather protected enclosure type 2, SB, 4160/6600 Volts, пем... OK 918-752-0309 Pump & Motor Works 390715 
7500 HP 1195 RPM Teco West, Frame 889, weather protected enclosure type 2, SB, 13200 Volts, rebuilt OK 918-752-0309 Pump & Motor Works 331203 
7500 HP 1792 RPM Siemens, Frame 80125, weather protected enclosure type 2, SB, 4160/6600 Volts, new ... OK 918-752-0309 Pump & Motor Works 390716 
8000 HP 1200 RPM Reliance, Frame 900, weather protected enclosure type 2, SB, 13800 Volts NC 919-562-8122 East Coast Electric 077448 
8000 HP 3580 RPM General Electric, Frame 8612S, AC induction motor, CCW rotation, 4160 Volts NJ 609-278-1041 Tanu Impex LLC 457752 
8170 HP 1781 RPM Teco West., 1000mm, TEAAC, new surplus, 13200 Volts OK 918-752-0309 Pump & Motor Works 253483 
8500 HP 1788 RPM Siemens, TEWAC, tewac, Rebuilt, 13800 Volts FL 205-612-3051 Bailey Surplus 264699 
8500 HP 1790 RPM Siemens, WPII/SB, 13200 Volts, remanufactured new surplus, low profile, performance ... AL 205-680-4285 Woods Electric 422578 
10500 HP 1781 RPM Westinghouse, Frame B6611, weather protected enclosure type 2, wound motor, 12500 ... CA 510-887-7500 Sierra Equipment 696317 
11200 HP 897 RPM Teco West, Frame 9022, weather protected enclosure type 2, new used, 4000/6600 Volts ... NC 919-562-8122 East Coast Electric 381062 
14000 HP 890 RPM Teco Westinghouse, Frame 1320-2500, weather protected enclosure type 2,13200 Volts MI ` 800-432-2645 HECO Inc. 241393 
16000 HP 892 RPM Teco West, Fr.1041, weather prot. enclos. type 2, SB, 1.15 serv.factor, 13200V.,new OK 918-752-0309 Pump & Motor Works 331200 
18500 HP 892 RPM Teco West, Fr. 1041, weather prot. encl. type 2, SB, ID/FD fan motor, 13200V, new OK 918-752-0309 Pump & Motor Works 331204 
26000 HP 1794 RPM Westinghouse, Frame B6612S75, TEWAC, 13200 Volts NC 919-562-8122 East Coast Electric 246714 
HP RPM Toshiba 1504SDSA41A-PR roller bearing motors MN 651-484-5533 Shermco Industries 427415 
500 1785 Toshiba, Fr.5809/10US, TEFC,BB,new surplus,2300 V. NC 800-849-6686 North Carolina Mtrs 193332 
400 695 U.S., Fr.5810S, WPII, BB, 4000 V. NC 800-849-6686 North Carolina Mtrs 377221 
300 1785 Baldor-Reliance,Fr.L449T, TEFC,BB,2300/4000 V.,New Surplus NC 800-849-6686 North Carolina Mtrs 388778 
3 3450/3600 NYB Blower / Baldor VEM3610T, 230/460 V. KY 270-678-1337 Brooks Motor & Elec 481315 
VARIABLE SPEED MOTORS (ADJUSTABLE SPEED) - (108 listings on our website!) DEALER SR ID 
3 HP 0/1100 RPM Dynamatic, ACM9033,45 vdc cl, 230/460 V.(5 available) OH 419-865-4001 Doug Beat Co The 503751 
3 HP 0/3350 RPM Dynamatic, ACM9032,45VDC cl, br, 230/460V. OH 419-865-4001 Doug Beat Co The 503752 
5 HP 0/1670 RPM Louis Allis, AS-180604-01,90VDC, 230/460 Volts CT 203-753-5103 Traver IDC 745432 
5 HP 0/2860 RPM Louis Allis, ACM-9033,90VDC, 480 Volts CT 203-753-5103 Traver IDC 745438 
5 HP 50/1680 RPM Eaton, AC-186,45 & 90vdc cl/br, 230/460 V.(10 available) OH 419-865-4001 Doug Beat Co The 493401 
5 HP 100/1675 RPM Louis Allis, ACM-210-904,110 vdc cl/br, 220/440V.(5 available) OH 419-865-4001 Doug Beat Co The 503738 
5 HP 100/1680 RPM Dynamatic, Frame 9033, 45VDC, br, 230/460 V.(4 available) OH 419-865-4001 Doug Beat Co The 182125 
7.5 HP 0/1140 RPM Dynamatic, AS-25, 90VDC cl, 230/460 Volts OH 419-865-4001 Doug Beat Co The 503739 
7.5 HP 0/1675 RPM Eaton, OAS-210754-001,45VDC, 230/460 Volts CT 203-753-5103 Traver IDC 745445 
7.5 HP 0/1700 RPM Eaton, Frame 9043,45 & 110 vdc cl/br, 230/460V.(2 available) OH 419-865-4001 Doug Beat Co The 503740 
7.5 HP 7.28/72.8 RPM Reeves, Frame 353, Surplus, 230/460 Volts MA 508-754-5382 Alfred L Brown 680006 
7.5 HP 100/1695 RPM Eaton, ACM-264-905,100VDC, 208/220/440 Volts CT 203-753-5103 Traver IDC 745446 
7.5 HP 100/1800 RPM Eaton, M-100001-0906,45VDC, 230/460 Volts CT 203-753-5103 Traver IDC 745441 
20 HP 440/1695 RPM Dynamatic, ACM9053,45/110vdc cl, 230/460V. OH 419-865-4001 Doug Beat Co The 182127 
25 HP 50/1700 RPM Dynamatic, ACM280 284T, 45vdc coil, 230/460v. OH 419-865-4001 Doug Beat Co The 345881 
25 HP 900/1800 RPM Reuland, Frame 365TS, 2 speed, 1 winding, 460 Volts, new WI 262-524-0746 RPM Indust Sales 237250 
30 HP 170/1680 RPM Louis Allis, fr.286TDZ, type 280, tefc, 90VDC, 230/460V. OH 419-865-4001 Doug Beat Co The 453169 
40 HP 50/1700 RPM Dynamatic, Frame 324tdz-280/282,45v-cl, 460v.(3 available) OH 419-865-4001 Doug Beat Co The 355720 
40 HP 130/1695 RPM Dynamatic, Drip-Proof Ball Bearing, 230/460 Volts OH 419-691-2888 Romanoff Industries 404211 
50 HP 455/1675 RPM Eaton, TEFC BB, 460 Volts OH 419-691-2888 Romanoff Industries 403947 
60 HP 100/1800 RPM Delco, TEFC BB, 460 Volts OH 419-691-2888 Romanoff Industries 403909 
60 HP 235/1680 RPM Dynamatic, DPFVBB, 230/460 Volts OH 419-691-2888 Romanoff Industries 403913 
75 HP 50/1690 RPM Dynamatic, Frame 9114/9112,45 VDC, 230/460V.(8 available) OH 419-865-4001 Doug Beat Co The 514773 
75 HP 235/1660 RPM Delco, DPFVBB, 460 Volts OH 419-691-2888 Romanoff Industries 403973 
75 HP 1800 RPM U.S. Motors, Frame 365TSD, TEFC, 460 Volts SC 843-374-5469 Lake City Elec Mtr 877312 
100 HP 525/1675 RPM Dynamatic, Drip-Proof Ball Bearing, 460 Volts OH 419-691-2888 Romanoff Industries 403879 
100 HP 1660 RPM Dynamatic, Frame ACM-9114, 45 V.cl, 460 Volts OH 419-865-4001 Doug Beat Co The 543931 
100 HP 2670 RPM ABB, M3AA250 10-80-4110-01 WP85, 460 Volts IN 800-788-0307 Capital Machy Sys 424216 
125 HP 490/1690 RPM Dynamatic, TEFC BB, 460 Volts OH 419-691-2888 Romanoff Industries 404137 
125 HP RPM Siemens, Frame 250M, Atlas Copco #1630-0559-72, variable speed drive, 400V., new IN — 800-788-0307 Capital Machy Sys 418160 
200 HP 4185 RPM Siemens, Frame 280M, 400 Volts, 1LA6-288-4Z2Z91-Z Atlas Copco 1080-4079-12, A-3031 IN 800-788-0307 Capital Machy Sys 427628 
400 HP 1488 RPM Siemens, Frame 315, TEFC, 400V., 3 phase Atlas Copco 1080-2847-01 IN 800-788-0307 Capital Machy Sys 290397 
1250 HP 1785 RPM Toshiba, Fr. 5812US, weather prot. enclosure type 2 BB 1.15 serv.factor, new CCW ... AZ 520-349-0187 L & J Investments 319489 
60 HZ THREE PHASE ELECTRIC BRAKE MOTORS - (34 listings on our website!) DEALER SR ID 
7.5 HP 1745 General Electric, Frame 213TC, w/o feet, w/Stearns disc brake, 230/460 Volts RPM OK 918-486-2660 Salyer Motors Inc 469409 
7.5 HP 3525 RPM Baldor, Frame 213TC, TEFC, w/feet, unused, 230/460 V.(2 available) OH 419-865-4001 Doug Beat Co The 266983 
20 HP 800 RPM Baldor, Frame 256T, 105 Ib.ft.brake, DP, 230/460 Volts (3 available) OH 800-248-4479 Row Electrical Eqpt 180416 
20 HP 1175 RPM General Electric, Frame 286T, TEFCBB, 105 ft.Ib.brake, 230/460V. OH 419-865-4001 Doug Beat Co The 082863 
60 HP 1800 RPM Westinghouse, Frame 364T, TEFC, rebuilt, 460 Volts GA 912-964-0884 Industrial Electro 618169 
125 HP 1690 RPM General Electric, Frame 449TS, ТЕМУ, 30Min.Duty, 440 ft.Ib.Stearns brake, 460%. (2) OH 419-865-4001 Doug Beat Co The 294412 
125 HP 1785 RPM Louis Allis, Frame 447T, TEBV, cont.duty, 500 ft./Ibs., 460 Volts OH 419-865-4001 Doug Beat Co The 273068 
150 НР 890 RPM Reliance, Frame 449T/447T, TEFC, 460 Volts, w/1000ft.Ib.Stearns Brake, unused (2 ... OH 419-865-4001 Doug Beat Co The 377674 
450 HP 1780 RPM Reliance, Frame 16EB5008Z, Duty-Cont.type P, 4000 Volts TX 800-762-6015 Gas Corp Of America 788354 
Square D, type T1906, class 5010, Series A 19" T, 230 VDC (3 available) PA  814-535--9001 Johnstown Specialty 145165 
Square D, type F-2305, class 5010, Series A, 23" F, 230 VDC (4 available) PA  814-535--9001 Johnstown Specialty 145169 
MOTORS, A.C., GEAR - (52 listings on our website!) DEALER SR ID 
-33 HP 155 RPM Reliance, par, FB56DG16A, surplus, 575 Volts (3 available) MA 508-754-5382 Alfred L Brown 508754 
3 HP 1 RPM Sumitomo Par.Shaft, Brake, TEFC, SM-Cyclo, 230/460 Volts OH 419-865-4001 Doug Beat Co The 086177 
3 HP 25 RPM U.S. Motors, Frame 184TC-24, TEFC, in-line par, 230/460 V.(3 available) OH 419-865-4001 Doug Beat Co The 471005 
5 HP 3 RPM Sumitomo, in-line-parallel-shaft, TEFC, 208/230/460 VAC (9 available) OH 419-865-4001 Doug Beat Co The 633280 
5 HP 3 RPM Sumitomo Par.Shaft with Brake, TENV, 460 V, (9 available) OH 419-865-4001 Doug Beat Co The 022955 
10 HP 125 RPM Falk, Frame 4EZ, motor reducer, 230/460 V.(2 available) OH 419-865-4001 Doug Beat Co The 291792 
40 HP 152 RPM Sew par. 2.3SF w/221 Ib-ft brake 230/460 Volts, new surplus AZ 520-349-0187 L & J Investments 277100 
DESIGN D HOIST-DUTY MOTORS - (30 listings on our website!) DEALER SR ID 
10 HP 1743 RPM Reuland, Frame 324Z, TENV, dbl.shft, 30min., 230/240V.(10 available) OH 419-865-4001 Doug Beat Co The 326881 
15 HP 1750 RPM Reuland, Frame 3262, TENV, dbl.shft, 30min., 230/460 V.(10 available) OH 419-865-4001 Doug Beat Co The 326885 
25 HP 820 RPM General Electric, Frame 365TZ, TENV, dbl.shaft, w/brake, 230/460 V.(10 available) OH 419-865-4001 Doug Beat Co The 394686 
75 HP 1130 RPM Baldor-Reliance, Frame 444T, TEFC BB, 460/796 Volts, New Surplus OH 419-691-2888 Romanoff Industries 456662 
75 HP 1655 RPM Delco, Frame L505, TEFC BB, 230/460 Volts OH 419-691-2888 Romanoff Industries 456619 
100 HP 1100 RPM Delco, Frame L505Y, TEFC BB, 460 Volts OH 419-691-2888 Romanoff Industries 456651 
100 HP 1135 RPM Baldor-Reliance, Frame 445T, TEFC BB, 460/796 Volts, New Surplus OH 419-691-2888 Romanoff Industries 456620 
100 HP 1135 RPM Teco Westinghouse, Frame 444T, Drip-Proof Ball Bearing, 230/460 Volts, New Surplus OH 419-691-2888 Romanoff Industries 456640 
100 HP 1140 RPM Delco, Frame L507Y, TEFC BB, 440 Volts OH 419-691-2888 Romanoff Industries 456627 
100 HP 1140 RPM Teco Westinghouse, Frame 445T, TEFC BB, 460 Volts NV 419-691-2888 Romanoff Industries 456667 
125 HP 1110 RPM Delco, Frame L505Y, TEFC BB, 460 Volts OH 419-691-2888 Romanoff Industries 456637 
125 НР 1670 RPM General Electric, Frame 449TS, ТЕМУ, 30Min.Duty, 440 ft.Ib.Stearns brake, 460V.(2 ... OH 419-865-4001 Doug Beat Co The 294413 
150 HP 1135 RPM Marathon, Frame 505UZ, Drip-Proof Ball Bearing, 460 Volts OH 419-691-2888 Romanoff Industries 456617 


150 ELECTRICAL & POWER EQUIPMENT 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


DESIGN D HOIST-DUTY MOTORS - (30 listings on our website) 
150 HP 1140 RPM North American, Frame 447T/449T, TEFC. 460 Volts 

150 HP 1655 RPM Delco, Frame L505Y, TEFC BB, 460 Volts 

250 HP 1135 RPM Delco, Frame 685, TEFC BB, 460 Volts 

300 HP 1120 RPM Reliance, Frame 5808, Drip-Proof Ball Bearing, 440 Volts 


MOTORS, A.C., INVERTER DUTY - (91 listings on our website!) 

1/2 HP 1140 RPM Baldor-Reliance Inverter Drive Motor, Model 34K131Y192G1, Frame 482, 115 Volts (11... 
25 HP 1765 RPM Westinghouse, Frame 284T, TEFC, IEEE 841, electrically OK, 460 Volts 

25 HP 2500 RPM Reliance, Frame L2158, TEAO, 460 Volts 

30 HP 1760 RPM Magnetek, Frame 286T, TEBC, Vector duty, 1000:1,460 V.(2 available) 

30 HP 1775 RPM Reliance, Frame L2564, TEAO-blower cooled, class H, 460 V.(2 available) 

40 HP 1770/2642 RPM Marathon, Frame 324T, TEFC, 460 Volts, new surplus (2 available) 

40 HP 1780 RPM Baldor, Frame 324TC, TEBC, Vector dty, 1000:1,460 Volts 

50/50 HP 1770/3530 RPM Reliance, Frame RL2586Y, TEAO-BC, new surplus, 460 Volts 

60 HP 1775 RPM Baldor Reliance, Frame RL2586Z, DPBV, 460 Volts 

75 HP 1780 RPM Reliance, Frame L3292, TEFC, class H, 460 Volts 

100 HP 1181 RPM Teco Westinghouse, Frame 444T, TEFC, BB, 230/460 Volts New Surplus 

100 HP 1780 RPM Baldor, Frame 404/5TC, cl.H, TEBC, Vector dty, 1000:1,460V. 

100 HP 1800 RPM Siemens, Frame 405TS, severe duty, Nema premium, 460 Volts 

200 HP 1186 RPM Teco Westinghouse, Frame 447/9T, TEFC BB, 460 Volts, rebuilt 

200 HP 1200/1800 RPM Reliance, Frame 449T, TEFC, new surplus, 460 Volts 

250 HP 1785 RPM U.S. Motors, Frame 447T/449T, TEFC, surplus, 460 Volts (2 available) 

250 HP 1787 RPM Teco Westinghouse, Frame 449T, TEFC, BB, 460 Volts New Surplus 

300 HP 500 RPM Siemens, Frame F3MTC450686, TEFV, 421 Volts 

300 HP 1735/2300 RPM Reliance, Frame L3698, DPFV, 460 Volts 

335 HP 1780 RPM Siemens, Frame 5011L, TEBC, 660 Volts (4 available) 

350 HP 895 RPM Marathon, Frame 5013, TEFC BB, 460 Volts (3 available) 

350 HP 1190 RPM Siemens, Frame 449T, TENV, 460 Volts 

350 HP 1791 RPM Baldor /Reliance, Frame 25BG5011/12Z, TEFC, BB, 460 Volts 

430 HP 1735 RPM Siemens, Frame 5011S, TEFC, 600 Volts 

450 HP 1186 RPM Teco Westinghouse, Frame 3509, weather protected enclosure type 2, new surplus 
600 HP 1200 RPM ABB, Frame HXR400L, TEFC, BB, 460 Volts (2 available) 

600 HP 1790 RPM General Electric, Frame 5013S, TEFC, BB, 460 Volts 

900 HP 1792 RPM General Electric, Frame 7010, TEFC, BB, 460 Volts 

1000 HP 600 RPM Baldor / Reliance, Frame 06813, TEFV, BB, 460 Volts 

1150 HP 800/1600 RPM General Electric, Frame 5GEB22,1120A, 6-pole, 575 Volts 

1275 HP 811/2200 RPM NOV/Baylor, constant power 811-1200 RPM, 575 Volts 

1500 HP 900 RPM Baldor Reliance, Frame 06813, TEFV, BB, 460 Volts 

1500 HP 1190 RPM U.S. Motors, Frame 6811MS, weather protected enclosure type 2, BB, 2300/4160 Volts 
1630 HP 1786 RPM Teco Westinghouse, Frame 4511, weather protected enclosure type 2, new surplus 
3100 HP 1192 RPM Teco Westinghouse, Frame 5614, weather protected enclosure type 2, new surplus 


METRIC MOTORS - (34 listings on our website!) 

16 KW 3505 ABB, Fr.160M, TEFC AC Metric Motor, 440 V. 

20 3545 ABB, Fr.160MLB2, TEFC, 15 KW, new surplus, 460 V. 

75 3565 ABB, M3AA 200 MLE 2, Atlas Copco 1080-4174-24 

75 3565 ABB, M3AA 200 MLE 2, Atlas Copco 1080-4174-24 

215 4185 Siemens, Fr.280M, 400 V. 1080-4079-12 Atlas Copco, WP1052 
245 1780 Marathon, Fr.315M, 460 V. 1092-0913-10 Atlas Copco, WP8 
250 1770 Toshiba, Fr.315M, 2300/4160 V. WP89 

250 1775 Toshiba, Fr.315M, 2400 V. WP27 

250 1785 Siemens, Fr.315L, 460 V. 1080-2591-29 Atlas Copco WP1139 
300 1775 Toshiba, Fr.315M, 2300/4160 V. WP880 

350 3600 Weg, Fr.355M, TEFC, 460 V., F3 Mtg, new 


MULTI-SPEED MOTORS - (173 listings on our website!) 

15/7.5/5/2.5 HP 3600/600 RPM Reuland, Frame 365U, new, 480 Volts 

20/20 HP 1765/880 RPM General Electric, Frame 364T, TEFC, 460 Volts 

25/8.3 HP 1800/600 RPM Westinghouse, Frame 364T, TEFC, 4 speed, 575 Volts 

25/12.5 HP 1180/585 RPM Delco, Frame 404U, TEFC BB, 460 VAC 

25/12.5 HP 1760/870 RPM Baldor, Frame 286T, TEFC, 460 Volts 

25/12.5 HP 1800/900 RPM General Electric, Frame 364U, TE, 440 Volts 

25/13 HP 1760/870 RPM Baldor, Frame 326T, TEFCC BB, 460 VAC 

25/20 HP 1780/1470 RPM Baldor EM7058T, Frame 284T, TEFC, 4P, 230/460/190/380 Volts 

30/7.5 HP 1760/870 RPM Allis-Chalmers, Frame 324T, TEFC BB, 460 VAC (2 available) 

30/10 HP 1800/600 RPM Reuland, Frame 365U, TEFC BB, 460 VAC (2 available) 

30/15 HP 1750/880 RPM Louis Allis, Frame 404, TE, 440 Volts 

30/15 HP 1780/890 RPM Louis Allis, Frame 364U, TEFC BB, 460 V.(4 available) 

30/20 HP 1775/1175 RPM Howell, Frame 365U, TEFC BB, 1.15 service factor, 460 V.(6 available) 
40/10 HP 1775/885 RPM Siemens, Frame 326T, TEFC BB, 460 VAC (2 available) 

40/17 HP 1775/1180 RPM Delco, Frame 3647, Drip-Proof Ball Bearing, 460 Volts 

50 HP 1780/885 RPM Westinghouse, Frame 445$, TEFC, 1.15 service factor, new surplus, 440 Volts 
50/12 HP 1800/900 RPM Siemens, Frame 364T, TEFC, new, 2 spd 1 winding VT, 460V. 

50/33 HP 1785/1190 RPM Baldor, Frame 404T, TEFC, E-OK, 460/460 Volts 

60/15 HP 1800/900 RPM Baldor, Frame 364T, TEFC, 2 speed motor, surplus 

60/15 HP 1800/900 RPM Siemens, Frame 365T, TEFC, new, 2 spd 1 winding VT, 460V. 

60/27 HP 1780/1190 RPM Westinghouse, Frame 404T, Drip-Proof Ball Bearing, 460 Volts 

60/60 HP 1800/900 RPM General Electric, Frame 444T, TEXP, 1WCH, new surplus, 460 Volts 
75/19 HP 1190/590 RPM Siemens, Frame 444T, TEFC, 1-winding, 1.15 service factor, 460 Volts 
75/37.5 HP 890/445 RPM Reliance, Frame 447T, TEFC, 1-winding, 460 Volts 

75/37.5 HP 1750/850 RPM Reliance, Frame 404TC, TEFC, 460 Volts 

75/75 HP 1200/900 RPM Reuland, Frame 445U, TEFC BB, 460 VAC (6 available) 

100/25 HP 1755/870 RPM Westinghouse, Frame 405T, Drip-Proof Ball Bearing, 440 VAC 

100/25 HP 1775/885 RPM Reliance, Frame 447T, TEFC, 2 winding, 1.15 service factor, 460 Volts 
100/45 HP 1775/1180 RPM Reliance, Frame 405T, TEFC, 2-winding, 460 V.(2 available) 

100/50 HP 1775/885 RPM Marathon, Frame 444TS, TEFC, 1 winding, 1.15 service factor, 460 Volts 
125 HP 1770/880 RPM Teco Westinghouse, Frame 445T, TEFC BB,, New Surplus 

125 HP 1780/890 RPM Reliance, Frame 445TCZ, TEFC BB 

125 HP 1785/895 RPM U.S. Motors, Frame 445T, TEFC BB 

125/55 HP 1770/1170 RPM Magnetek, Frame 444T, TEFC, 460 Volts 

150/37.5 HP 1800/900 RPM Toshiba, Frame 445T, TEFC, 460 Volts, unused 

200/50 HP 1800/900 RPM Reliance, Frame 447TS, TEFC, 460 Volts (2 available) 

200/50 HP 1800/900 RPM Siemens, Frame 449T, TEFC, new, 2 spd 1 winding VT, 460V. 
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MULTI-SPEED MOTORS - (173 listings on our website!) 

200/100 HP 1775/880 RPM Teco, Frame 449TS, TEFC, 1 winding, 460 Volts 

200/100 HP 1775/880 RPM Teco, Frame 449TZ, TEFC, long shaft, 1 winding, 460 V.(2 available) 
200/200 HP 1174/887 RPM Westinghouse, Frame 5808, Drip-Proof Ball Bearing, 460 Volts 
250/62.5 HP 1785/890 RPM Siemens, Frame B449T, TEFC, new, 460 Volts 

300/75 HP 1800/900 RPM Teco, Frame 5009B, TEFC, IWVT, New Surplus, 460V. 

300/75 HP 1800/900 RPM Teco, Frame 5009B, TEFC, 2-sp, 1-wind, VT new surp, 460V.(3 available) 


300/169 HP 1185/885 RPM Siemens, Frame 588US, weather protected enclosure type 2, SB, 2300 Volts 


350/132 HP 1200/450 RPM Westinghouse, Frame 6810-L, TEFC, BB, 2300/4160 Volts 

400 HP 1186/886 RPM Siemens, Frame 5011, Drip-Proof Ball Bearing 

400 HP 1790/895 RPM General Electric, Frame 5011LL, Drip-Proof Ball Bearing 

400/200 HP 1785/890 RPM Reliance, Frame 58102, Drip-Proof Ball Bearing, 4000 V.(2 available) 


400/200 HP 1785/890 RPM Siemens, Frame 5011S, weather protected enclosure type 2 ВВ, 4000 V.(2 ... 


500/250 HP 1185/600 RPM Allis-Chalmers, Frame 30KKS6, DPSB, w/control, 440 Volts 


500/250 HP 1785/880 RPM Siemens-Allis, Frame 5011US, weather protected enclosure type 1 BB, 4000 V.(6 ... 


600/300 HP 1190/595 RPM General Electric, Frame 8409Z, DPSB, Banbury, 4160 Volts 


700/400 HP 1185/889 RPM Siemens, Frame 58125, weather protected enclosure type 2, BB, 2300/4160 Volts 


800/400 HP 880/705 RPM Siemens-Allis, fr.6812S, WPIVTEWAC, SB, 1.15,2300V.(3 available) 


1250/500 HP 1186/890 RPM Siemens, Frame 6812, weather protected enclosure type 2 SB, 4000 Volts 


1250/625 HP 1187/593 RPM Reliance, Frame 8040, TEWACBB, 0=20", 6600 Volts 


3000/1600 HP 1173/885 RPM Westinghouse, Frame W5BL60, weather protected enclosure type 2, SB, 6600... 


CLOSE COUPLED PUMP MOTORS - (6 listings on our website!) 
25 3525 U.S. Motors, Fr.284JP, TEFC, new surplus, 230/460 V.(5) 

30 1760 U.S. Motors, Fr.286JM, TEFC BB, surplus, 230/460 V. 

1201 3600 Reliance, Fr.235B, 4160 V., York chiller 


60 HZ VIBRATORY MOTORS - (25 listings on our website!) 

-3 HP 1140 RPM Sweco, Frame 56YZ, ТЕМУ, part S24B00704,440V., unused (4 available) 

2 HP 690 RPM Louis Allis, Frame 215YZ, dbl.shaft & flange, 230/460V.(2 available) 

3 HP 880 RPM Louis Allis, Frame 256TC, dbl.shaft & flange, 230/460V. 

3 HP 1735 RPM Westinghouse, Frame 215TCZ, double shaft & flange, 230/460 V.(2 available) 
5 HP 705 RPM Louis Allis, Frame 284YZ, dbl.shaft & flange, 230/460 V.(4 available) 

5 HP 880 RPM Louis Allis, Frame 284YZ, dbl.shaft & flange, 230/460V.(2 available) 

7.5 HP 700 RPM Louis Allis, Frame 286YZ, dbl.shaft & flange, 230/460 Volts 

7.5 HP 720 RPM Carrier, CD7-14/00-286, vibratory shaker motor, 230/460 Volts 

7.5 HP 885 RPM Louis Allis, Frame 284YZ/324UCZ, dbl.shaft & flange, 230/460V.(4 available) 
10 HP 705 RPM Louis Allis, Frame 326Y, dbl.shaft & flange, 230/460 V.(2 available) 

10 HP 885 RPM Louis Allis, Frame 326TCZ, dbl.shaft & flange, 230/460V.(2 available) 

10 HP 1155 RPM Sweco, Frame 256, dbl.shaft, 220/440 V.(2 available) 

10 HP 1170 RPM Reliance, Frame 286TY, dbl.shaft & flange, 230/460V.(2 available) 

40 HP 1175 RPM Sweco, Frame 365, TENV, dbl.shaft, dbl.flange, 460V.(2 available) 

HP 864 RPM Hindon #BK45-35/8, 2000 watt, unused, 230/480 Volts 


60 HZ WOUND ROTOR (SLIP RING-ROTOR) MOTORS - (241 listings on our website!) 
15 HP 1800 RPM Rueland, Frame 286U, COSO, TENV, BB, 550 V stator, 240 V rotor 

20 HP 860 RPM P & H, Frame 326X, TENV, BB, 460 Volts 

20 HP 1750 RPM Louis Allis, Frame 364, Drip-Proof Ball Bearing, 220/440 V.(2 available) 

25 HP 1800 RPM Whiting, Frame 286U, TENV, BB, 460 Volts 

30 HP 1145 RPM General Electric, Frame 364TX, Drip-Proof Ball Bearing, 230/460 Volts 

30 HP 1150 RPM P & H, Frame 364RX, TENVBB, 220/440 Volts, New Surplus 

30 HP 1165 RPM General Electric, Frame 4052, Drip-Proof Ball Bearing, 220/440 Volts 

30 HP 1770 RPM Westinghouse, Frame 286T, weather protected enclosure type 2, 460 Volts 
50 HP 1150 RPM General Electric, Frame 365TX, Drip-Proof Ball Bearing, 230/460 Volts 

50 HP 1160 RPM Westinghouse, Frame 405TX, TENVBB, 575 Volts 

50 HP 1735 RPM General Electric, Frame 404Z, TENVBB, 230/460 Volts 

60 HP 1145 RPM General Electric, Frame 404TX, Drip-Proof Ball Bearing, 230/460 Volts 

60 HP 1145 RPM General Electric, Frame 404X, Drip-Proof Ball Bearing, 480 Volts 

60 HP 1160 RPM Westinghouse, Frame 405TX, TENVBB, 460 Volts, New Surplus 

60 HP 1800 RPM Reuland, Frame 404TX, TENVBB, 460 Volts 

75 HP 1155 RPM General Electric, Frame 445Z, TENVBB, 220/440 Volts 

75 HP 1740 RPM Marathon, Frame 405U, Drip-Proof Ball Bearing, 240/480 Volts 

100 HP 1170 RPM P & H crane motor, Frame HEW445xX, 575 Volts (357 Volts rotor) refurbished 
100 HP 1740 RPM Westinghouse, Frame 405T, Drip-Proof Ball Bearing, 460 Volts 

100 HP 1740 RPM Westinghouse, Frame 444TX, TENVBB, 440 Volts 

100 HP 1750 RPM Westinghouse, Frame 445TZ, TEFC, 440 Volts 

100 HP 1760 RPM General Electric, Frame 405T, Drip-Proof Ball Bearing, 230/460 V.(4 available) 
125 HP 575 RPM General Electric, Frame MT-562, Drip-Proof Ball Bearing, 440 Volts 

125 HP 580 RPM P & H, Frame 508RX, TEBC BB, 230/460 V.(3 available) 

125 HP 880 RPM General Electric, Frame 558, ODP, 2200 Volts 

125 HP 1740 RPM General Electric, Frame 447TS, Drip-Proof Ball Bearing, 2300 Volts 

125 HP 1760 RPM Westinghouse, Frame 445TS, TEFC, 230/460/575 V.(3 available) 

125 HP 1770 RPM P & H, Frame 444TS, TEFC BB, 230/460 Volts 

150 HP 1760 RPM General Electric, Frame 447Y, TEFC, 440 Volts 

150 HP 1765 RPM Westinghouse, Frame 447TS, TEFC, 575 Volts 

150 HP 1765 RPM Westinghouse, Frame 447TZ, TEFC, 575 Volts 

200 HP 586 RPM General Electric, Frame 8307S, DPSB, enclosed rings, 440 Volts 

200 HP 705 RPM Allis-Chalmers, Frame 30F8, Drip-Proof Ball Bearing, 220/440 Volts 

200 HP 880 RPM General Electric, Frame 6335, Drip-Proof Ball Bearing, 440 Volts 

200 HP 880 RPM P & H, Frame HEW150RX, TEFC BB, dbl.shaft, 460 V.(3 available) 

200 HP 1200 RPM Reuland, Frame 449TX, TEFC, 460 Volts (6 available) 

200 HP 1760 RPM Louis Allis, Frame 449T, TEFC, 460 V.(12 available) 

200 HP 1770 RPM General Electric, Frame 8188Z, TEFC BB, 460 V.(3 available) 

200 HP 1775 RPM Louis Allis, Frame 7110CS, DP, BB, 2300/4160 Volts 

200 HP 1780 RPM General Electric, Frame 8188S, TEFC, 460 V.(2 available) 

250 HP 720 RPM General Electric, Frame 6335, TEFC, RB/BB, 460 Volts 

250 HP 890 RPM P & H, Frame HEW151RX, TEFC BB, dbl.shaft, 460 Volts 

300 HP 1780 RPM Continental, Frame 506UZ, TEFC BB, surplus, 460 Volts 

350 HP 880 RPM General Electric, Frame 8210S, Drip-Proof Ball Bearing, 2300/4160 V.(2 available) 
350 HP 1172 RPM Westinghouse, Frame 681-S, ODP, horiz, 440 Volts 

350 HP 1175 RPM General Electric, Frame 8210S, TEFC, 4000 Volts 


350 HP 1175 RPM General Electric Custom 8000, Frame 8210S, 4000 Volts, Sleeve - Reconditioned 


400 HP 1755 RPM General Electric, Frame 8188, weather protected enclosure type 1, 2300 Volts 
400 HP 1780 RPM General Electric, Frame 6346BS, TEFC, SB, 6600 Volts 


152 ELECTRICAL & POWER EQUIPMENT 
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SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


60 HZ WOUND ROTOR (SLIP RING-ROTOR) MOTORS - (241 listings on our website!) 

500 HP 514 RPM Allis-Chalmers, open, SB, 480/2300 Volts 

500 HP 585 RPM General Electric, Frame 8409S, weather protected enclosure type 2, 2300/4160 Volts 

500 HP 590 RPM General Electric, Frame 6353S, weather protected enclosure type 2, BB, 2300/4160 Volts 
500 HP 705 RPM General Electric, Frame 8409S, Drip-Proof Ball Bearing, 2300/4160 Volts 

500 HP 1170 RPM General Electric, Frame 8288S, Drip-Proof Ball Bearing, 2300/4160 Volts 

500 HP 1765 RPM General Electric, Frame 82885, Drip-Proof Ball Bearing, Type M, 460 V.(2 available) 

600 HP 600 RPM General Electric, Frame 414, SB, open, 2300 Volts 

600 HP 885 RPM General Electric, Frame 6346S, weather protected enclosure type 1, 2300/4160 Volts 

600 HP 1765 RPM General Electric, Frame 8309S & 6809 & 683S, weather protected enclosure type 1 BB ... 
800 HP 585 RPM Tatung, Frame 500-1120, WP1, B/B 1.15, 60 Hz., 4000 Volts 

800 HP 600 RPM Allis-Chalmers, Frame 4552, DP, BB, 2400/4160 Volts 

850 HP 1185 RPM Abb, Frame 560M, WPIBB, 630 KW, 2300/4160Y Volts 

1000 HP 885 RPM General Electric, Frame 84092, DP, 2300 V.(3 available) 

1000 HP 885 RPM Toshiba, Frame 560-1000, weather protected enclosure type 1, BB, 2300/4160 Volts 
1000 HP 890 RPM Reliance, Frame 9230, weather protected enclosure type 1, BB, 480 Volts 

1250 HP 504 RPM Toshiba, Frame 500-1400, weather protected enclosure type 2, BB, 2300/4000 Volts 
1250 HP 885 RPM General Electric, Frame 6355Z, weather protected enclosure type 2 SB, 2300/4160 Volts 
1250 HP 1180 RPM General Electric, Frame 8409-S, TEEAC, BB, 1270 Sec. Volts, 458 amps, 4160V. 

1500 HP 508 RPM General Electric, Frame 6300, ODP, SB, 2300 Volts 

1500 HP 710 RPM Toshiba, Frame 710-1000, weather protected enclosure type 1, BB, 2300/4160 V.(2 ... 
1500 HP 713 RPM PMW, Frame 630-2420, weather protected enclosure type 1, BB, 2300/4160 Volts 

1750 HP 1780 RPM General Electric, Frame 84112, DP SB, 2300/4000 Volts 

4000 HP 514 RPM Schorch, Frame 900, WPIBB, shredder duty, new, 2300/4160 Volts 

4000 HP 600 RPM Schorch, Frame 900, WPIBB, shredder duty, new, 2300/4160 Volts 

6000 HP 595 RPM Helmke, Frame 1250mm, weather protected enclosure type 2, shredder motor, 4160 Volts 
7500 HP 896 RPM ABB, Frame AML800, wound rotor (slip-ring) AC motor 


SLIP RING CRANE AND HOIST MOTORS - (282 listings on our website!) 

2 HP 1600 RPM P & H, Frame HEW-L213, TENV, w/brake, 2330/460 Volts 

3 HP 840 RPM P & H, Frame HEW256RX, TENV BB, dbl.shaft, 230/460 V.(2 available) 

3 HP 1660 RPM P & H, Frame 213S, TENV, dbl.shaft, 230/460 Volts 

3 HP 1800 RPM Reuland, Frame 204C, TENV BB, flange mount, 230/460 Volts 

3 HP 1800 RPM Reuland, Frame 213/215/215D, TENV, dbl.shaft, 230/460 V.(2 available) 

5 HP 1115 RPM P & H, Frame HEW-L215, TENV, 230 Volts 

5 HP 1115 RPM P & H, Frame HEW-L215, TENV, dbl.shaft, 230/460 Volts 

5 HP 1140 RPM P & H, Frame HEW324, TENV, 220 Volts 

5 HP 1200 RPM P & H, Frame HEW324, TENV, 440 Volts 

5 HP 1625 RPM Shepard-Niles, Frame CS32, TENV, dbl.shaft, 230/460 Volts 

5 HP 1675 RPM P & H, Frame HEWH-215S, TENV, SB, spline-shaft, 230/460V.(3 available) 
5 HP 1700 RPM P & H, Frame MRW600, TENV, w/brake, 220/440 Volts 

5 HP 1800 RPM Reuland, Frame 254U, TENV, double shaft, 230/460 Volts (2 available) 
7.5 HP 860 RPM P & H, Frame HEW364, TENV, dbl.shaft, 220/440 Volts 

7.5 HP 900 RPM Reuland, Frame 3240, TENV, dbl-shaft, 230/460 Volts 

7.5 HP 1110 RPM Shepard-Niles #CS37, TENV BB, dbl.shft, 220/440 Volts 

7.5 HP 1115 RPM P & H, Frame HEW-256X/HEWH-256X, TENV, dbl.shaft, 230/460V.(6 available) 
7.5 HP 1115 RPM P & H, Frame HEW256, TENV, 230 Volts 

7.5 HP 1135 RPM P & H, Frame HEW284X, TENV BB, dbl.shft, 220/440 Volts 

7.5 HP 1150 RPM P & H, Frame 324X/326, TENV, dbl.shaft, 220/440 Volts 

7.5 HP 1200 RPM Reuland, Frame 256U, TENV, dbl.shaft, 230/460 V.(2 available) 

7.5 HP 1800 RPM Reuland, Frame 254U, TENV, double shaft, 230/460 Volts (2 available) 
10 HP 810 RPM Shepard-Niles, Frame CS45, TENV, dbl.shaft, 220/440 Volts 

10 HP 865 RPM Westinghouse, Frame TH284TX, TENV, 460 Volts (2 available) 

10 HP 1135 RPM P & H, Frame HEW284X, TENV, dbl.shft, 230/460 V.(4 available) 

10 HP 1140 RPM P & H, Frame HEW324RX/HEW326X, TENV, dbl.shaft, 230/460V.(2 available) 
10 HP 1140 RPM P & H, Frame HEW324X, TEFC, 460 Volts (2 available) 

10 HP 1165 RPM Westinghouse, Frame 284TX, TENV BB, dbl.shaft, 230/460 V.(2 available) 
10 HP 1710 RPM P & H, Frame HEWH-284, flange mount, brake, 230/460 Volts 

15 HP 850 RPM P & H, Frame HEW-365X, TENV, dbl.shaft, 220/440 Volts 

15 HP 860 RPM P & H, Frame HEW324X, TENV, 460 Volts (3 available) 

15 HP 860 RPM P & H, Frame HEW365X, TENV, 230 Volts 

15 HP 865 RPM P & H, Frame 326X, TENV, dbl.shaft, 230/460 Volts 

15 HP 870 RPM P & H, Frame HEW365, ТЕМУ, 220 Volts (9 available) 

15 HP 1130 RPM P & H, Frame HEW324RxX, TENV, 220 Volts 

15 HP 1130 RPM P & H, Frame HEW324X, TENV, 230/460 Volts Sec. 232 DS rebuilt 

15 HP 1135 RPM P & H, Frame HEW324, 230 Volts 

15 HP 1135 RPM P & H, Frame HEW324X, TENV, 230 Volts (2 available) 

15 HP 1135 RPM P & H, Frame HEW324X, dbl.shaft, TENV, 230/460 V.(2 available) 

15 HP 1140 RPM P & H, Frame HEW-326RX/324X, TENV, dbl.shaft, 230/460V.(3 available) 
15 HP 1140 RPM P & H, Frame HEW326RX, TENV, 230 Volts 

15 HP 1150 RPM General Electric, Frame MTC-5956, TENV, dbl.shaft, 220/440 Volts 

15 HP 1155 RPM P & H, Frame HEW364, TENV, 480 Volts 

15 HP 1160 RPM P & H, Frame HEW286X, TENV, 230 Volts 

15 HP 1740 RPM Louis Allis, Frame 284TX, TENV, dbl.shaft, 230/460 Volts 

20 HP 855 RPM General Electric, Frame MTC-5512, DPSB, double taper-shafts, 220 Volts 
20 HP 870 RPM P & H, Frame HEW405, TENV, 220 Volts 

20 HP 870 RPM P & H, Frame HEW405, TENV, 440 Volts 

20 HP 1130 RPM P & H, Frame HEW324, TENV, 230 Volts 

20 HP 1130 RPM Shepard-Niles, Frame CS47, TENV, dbl.shaft, 230/460 Volts 

20 HP 1145 RPM P & H, Frame 364X, TENV, BB, 230/460 Volts 

20 HP 1150 RPM P & H, Frame HEW364RX, ТЕМУ, 220 Volts 

20 HP 1200 RPM General Electric, Frame MTC-5502, dbl.shaft, 220 Volts 

20 HP 1660 RPM P & H, Frame HEW-364, TENVBB, dbl-shft, 220/440 V.(3 available) 

20 HP 1725 RPM P & H, Frame HEW324X, TENV, 230 Volts 

25 HP 855 RPM Shepard-Niles, Frame CS50, sgl.bearing, spline shaft, 230/460 Volts 

25 HP 1140 RPM P & H, Frame HEW-326X, TENV, dbl.shaft, 230/460 V.(2 available) 

25 HP 1175 RPM P & H, Frame HEW405, open, double shaft, 230/440 Volts, new surplus (3 available) 
25 HP 1800 RPM Reuland, Frame 324U, TENV, double-shaft, 230/460 V.(2 available) 

25 HP 1800 RPM Reuland, Frame 326U, TENV, dbl.shaft, 230/460 V.(4 available) 

30 HP 1125 RPM Shepard-Niles, Frame CS50, TENV BB, 220/440 Volts 

30 HP 1150 RPM P & H, Frame HEW-364X & 365RX, TENV, dbl.shaft, 230/460V.(2 available) 
30 HP 1800 RPM Reuland, Frame 326U, TENV, double shaft, 230/460 Volts (4 available) 
40 HP 700 RPM P & H, Frame HEW-505, TENV, dbl.shaft, 220/440V.(2 available) 

40 HP 870 RPM P & H, Frame HEW-445X, TENV, dbl.shaft, 220/440 Volts 

40 HP 1145 RPM General Electric, Frame 364Z, TENVBB, dbl.shafts, 230/460/550 V.(3 available) 
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SLIP RING CRANE AND HOIST MOTORS - (282 listings on our website!) 

40 HP 1160 RPM P & H, Frame HEW365X, dbl.shaft, TENV, 230/460 Volts 

40 HP 1170 RPM P & H, Frame 365X/404X/405X, TENV/TEFC, double shaft, 230/460V.(4 available) 
40/50 HP 1200 RPM Reuland, Frame 365TCZ, TENV, dbl.shaft, 460 V.(2 available) 

40 HP 1200 RPM Reuland, Frame 365U, TENV, dbl.shaft, 230/460 Volts 

40 HP 1730 RPM Westinghouse, Frame 326TX, TENV, dbl.shaft, 230/460 Volts 

50 HP 880 RPM P & H, Frame HEW504X, TENV, dbl.shaft, 220/440 Volts 


50 HP 1155 RPM General Electric G.E. & Reuland, Frame 365U & 404Z & 405Z, TENV, DBL.-Shaft ... 


50 HP 1160 RPM P & H, Frame 365X & HEW-404X & HEW-405RX, TENV, 230/460 V.(6 available) 
50 HP 1160 RPM P & H, Frame HEW365X, dbl.shaft, TENV, 230/460 Volts 

50 HP 1165 RPM P & H, Frame HEW445X, TENV, 1 strt/1 tpr, 230/460 Volts 

50 HP 1175 RPM P & H, Frame HEW444X/444RX, TEFC, dbl.shaft, 230/460V.(6 available) 

60 HP 870 RPM P & H, Frame 504X & 505, TEFCBB, dbl.shaft, 220/440 V.(2 available) 

60 HP 1150 RPM P & H & Reuland, Frame HEW405X/HEW504/444TZ, TENV, 460V.(3 available) 
60 HP 1170 RPM P & H, Frame AC12, TENV, double-shaft, 460 Volts 

60 HP 1200 RPM Reuland, Frame 405TX, ТЕМУ, Dbl-Shaft, 230/460 Volts 

75 HP 880 RPM P & H, Frame 505X, TEFC BB, dbl.shaft, 230/460 Volts 

75 HP 1175 RPM P & H, Frame HEW444X/HEW504X, TENV, dbl.shaft, 230/460V.(4 available) 
90 HP 880 RPM P & H, Frame AC-18, TENV, dbl.shaft, 460 V.(6 available) 

90 HP 885 RPM P & H, Frame 505X, TENV, dbl.shaft, 460 Volts 

100 HP 1170 RPM P & H, Frame 445Х & 445XL, TENV, dbl-shaft, 460 V.(4 available) 

100 HP 1200 RPM Reuland, Frame 444TX, TENV, 460 V.(3 available) 

100 HP 1775 RPM P & H, Frame HEW-445X, TEFC, dbl.shaft, 460 Volts 

125 HP 586 RPM P & H, Frame HEW-508RX, TENV, (2 available) 

125 HP 880 RPM P & H, Frame 587X, TEFC BB, HEW587X, dbl.shaft, 460 Volts 

125 HP 1170 RPM Westinghouse, Frame 449TX, TENV, dbl.shaft, 460 V.(2 available) 

125 HP 1775 RPM P & H, Frame HEW-445LH, TEFC, 460 V.(2 available) 

150 HP 900 RPM P & H, Frame HEW-132RX/140RX, TENV, dbl.shaft, 230/460 Volts 

150 HP 900 RPM P & H, Frame HEW-75RX, TENV, dbl.shaft, 460 Volts 

150 HP 1160 RPM P & H, Frame HEW508RX, dbl.shaft, TENV, 230/460 Volts 

150 HP 1180 RPM P & H, Frame HEW-447LH, TENV, double shaft, 460 V.(4 available) 

200 HP 880 RPM P & H, Frame HEW-150RX, TEFC BB, dbl.shaft, 460 V.(3 available) 

250 HP 705 RPM P & H, Frame 151RX, TEFC BB, dbl.shaft, 460 Volts (2 available) 

250 HP 890 RPM P & H, Frame HEW-151RX, TEFC, dbl.shaft, 460 Volts 

300 HP 1150 RPM P & H, Frame 587X, TENV, dbl.shaft, 460 Volts 


C-FLANGE MOUNTED SQUIRREL CAGE MOTORS - (94 listings on our website!) 
60 HP 1780 RPM Lincoln, Frame 364TSC, TEFC, 230/460 V.(10 available) 

75 HP 1200 RPM Reliance, Frame 405TSC, Drip-Proof Ball Bearing, 230/460 Volts 

100 HP 1200 RPM Reliance, Frame 445TSC, Drip-Proof Ball Bearing, 230/460 Volts 
100 HP 1200 RPM U.S. Motors, Frame 5004SC, TEFC BB, 460 Volts 

100 HP 1800 RPM Baldor, Frame 405TC, TEAOBB, 460 Volts 

100 HP 1800 RPM Lincoln, Frame 405TSC, TEFC BB, 230/460 Volts 

100 HP 1800 RPM Reliance, Frame 445UC, TEFC BB, 460 Volts 

100 HP 1800 RPM U.S. Motors, Frame 404TSC, Drip-Proof Ball Bearing, 460 Volts 

100 HP 3600 RPM Toshiba, Frame 405TSC, TEFC BB, 230/460 Volts, New Surplus 

125 HP 1200 RPM Baldor-Reliance, Frame 445TC, TEFC BB, 460 Volts 

125 HP 1200 RPM General Electric, Frame 445TC, TEFC BB, 460 Volts, New Surplus 
125 HP 1800 RPM Baldor-Reliance, Frame 444TC, TEFC BB, 460 Volts, New Surplus 
150 HP 1800 RPM Toshiba, Frame 447/9TSC, TEFC BB, 2300 Volts 

150 HP 1800 RPM U.S. Motors, Frame 444TSC, Drip-Proof Ball Bearing, 480 Volts 

150 HP 3600 RPM Marathon, Frame 405TSC, ODP, new, 460 V.(2 available) 

200 HP 1775 RPM Delco, Frame M505CY, TEFCBB, dbl.shaft, dbl.C-face, 460 Volts 
200 HP 1800 RPM General Electric, Frame 509LSC, TEFC BB, 4160 Volts, New Surplus 
200 HP 3600 RPM General Electric, Frame 444TSC, Drip-Proof Ball Bearing, 460 Volts 
200 HP 3600 RPM General Electric, Frame 445TSC, TEFC BB, 460 Volts, New Surplus 
200 HP 3600 RPM Lincoln, Frame 447TS, TEFC, new surplus, 460 V.(3 available) 

200 HP 3600 RPM Marathon, Frame 444TSC, ODP, new surplus, 460 V.(2 available) 
250 HP 1800 RPM General Electric, Frame 445TSC, Drip-Proof Ball Bearing, 460 Volts 
250 HP 1800 RPM Techtop, Frame 449TC, TEFC BB, 460 Volts, New Surplus 

250 HP 3600 RPM Marathon, Frame 445TSC, Drip-Proof Ball Bearing, 460 Volts 

250 HP 3600 RPM Marathon, Frame 449TS, TEFC, new surplus, 460 V.(5 available) 
300 HP 1800 RPM General Electric, Frame 509LLC, TEFC BB, 460 Volts, New Surplus 
300 HP 1800 RPM Teco Westinghouse, Frame 5009C, TEFC BB, 4160 Volts 

300 HP 3600 RPM Baldor, Frame 449TSC, Drip-Proof Ball Bearing, 460 Volts 

300 HP 3600 RPM U.S. Motors, Frame 449TSC, TEFC BB, 460 Volts 

350 HP 1800 RPM Toshiba, Frame 447TSC, Drip-Proof Ball Bearing, 230 Volts 

400 HP 1800 RPM Teco Westinghouse, Frame 5011C, TEFC BB, 2300/4160 Volts 

500 HP 900 RPM Teco Westinghouse, Frame 6808C, TEFC BB, 2300/4160 Volts, New 
1000 HP 1200 RPM Teco Westinghouse, Frame 500C, TEFC BB, 2300/4160 Volts 


D-FLANGE MOUNTED SQUIRREL CAGE MOTORS - (203 listings on our website!) 
5 HP 1725 RPM Power Transmission, Frame 184TDZ, TENV, new, 240/480 Volts 

30 HP 3525 RPM Siemens, Frame 160LE0003, TEFC, 33.5-32.5 amp, 440-460V. 

50 HP 1760 RPM Baldor, Frame 326TSD, ODP, w/feet, compressor double shaft, 200V. 

100 HP 1780 RPM General Electric, Frame 404TSD, WP589, 230/460 Volts 

100 HP 1780 RPM General Electric, Frame 404TSD, WP597, 460 Volts 

100 HP 1800 RPM Marathon, Frame 404TD, Drip-Proof Ball Bearing, 230/460 Volts 

100 HP 2860 RPM ABB, variable speed drive, TEFC, 300-500 Volts Atlas Copco 1080-4110-01 
100 HP 3570 RPM ABB, TEFC, 440V. Atlas Copco 1080-4114-15 

120 HP 3579 RPM ABB, TEFC, 440-460V., Atlas Copco 1622-9038-14 

125 HP 3600 RPM General Electric, Frame 404TSD, Drip-Proof Ball Bearing, 460 Volts 

150 HP 1780 RPM General Electric, Frame 444TSD, 460 Volts WP898 

150 HP 1792 RPM Siemens, Frame 505TSD, TEFC, 575 Volts 1080-2639-60, WP19 

150 HP 1800 RPM Baldor-Reliance, Frame L3614D, TEAOBB, 415 Volts, New Surplus 

150 HP 1800 RPM General Electric, Frame 444TSD, Drip-Proof Ball Bearing, 460 Volts 

150 HP 1800 RPM General Electric, Frame 449TSD, TEFC BB, 460 Volts 

150 HP 3550 RPM Westinghouse, Frame 405TDZ, 460 Volts WP87 

150 HP 3570 RPM General Electric, Frame 485TDZ, 460 Volts WP599 

150 HP 3575 RPM Reliance, Frame 405TDZ, 460 Volts, 39300553 Ingersoll Rand New 

150 HP 3600 RPM Siemens, Frame 504TSD, TEFC BB, 460 Volts 

150 HP 3600 RPM WEG, Frame 444/5TSD, TEFC BB, 460 Volts 

184 HP 3600 RPM Toshiba, Frame 445TDZ, DP, BB, 460 Volts 

200 HP 1189 RPM Reliance, Frame 449TSD, DP, BB, 2300/4160 Volts 

200 HP 1200 RPM Reliance, Frame 449TSD, Drip-Proof Ball Bearing, 4160 Volts, New Surplus 
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D-FLANGE MOUNTED SQUIRREL CAGE MOTORS - (203 listings on our website!) 

200 HP 1770 RPM Siemens, Frame 507-SD, TEFC, BB, 2300/4000 Volts (2 available) 

200 HP 1770 RPM Toshiba, Frame 445TSD, 460 Volts 

200 HP 1785 RPM General Electric, Frame 509DZ, 2300 Volts WP116 

200 HP 1785 RPM Siemens, Frame 505TD, 460 Volts 1080-2639-19 WP1066 

200 HP 1785 RPM Toshiba, Frame 445TSD, 230/460 Volts WP759 

200 HP 1785 RPM WEG, Frame 504/5TSD, 460 Volts 1080-4148-09 Atlas Copco WP895 

200 HP 1788 RPM Siemens, Frame 505TSD, 575 Volts WP28 

200 HP 1789 RPM Siemens, Frame 505TSD, TEFC, 460 Volts, 1080-2639-85 Atlas Copco 

200 HP 1790 RPM Siemens, Frame 505TSD, 460 Volts 1080-2689-82 Atlas Copco WP973 

200 HP 1800 RPM ABB, Frame 315SD, TEFC BB, 440 Volts, New Surplus 

200 HP 1800 RPM Marathon, Frame 445TSD, Drip-Proof Ball Bearing, 460 Volts 

200 HP 2842 RPM ABB, Fr.VSD, TEFC, 240amp, 400 Volts 

200 HP 3565 RPM Baldor, Frame 444TDZ, 460 Volts WP806 

200 HP 3585 RPM Siemens, Frame 504TSD, 575 Volts WP1159 

200 HP 3585 RPM WEG, Frame 504/5TSD, 460 Volts, 1080-4208-01 Atlas Copco, A-3326 

200 HP 3600 RPM Siemens, Frame 449TSD, TEFC BB, 460 Volts 

200 HP 3600 RPM Toshiba, Frame 280MD, Drip-Proof Ball Bearing, 2300/4160 Volts 

234 HP 3600 RPM York /Toshiba, Frame 405TDZ, ODP, BB, D-flange, 460 Volts 

250 HP 1200 RPM Reliance, Frame 449TD, TEFC BB, 460 Volts 

250 HP 1780 RPM Reliance, Frame 445TSD, ODP, 460 Volts 

250 HP 1780 RPM Reliance, Frame 445TSD, ODP, 460 Volts 

250 HP 1785 RPM Baldor, fR.L449TDZ, TEFC, spec #a44-0001-5722, 460 Volts ingersol rand zx1412008 
250 HP 1785 RPM General Electric, Frame 449TSD, 460 Volts WP924 

250 HP 1788 RPM General Electric, Frame 445TSD, 460 Volts WP579 

250 HP 1788 RPM Siemens, Frame 505TD, 460 Volts WP33 

250 HP 1789 RPM Frame 5010D, TEFC, Xt 1.15 service factor, 4160 Volts, new surplus 

250 HP 1790 RPM Siemens, TEFC, 460 Volts, Atlas Copco 1080-2846-79 

250 HP 1790 RPM Weg, Frame 449TYZ, TEFC, 302 amp, 460V. Atlas Copco 1080-4149-01 

250 HP 1800 RPM General Electric, Frame 445TSD, 2300 Volts WP606 

250 HP 3600 RPM Allis-Chalmers, Frame 447TSD, Drip-Proof Ball Bearing, 480 Volts 

250 HP 3600 RPM Marathon, Frame 445TSD, Drip-Proof Ball Bearing, 460 Volts, New Surplus 

268 HP 1785 RPM Baldor Reliance, Frame 449TD, TEFC, BB, new, 460 Volts 

300 HP 1200 RPM Teco Westinghouse, Frame 5009BD, TEFC BB, 2300/4160 Volts 

300 HP 1770 RPM Louis Allis, Frame 505UDZ, ODP, 460 Volts 

300 HP 1780 RPM General Electric, Frame 449TSD, 460 Volts WP934 

300 HP 1780 RPM General Electric, Frame 8110-DZ, TEFC, rebuilt, 4000 Volts 

300 HP 1785 RPM Reliance, Frame 12EB5006DZ, 2300/4160 Volts WP627 

300 HP 1800 RPM Toshiba, Frame 447TSSD, Drip-Proof Ball Bearing, 460 Volts 

350 HP 1777 RPM Siemens 1LL3 312-4HF91-Z, TEFC, 4160 Volts, Atlas Copco 1080-2944-84 

350 HP 1800 RPM General Electric, Frame 5011LLD, TEFC BB, 4160 Volts, New Surplus 

350 HP 1800 RPM Reliance, Frame 5010D, TEFC BB, 2300/4160 Volts 

350 HP 3600 RPM Siemens, Frame 509DZ, DP, new, 2300/4000 Volts 

350 HP 3600 RPM WEG, Frame 447/9TSD, Drip-Proof Ball Bearing, 460 Volts, New Surplus 

400 HP 1800 RPM Marathon, Frame 447/9TSD, TEAOBB, 460 Volts, New Surplus 

400 HP 1800 RPM Worldwide, Frame 586/7UZD, TEFC BB, 460 Volts 

400 HP 3570 RPM Siemens, Frame 449TDZ, ODP, BB, 460 Volts 

400 HP 3600 RPM Toshiba, Frame 449TDZ, DP, 460 Volts, New 

440 HP 3600 RPM Toshiba/York, Frame 505UDZ, OP, BB, chiller mtr, 460 Volts 

450 HP 1789 RPM Siemens, 1LA8, 460 Volts 1080-2848-19 Atlas Copco, WP103 

450 HP 3600 RPM WEG, Frame 4411SD, WPIIBB, 460 Volts 

450 HP 3600 RPM WEG, Frame 4411SD, WPIIBB, 460 Volts 

450 HP 3600 RPM WEG, Frame 4411SD, WPIIBB, 460 Volts 

485 HP 1788 RPM Siemens, 460 Volts 1LA8 317-4AB91-Z, 1080-2847-73 Atlas Copco, WP1099 

500 HP 1800 RPM Marathon, Frame 5011LSD, TEFC BB, 600 Volts 

500 HP 1800 RPM Westinghouse, Frame 5010SD, Drip-Proof Ball Bearing, 4000 Volts 

550 HP 1790 RPM Weg, Frame 586/7TD, 460 Volts, New Motor. WP0954 

550 HP 1790 RPM Weg, Frame 586/7TD, New Motor, 460 Volts WP954 

600 HP 1785 RPM Siemens, Frame 5011SY, TEFC, BB, new surplus, 460 V.(2 available) 

623 HP 3600 RPM York, Frame 5008DZ, weather prot. enclosure type 1, BB, D-flange, chiller motor, 460 ... 
642 HP 3600 RPM York/Toshiba, Fr. 507UDZ, weather protected enclosure type 1, BB, D-flange, 460 V. 
700 HP 1800 RPM Toshiba, Frame 5810USD, TEFC BB, 4160 Volts, New Surplus 

735 HP 3600 RPM Reliance /York, Frame 5808DS, weather protected enclosure type 2, BB, 2300/4160 ... 
792 HP 3600 RPM Reliance, Frame 5808DS, weather protected enclosure type 1, BB, 460 Volts 

800 HP 3600 RPM Reliance /York, Frame 5808DS, weather protected enclosure type 2, BB, 2300/4160 ... 
845 HP 3571 RPM Reliance, Frame 5808DS, weather protected enclosure type 2, BB, 2300/4160 Volts (2 ... 
876 HP 3600 RPM Reliance /York, Frame 5808DS, weather protected enclosure type 2, BB, 2300/4160 ... 
998 HP 3600 RPM York /Reliance, Frame 5810DS, weather protected enclosure type 2, BB, 2300/4160 V. ... 
1000 HP 3560 RPM Toshiba, Frame 5809UDZ, WPI/WPII, BB, 1.15SF, 2300/4160 V.(4 available) 

3500 HP 3600 RPM Teco Westinghouse, Frame 4512D, WPIISB, 4160 Volts 


EXPLOSION PROOF AC ELECTRIC MOTORS - (183 listings on our website!) 

1 HP 3600 RPM Baldor, Frame 56C, explosion proof, 115/230 Volts 

1.5 HP 1800 RPM Italvibras, Frame 50, explosion proof, 460 V.(2 available) 

2 HP 3600 RPM Baldor, Frame 145TC, explosion proof, 230/460 Volts 

3 HP 1755 RPM Baldor /Reliance, Frame L182TD, TEFC-XP, new, 460 Volts 

3 HP 1800 RPM Weg, Frame 182T, explosion proof, 575 Volts 

5 HP 1675 RPM Baldor, Frame 21302, XPTEFC, VSS, 25 ft.Ib.brake, 230/460V. 

5 HP 1780 RPM Reliance, Frame X180TC, TEFC, 230/460V., ID#P18G1051K XT 

5 HP 1800 RPM Teco, Frame 184TC, explosion proof, 230/460 Volts 

5 HP 1800 RPM Weg, Frame 184TC, explosion proof, 208-230/460 Volts 

7.5 HP 1800 RPM Siemens, Frame 213T, TEFC, explosion proof, new, 575 Volts 

10 HP 1150 RPM Marathon, Frame 284T, TEFC, 60 hz, 190/380 Volts, new 

40 HP 900 RPM Baldor, Frame 365T, XPFC, new, 230/460 V.(6 available) 

40 HP 1800 RPM Siemens XP100 ID1, Frame 324T, explosion proof, new, 575 Volts, Qty 11 
60 HP 1185 RPM Marathon Severe Duty electric motor, 230/460 Volts, factory reconditione, like new ... 
75 HP 1750 RPM Marathon, Frame 365TDV, TEFC, explosion proof, rebuilt, 230/460 Volts 
75 HP 1800 RPM Hyundai, Frame 365TC, TEFC BB EXP, 230/460 Volts, New Surplus 

75 HP 1800 RPM Siemens, Fr.365T, XP100, new/surplus, 230/460 Volts MAKE OFFER 

75 HP 1800 RPM Worldwide, Frame 365T, TEXP, new surplus, 460 V.(11 available) 

100 HP 880 RPM Toshiba, Frame 445T, explosion proof, F & G, 230/460 Volts 

100 HP 1200 RPM Marathon, Frame 444T, explosion proof, 460 V.(2 available) 

100 HP 1200 RPM Teco, Frame 444T, explosion proof, dual Ibl, 1.15, new surp, 230/460 V.(8 available) 
100 HP 1800 RPM Baldor, Frame X405T, explosion proof, unused, 230/460 Volts 

100 HP 1800 RPM Worldwide, Frame 405T, TEXP, new surplus, 230/460 V.(2 available) 
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December 2023 SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


EXPLOSION PROOF AC ELECTRIC MOTORS - (183 listings on our website!) 

100 HP 3600 RPM Siemens, Frame 405TS, TEFC-XP, BB, new surplus, 460 Volts 

100 HP 3600 RPM Toshiba, Frame 405TS, explosion proof, new surplus, 230/460 Volts 

125 HP 1800 RPM Baldor, Frame 444T, TEFC, BB, new surplus, 460 Volts 

125 HP 1800 RPM General Electric, Frame 445T, TEXP, 1-D, new surplus, 460 Volts 

125 HP 1800 RPM General Electric, Frame 449T, TEXP, BB, 2300 Volts 

125 HP 1800 RPM WEG, Frame 444/5T, TEFC BB EXP, 460 Volts, New Surplus 

125 HP 3600 RPM Louis Allis, Frame 444TS, explosion proof, 460 Volts 

125 HP 3600 RPM Louis Allis, Frame 444TS, TEXP, 2-F, new surplus, 460 Volts 

150 HP 1800 RPM Baldor, Frame 445T, XPFC, new, 230/460 Volts 

150 HP 3600 RPM Louis Allis, Frame 445TS, TEXP, 2-F, new surp, 460 V.(4 available) 

200 HP 600 RPM Siemens-Allis, Frame 30FS8, TEXP, BB, 4160 Volts 

200 HP 900 RPM Teco, Frame 5007/9C, explosion proof, R/B, 460 Volts, cat#XP2008R 

200 HP 1200 RPM Reliance, Frame 449T, TEFC, explosion proof, reman, 460 Volts 

200 HP 1200 RPM Siemens, Frame 449T, explosion proof, new, RB, 460 Volts 

200 HP 1770 RPM Allis-Chalmers, Frame 26BS8, explosion proof I-D-I, 55°C rise, 2300/4160 Volts 

200 HP 1780 RPM General Electric, Frame 8188S, TEFC, explosion proof, 4160 Volts 

200 HP 1785 RPM Continental, Frame NP802SX, TEFC explosion proof, 1.15 service factor, 2300 Volts 
200 HP 1786 RPM Siemens, Frame 507S, TEXP, BB, 4000 Volts 

200 HP 1800 RPM General Electric, Frame 449T, TEXP, BB, 2300 Volts 

200 HP 1800 RPM Marathon, Frame 445T, TEFC BB EXP, 460 Volts, New Surplus 

200 HP 3575 RPM Siemens, Frame 507$, explosion proof, 2300/4160 Volts 

250 HP 900 RPM Teco, Frame 5009B, explosion proof, dual Ibl, 1.15 service factor, new surplus, 460 ... 
250 HP 1200 RPM Siemens, Frame 449TS, TEXP, new, 460 Volts 

250 HP 1200 RPM Teco, Frame 5007B, explosion proof, dual Ibl, 1.15, new surplus, 460 V.(2 available) 
250 HP 1785 RPM Siemens-Allis, Frame 507US, explosion proof, unused, 4000 Volts 

250 HP 1800 RPM Marathon, Frame 447/9T, TEFC BB EXP, 460 Volts, New Surplus 

250 HP 1800 RPM Siemens, Frame 449T/449TS, TEXP, new, 460 Volts 

250 HP 3600 RPM Siemens, Frame 449TS, TEXP, new, 460 Volts 

300 HP 700 RPM Siemens, Frame 30KS6, TEXP, dual label, 460 Volts 

300 HP 1200 RPM General Electric, Frame 8211S, BB, explosion proof, KG, 4000 Volts 

300 HP 1785 RPM Westinghouse, Frame A509E, TEFC-XP, BB, 460/2300/4000 Volts 

300 HP 1800 RPM Siemens, Frame 449T/449TS, TEXP, new, 460 Volts 

300 HP 1800 RPM Worldwide, Frame 449TC, TEXP, dual label, new, 460 Volts 

300 HP 3600 RPM Siemens, Frame 449TS, TEXP, new, 460 Volts 

300 HP 3600 RPM Teco, Frame 447/9TS, TEXP, New, Cat# XP3002, 460 Volts 

350 HP 896 RPM Reliance /Baldor, Frame 5810S, explosion proof TEFC BB, 2300/4000 Volts 

350 HP 1190 RPM Weg, Frame 386/7T, explosion proof, 460 Volts 

350 HP 1800 RPM General Electric, Frame 5011LL, TEFC BB EXP, 4000 Volts, New Surplus 

350 HP 1800 RPM Teco, Frame 5009B, explosion proof, dual Ibl, 1.15, new surplus, 460 Volts 

350 HP 3600 RPM Teco, Frame 5007/9A, explosion proof, dual Ibl, 1.15 service factor, new, 460 Volts 
400 HP 895 RPM General Electric, Frame 6345AS, TEFC, explosion proof, class | group D, 440 Volts 
400 HP 1780 RPM General Electric, Frame 6346BS, TEXP, 2300/4000/6600 Volts 

400 HP 1800 RPM Siemens-Allis, Frame 26JS8, TEXP, BB, 2300 Volts 

400 HP 3600 RPM Teco, Frame 5009A, explosion proof, dual Ibl, 1.15 service factor, new surplus, 460 ... 
500 HP 900 RPM Siemens, Frame 30LS6, TEXP, SB, AZZT, 2300 Volts 

500 HP 1785 RPM U.S. Motors, Frame 5811S, TEFC BB, 1.0 service factor, new, explosion proof, 2300 ... 
500 HP 1800 RPM Siemens, Frame 2616SB, mdl 128, explosion proof, 5000 Ibs, 2300 Volts 

600 HP 439 RPM Allis-Chalmers, type ANZZ, TEXP, SB, explosion proof, 460 Volts 

600 HP 715 RPM Reliance, Frame 5812S, weather protected enclosure type 2, BB, 2300 Volts 

600 HP 1790 RPM General Electric, Frame 6348S, TEFC, explosion proof, 4160 Volts 

600 HP 1800 RPM Allis-Chalmers, Frame 30J58, mdl 118, insulclass B (VPI), explosion proof, 2300 Volts 
600 HP 3575 RPM Siemens-Allis, Frame 26RS6, explosion proof, 2300/4160 Volts 

700 HP 3590 RPM General Electric, Frame 6348Z, explosion proof, 1-0-1, 2200 Volts 

800 HP 3600 RPM Westinghouse, Frame 68140H, mdl HSDP, explosion proof, insul class B, 6900 Volts 
1150 HP 800/1500 RPM Reliance, Frame TDX1250, TEWC-XP, VFD Duty, 6-pole, 575 V.(2 available) 


SQUIRREL CAGE, PUNCH PRESS, CONSTANT DUTY ELECTRIC MOTORS - (158 listings on our website!) 
3 HP 1665 RPM Weg, Frame 184T, TEFC, 208/230/460 Volts 

5 HP 1665 RPM Weg, Frame 184T, TEFC, 208/230/460 V.(2 available) 

10 HP 1630 RPM Weg, Frame 254T, TEFC, 208/230/460 V.(2 available) 

10/10 HP 1720/670 RPM Delco, Frame 365U, TEFCBB, 460 V.(3 available) 

15 HP 1075 RPM Shepard-Niles, Frame CS45, TENV, flange mt., 230/460 Volts 

15 HP 1635 RPM Weg, Frame 284T, TEFC, 208/230/460 V.(2 available) 

15 НР 1750 RPM Reuland, Frame 3262, ТЕМУ, dbl.shaft, hoist dty, 460V.(6 available) 

20 HP 640 RPM General Electric, Frame 405T, Drip-Proof Ball Bearing, 220/440 V.(2 available) 
20 HP 1115 RPM Delco, Frame 444, TEFC BB, 220/440 V.(4 available) 

20 HP 1620 RPM Weg, Frame 286T, TEFC, 208/230/460 V.(2 available) 

25 HP 520 RPM Westinghouse, Frame 405U, TENV, 15 min., 440 Volts 

25 HP 820 RPM General Electric, Frame 365T, TEFC BB, rebuilt, 460 Volts 

25 HP 1110 RPM AA, Frame 324T/TC,/326T/TC, TEFCBB, 230/460/796 V.(10 available) 
25 HP 1620 RPM Wagner Elec., Frame 444, TEFC BB, Des D, 440 Volts 

25 HP 1645 RPM Weg, Frame 326T, TEFC, 208/230/460 V.(2 available) 

30 HP 1080 RPM General Electric, Frame 404U/5U, TEFC BB, 460 Volts 

30 HP 1130 RPM Westinghouse, Frame 404U, DP, 460 Volts 

30 HP 1565 RPM Delco, Frame 324U, TENV, 15 min, 230/460 Volts 

40 HP 1100 RPM AA, Frame 364T/TC, 365T/TC, TEFC BB, 230/460/796 V.(4 available) 

40 HP 1695 RPM Weg, Frame 404T/5T, TEFC, 208/230/460 Volts 

50 HP 805 RPM Reliance, Frame C5085Z, Drip-Proof Ball Bearing, 440 Volts 

50 HP 1120 RPM AA, Frame 404T/TC, TEFC BB, 230/460/796 V.(6 available) 

50 HP 1135 RPM Delco, Frame 584Y, TEFC BB, 220/440 V.(4 available) 

50 HP 1150 RPM Marathon, Frame 445T, TEFC BB, 460 Volts 

50 HP 1685 RPM Weg, Frame 326T, TEFC, 230/460 Volts 

60 HP 850 RPM Delco, Frame M505Y, TEFC, 230/460 Volts (4 available) 

60 HP 1120 RPM Brook, Frame 405T, TEFC BB, 460/796 Volts 

60 HP 1140 RPM Delco, Frame M505Y, TEFC BB, 220/440 Volts 

60 HP 1680 RPM Delco, Frame M504Y, TEFC BB, 460 VAC 

75 HP 1100 RPM Delco, Frame 686Y, TEFC, ERC, 440 Volts 

75 HP 1130 RPM Teco, Frame 405T, Drip-Proof Ball Bearing, 230/460/796 V.(4 available) 
75 HP 1135 RPM Reliance, Frame C6085, TEFC, 440 Volts 

75 HP 1710 RPM Delco, Frame M505Y, TEFC BB, 460 V.(2 available) 

100 HP 1100 RPM Delco, Frame 585Y, TEFC BB, 460 Volts 

100 HP 1125 RPM Delco, Frame 686YZ, TEFC BB, 220/440 Volts 

100 HP 1130 RPM Westinghouse, Frame 444T/5T & 444TC/5TC, TEFC/DP, 230/460 Volts (2 available) 
100 HP 1135 RPM Westinghouse, Frame 875C, TEFC BB, 440 Volts 


156 ELECTRICAL & POWER EQUIPMENT 


co 
co 
co 
GA 
LA 
OH 
IN 
GA 
NJ 
GA 
LA 
co 
CA 
OK 
OK 
TX 
OK 
NC 
LA 
OH 
OK 
co 
NC 
co 
MI 
OH 
NC 
NC 
LA 
FL 
OK 
NC 
GA 
NC 
Sc 
OH 
OH 
OH 
co 
co 
OK 
NC 
LA 
co 
LA 
AZ 
WA 
NC 
OH 
TX 
WA 
OK 
OK 
WA 
TX 


OH 
OH 
OH 
OH 
OH 
OH 
OH 
OH 
OH 
OH 
OH 
OH 
OH 
MI 

OH 
OH 
OH 
OH 
OH 
OH 
OH 
OH 
OH 
OH 
OH 
OH 
OH 
OH 
OH 
OH 
OH 
OH 
OH 
OH 
OH 
OH 
OH 


800-990-7374 
800-990-7374 
800-990-7374 
770-532-4411 
800-637-7042 
419-691-2888 
219-879-0444 
770-532-4411 
908-688-1966 
770-532-4411 
800-637-7042 
800-990-7374 
661-327-4271 
918-459-5328 
918-752-0309 
800-550-4374 
918-752-0309 
919-562-8122 
800-637-7042 
419-691-2888 
918-486-2660 
800-990-7374 
919-562-8122 
800-990-7374 
800-432-2645 
419-691-2888 
919-562-8122 
919-562-8122 
800-637-7042 
205-612-3051 
918-752-0309 
919-562-8122 
770-532-4411 
919-562-8122 
803-833-4183 
419-865-4001 
513-863-4474 
419-691-2888 
800-990-7374 
800-990-7374 
918-752-0309 
919-562-8122 
800-637-7042 
800-990-7374 
800-637-7042 
520-887-4816 
509-838-8000 
919-562-8122 
419-865-4001 
800-550-4374 
509-838-8000 
918-486-2660 
918-752-0309 
509-838-8000 
281-487-9300 


419-865-4001 
419-865-4001 
419-865-4001 
419-865-4001 
419-865-4001 
419-865-4001 
419-865-4001 
419-865-4001 
419-865-4001 
419-865-4001 
419-865-4001 
419-865-4001 
419-865-4001 
313-267-4905 
419-865-4001 
419-865-4001 
800-248-4479 
419-865-4001 
419-865-4001 
419-865-4001 
419-865-4001 
419-865-4001 
419-865-4001 
419-865-4001 
419-865-4001 
419-865-4001 
419-865-4001 
419-865-4001 
419-865-4001 
419-865-4001 
419-865-4001 
419-865-4001 
419-865-4001 
419-865-4001 
419-865-4001 
419-865-4001 
419-865-4001 


DEALER 

Rogers Eqpt Sales 
Rogers Eqpt Sales 
Rogers Eqpt Sales 
Gainesville Ind. 
Charlie Steele 
Romanoff Industries 
Harrison Electric 
Gainesville Ind. 
Dealers Industrial 
Gainesville Ind. 
Charlie Steele 
Rogers Eqpt Sales 
Electric Mtr Works 

Е & I Sales Company 
Pump & Motor Works 
AmeriMex Motor 
Pump & Motor Works 
East Coast Electric 
Charlie Steele 
Romanoff Industries 
Salyer Motors Inc 
Rogers Eqpt Sales 
East Coast Electric 
Rogers Eqpt Sales 
HECO Inc. 

Romanoff Industries 
East Coast Electric 
East Coast Electric 
Charlie Steele 

Bailey Surplus 
Pump & Motor Works 
East Coast Electric 
Gainesville Ind. 

East Coast Electric 
ESR Motor Systems 
Doug Beat Co The 
Professional Motor 
Romanoff Industries 
Rogers Eqpt Sales 
Rogers Eqpt Sales 
Pump & Motor Works 
East Coast Electric 
Charlie Steele 
Rogers Eqpt Sales 
Charlie Steele 

Laron Inc. 

K & N Electric Mtr 
East Coast Electric 
Doug Beat Co The 
AmeriMex Motor 

K & N Electric Mtr 
Salyer Motors Inc 
Pump & Motor Works 
K & N Electric Mtr 
GlobalTech Motor 


DEALER 

Doug Beat Co The 
Doug Beat Co The 
Doug Beat Co The 
Doug Beat Co The 
Doug Beat Co The 
Doug Beat Co The 
Doug Beat Co The 
Doug Beat Co The 
Doug Beat Co The 
Doug Beat Co The 
Doug Beat Co The 
Doug Beat Co The 
Doug Beat Co The 
A-1 Electric Motor 
Doug Beat Co The 
Doug Beat Co The 
Row Electrical Eqpt 
Doug Beat Co The 
Doug Beat Co The 
Doug Beat Co The 
Doug Beat Co The 
Doug Beat Co The 
Doug Beat Co The 
Doug Beat Co The 
Doug Beat Co The 
Doug Beat Co The 
Doug Beat Co The 
Doug Beat Co The 
Doug Beat Co The 
Doug Beat Co The 
Doug Beat Co The 
Doug Beat Co The 
Doug Beat Co The 
Doug Beat Co The 
Doug Beat Co The 
Doug Beat Co The 
Doug Beat Co The 


SRID 
966165 
777479 
934255 
713547 
089364 
456633 
158385 
713542 
975550 
713540 
792698 
347562 
147869 
210214 
158865 
593584 
515430 
146986 
089363 
456672 
839275 
115795 
165264 
115794 
160537 
471853 
165263 
165265 
591700 
096824 
515533 
165262 
266345 
165261 
443931 
166246 
142482 
456635 
115792 
206814 
640019 
588244 
095159 
115790 
369259 
382436 
182206 
523897 
471675 
593585 
182205 
738255 
225314 
182202 
072283 


SR Ір 
394715 
394717 
394721 
082908 
391995 
394725 
340143 
057439 
069822 
394726 
517000 
242672 
633804 
090540 
394728 
516993 
626174 
516999 
633805 
394733 
381769 
633806 
069826 
516984 
671274 
195660 
511634 
082917 
515925 
389577 
511781 
184193 
516979 
553483 
553484 
571914 
516977 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


SQUIRREL CAGE, PUNCH PRESS, CONSTANT DUTY ELECTRIC MOTORS - (158 listings on our website!) 
100 HP 1140 RPM Delco, Frame L507Y, TEFC BB, 460 Volts (10 available) 

100 HP 1140 RPM Reliance, Frame 6085, TEFC BB, 440 Volts 

100 HP 1650 RPM English Electric, Frame 685, Drip-Proof Ball Bearing, 440 Volts 

100 HP 1680 RPM Delco, Frame 585, TEFCBB, 460 Volts 

100 HP 1680 RPM Fairbanks-Morse Morris, Frame 683Z, TEFCBB, 440 Volts 

100 HP 1680 RPM Howell, Frame 444T, Drip-Proof Ball Bearing, 460 Volts 

125 HP 1100 RPM Delco, Frame 585Y, TEFC BB, 460 Volts 

125 HP 1110 RPM Delco, Frame L505Y, TEFC, ERC, 460 Volts (2 available) 

125 HP 1110 RPM Howell, Frame 506Y/507Y/508Y, TEFCBB, 460 Volts (8 available) 

125 HP 1135 RPM Delco, Frame L507, TEFC BB, 440 Volts 

200 HP 1100 RPM Howell, Frame N686Z/685/684/683, TEFC, design D, 460 Volts (2 available) 

250 HP 1100 RPM Howell, Frame 686Y/685Y/684Y, TEFCBB, 460 Volts (2 available) 

350 HP 1135 RPM Howell, Frame 686, Drip-Proof Ball Bearing, 460 Volts 

400 HP 1650 RPM Westinghouse, Frame 688Z, Drip-Proof Ball Bearing, belt shaft, 440 Volts 

500 HP 1100 RPM Louis Allis, Frame 7211Z & 5812Z, TETCBB, 480/600/2300/4160V. 

800 HP 860 RPM General Electric, Frame 8409S, weather protected enclosure type 2, 2300/4000 Volts 


1000 HP 600 RPM General Electric, Frame 8507S, 


Motors, A.C., DPSB, 2300/4160 Volts 


d Mfr: General Electric 
Synchronous, 60 Cycle \ ' E Model:8507S 
Seller: Romanoff Industries 
OH 
419-691-2888 
SR ID: 864050 
Price: Call for Price 


Search Synch Motors on SurplusRecord.com to < Tel: 


view all 303 listings. 
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1250 HP 200 RPM General Electric, Frame 6524L, 
PF1,144a Stator, 35a fld, 250 VF ... 


Mfr: General Electric 


Model:6524L 


Seller: RAM Opportunities 


Gold Canyon, AZ 


Tel: 480-983-0755 
SR ID: 631835 
Price: Call for Price 


60 HZ SYNCHRONOUS ELECTRIC MOTORS - (303 listings on our website) 

200 HP 888 RPM Fairbanks-Morse, Frame 5010TS, induction motor, 4160 Volts 

250 HP 600 RPM General Electric, Frame P211/8211, weather prot. enclosure type 2, S/B, 4160 V. (2) 

250 HP 1200 RPM General Electric, Frame 964S, DPSB, 4000 Volts 

250 HP 1770 RPM General Electric, Frame 8155$, 2300 Volts 

300 HP 890 RPM General Electric, Frame 8210S, weather protected enclosure type 2, sleeve, 4160 Volts 
300 HP 900 RPM General Electric, Frame 8307S, weather protected enclosure type 1, 1.15 service ... 

300 HP 1780 RPM General Electric, Frame 5011LL, remanufactured, 4000 Volts 

350 HP 600 RPM General Electric, Frame 83092, PMW, weather protected enclosure type 1, SB, 460 Volts 
350 HP 900 RPM General Electric, Frame 974S, DPSB, 4000 Volts 

350 HP 1175 RPM General Electric, Frame 8210S, weather protected enclosure type 2, 4000 Volts 

400 HP 600 RPM General Electric, Frame 8309S, DPSB, .8PF, 460/2300/4160 V.(3 available) 

400 HP 3565 RPM Weg, Frame 447/9TS, ODP, 460 Volts 

450 HP 720 RPM General Electric, Frame 8307S, 250 exc, ODP, BB, 2300 Volts 

450 HP 1200 RPM General Electric, Frame 82885, Drip-Proof Ball Bearing,.8 PF, 460 Volts (2 available) 
500 HP 900 RPM Canadian General Electric, Frame 760, 2300 volts, synchronous motor, electrically OK 
500 HP 1200 RPM General Electric, Frame 8211Y, weather protected enclosure type 1, 2300/4000 V.(3 ... 
600 HP 514 RPM General Electric, Frame 8409-S, DP, 460 Volts 

600 HP 600 RPM General Electric, Frame 8405S, DPSB, 4800 Volts 

600 HP 600 RPM General Electric, Frame 8407S, DP, BB, 2300 Volts 

600 HP 900 RPM General Electric, Frame 8311S, weather protected enclosure type 2, 2300 Volts 

700 HP 514 RPM Allis-Chalmers, Frame ABW, open, .08 PF, 2300 Volts 

700 HP 514 RPM General Electric, Frame 8505S, DP, BB, 2300 Volts 

700 HP 514 RPM General Electric, Frame 8505S, DP, 2300 Volts 

700 HP 514 RPM General Electric, Frame 8507S, DPSB, 4000 Volts 

700 HP 600 RPM General Electric, Frame 8407S, DP, 2300/4160 Volts 

750 HP 1200 RPM Westinghouse, Frame HG6-39, weather protected enclosure type 1, 4000 Volts 

800 HP 514 RPM General Electric, Frame 8409S, DPSB, 4800 Volts 

800 HP 600 RPM Electric Machinery, Frame 5400, SLV, rebuilt, 250 DC, 2300 Volts 

800 HP 600 RPM General Electric, Frame 8407S, DP, 2300/4160 Volts 

800 HP 600 RPM General Electric, Frame 8409S, weather protected enclosure type 2, 2300 Volts, 125 ... 
800 HP 600 RPM General Electric, Frame 8505Y, type TS, DP, 2300 Volts 

800 HP 600 RPM General Electric, Frame 8505Y, .8 PF, 198 amps 250 VF 45 amps 

800 HP 720 RPM Westinghouse, Frame 4A45, weather protected enclosure type 1, 2300/4160 Volts 

800 HP 720 RPM Westinghouse, DP, BB, 1.15 service factor, rblt, 4160 Volts, 250 VDC 

800 HP 1200 RPM General Electric, Frame 977S, SB DP, 2300 Volts 

900 HP 225 RPM Westinghouse, Frame HR85, ODP, 2300 Volts 

900 HP 600 RPM General Electric, Frame 8407S, DP, 2300/4160 Volts 

900 HP 900 RPM Electric Machinery, Frame 5300, TEFC, 2300/4000 Volts 

900 НР 900 RPM Electric Machinery, Frame B52, weather protected enclosure type 1,1.15 service factor ... 
900 HP 1184 RPM Westinghouse, Frame CS-3A, induction motor, 1.15 service factor, 2300 Volts 

900 HP 1200 RPM General Electric, Frame 983S, weather protected enclosure type 1, BB, 1.15 service ... 
900 НР 3574 RPM Teco Westinghouse Westinghouse, Frame 5012A (Modified shaft), weather protected ... 
1000 HP 400 RPM Westinghouse, Frame HR-6G2, 2300/4160 Volts 

1000 HP 600 RPM General Electric, Frame 8407S, DP, 2300/4160 Volts 

1000 HP 720 RPM Electric Machinery, Frame TA6313, TEFC, 2400 Volts 

1000 HP 720 RPM General Electric, Frame 8511S, SBDP, 2300 Volts, 250VDC 

1000 HP 900 RPM General Electric, Frame 8407S, weather protected enclosure type 2 SB, 2300/4160 Volts 
1250 HP 200 RPM General Electric, Frame 6524L, weather protected enclosure type 1, 2300/4000 Volts 
1250 НР 240 RPM General Electric, Frame 6425K, weather protected enclosure type 1, 2300/4000 V.(2 ... 
1250 HP 240 RPM General Electric, Frame 9364, weather protected enclosure type 1, 2300/4000 Volts 
1250 HP 360 RPM Siemens-Allis, DP, SB, 2300/4000 Volts 

1250 HP 450 RPM Electric Machinery, Frame TA-6000, weather protected enclosure type 1,1.0 РЕ... 
1250 HP 514 RPM Electric Machinery, Frame 14L5216, weather protected enclosure type 1,1.0 PF, 2300... 
1250 HP 600 RPM General Electric, Frame 8505S, DP, SB, 2300 Volts Exc. Volt 250 

1250 HP 600 RPM General Electric, Frame 8606Y, TEFC, 2300 Volts 

1250 HP 720 RPM Toshiba, BB, weather protected enclosure type 1, rebuilt, 2300 Volts 

1250 HP 900 RPM General Electric, Frame 8505$, Drip-Proof Ball Bearing, 2300/4160 Volts 

1500 HP 450 RPM Electric Machinery, Frame 16L6215, DP, SB, 2300 Volts Rebuilt 

1500 HP 450 RPM Electric Machinery, Frame 16L6215, 0.80 PF, 2300/4160 V.(2 available) 

1500 HP 514 RPM Electric Machinery, weather protected enclosure type 1, 2300/4160 Volts 

1500 HP 514 RPM General Electric, Frame 9305, 2300/4160 V.(3 available) 

1500 HP 900 RPM General Electric, Frame 8411S, weather protected enclosure type 1,1.0 PF, 2300/4000 ... 
1500 HP 1200 RPM General Electric, Frame 85002, dbl.shaft, 4000/7200 Volts 

1500 HP 1200 RPM Westinghouse, Frame HG4A, weather protected enclosure type 1, 4000 Volts 
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419-612-5665 
800-990-7374 
856-627-3535 
208-734-6558 
918-752-0309 
205-612-3051 
205-454-8184 
918-752-0309 
856-627-3535 
918-752-0309 
419-865-4001 
208-734-6558 
225-572-2210 
419-865-4001 
901-363-4558 
918-752-0309 
919-562-8122 
419-691-2888 
800-849-6686 
918-752-0309 
919-556-3229 
800-849-6686 
612-810-1955 
419-691-2888 
919-562-8122 
800-432-2645 
419-691-2888 
205-612-3051 
919-562-8122 
843-224-3283 
612-810-1955 
318-396-1738 
919-562-8122 
520-349-0187 
401-725-9050 
918-752-0309 
919-562-8122 
918-752-0309 
318-396-1738 
419-612-5665 
318-396-1738 
208-734-6558 
800-637-7042 
919-562-8122 
918-752-0309 
919-562-8122 
419-865-4001 
918-752-0309 
918-752-0309 
918-752-0309 
919-562-8122 
919-562-8122 
919-562-8122 
800-849-6686 
918-752-0309 
800-849-6686 
419-865-4001 
800-849-6686 
919-562-8122 
919-562-8122 
919-562-8122 
919-562-8122 
419-865-4001 
800-432-2645 


DEALER 

Surplus Asset 
Rogers Eqpt Sales 
Willier Electric 
Industrial Electric 
Pump & Motor Works 
Bailey Surplus 
Transamerican Equip 
Pump & Motor Works 
Willier Electric 

Pump & Motor Works 
Doug Beat Co The 
Industrial Electric 
Evans Enterprises 
Doug Beat Co The 
AEM Inc 

Pump & Motor Works 
East Coast Electric 
Romanoff Industries 
North Carolina Mtrs 
Pump & Motor Works 
Electric Motor Shop 
North Carolina Mtrs 
Peak Machinery Inc 
Romanoff Industries 
East Coast Electric 
HECO Inc. 

Romanoff Industries 
Bailey Surplus 

East Coast Electric 
Dallas Mathews 

Peak Machinery Inc 
Southern Apparatus 
East Coast Electric 

L & J Investments 
Jet Electric Motor 
Pump & Motor Works 
East Coast Electric 
Pump & Motor Works 
Southern Apparatus 
Surplus Asset 
Southern Apparatus 
Industrial Electric 
Charlie Steele 

East Coast Electric 
Pump & Motor Works 
East Coast Electric 
Doug Beat Co The 
Pump & Motor Works 
Pump & Motor Works 
Pump & Motor Works 
East Coast Electric 
East Coast Electric 
East Coast Electric 
North Carolina Mtrs 
Pump & Motor Works 
North Carolina Mtrs 
Doug Beat Co The 
North Carolina Mtrs 
East Coast Electric 
East Coast Electric 
East Coast Electric 
East Coast Electric 
Doug Beat Co The 
HECO Inc. 


SRID 
385200 
205117 
804527 
382577 
929440 
096796 
088683 
114636 
804528 
640021 
389578 
426564 
082722 
350130 
470991 
212047 
151356 
456666 
362332 
640022 
920899 
362331 
807974 
369768 
014758 
300996 
456628 
103959 
014759 
298779 
807973 
383256 
003699 
844443 
574595 
205501 
014760 
205502 
947128 
385199 
946631 
473576 
664604 
014761 
345450 
136916 
728338 
123019 
123021 
123020 
265291 
928192 
928194 
258555 
300327 
977656 
458210 
373993 
945988 
011685 
021754 
928199 
308328 
300995 
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December 2023 SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


60 HZ SYNCHRONOUS ELECTRIC MOTORS - (303 listings on our website!) 

1500 HP 1800 RPM General Electric, Fr. 8409S, SB, weather prot. enclos. type 2,4160 Volts, 125VDC 

1750 HP 212 RPM Westinghouse, Frame HR111SPL, weather protected enclosure type 1, 4000 Volts 

1750 HP 240 RPM Westinghouse, Frame HR85, weather protected enclosure type 1, 4000 V.(2 available) 
1750 HP 257 RPM General Electric, Frame 9338M, weather protected enclosure type 2, SB, 1.0 PF, 2300 ... 
1750 HP 277 RPM Canadian General Electric, Frame 6000, ODP, 4000 Volts 

1750 HP 450 RPM Electric Machinery, Frame 16L6215, 1.0 PF, 2300/4160 V.(2 available) 

1750 HP 514 RPM Electric Machinery, Frame B-52, DPSB, 4000 Volts 

1750 HP 514 RPM Electric Machinery, Frame B50, DPSB, Ped, 2300/4160 V.(2 available) 

1750 HP 514 RPM General Electric, Frame 9305, 2300/4160 V.(3 available) 

1750 HP 900 RPM Electric Machinery, Frame 8L4424, 0.8 PF, 2300 Volts 

1750 HP 3600 RPM Teco, Frame 5812S, weather prot. enclosure type 2, SB, 1.15, new, 2300/4160 V. (2) 
1870 HP 300 RPM General Electric, Frame 24U7216, WP1, horizontal, 2300 Volts 

2000 HP 1200 RPM Westinghouse, Frame G-50, ODP, 1.15SF, 2300 Volts 

2000 HP 1200 RPM Westinghouse, Frame G-50, ODP, 2300 Volts 

2200 HP 300 RPM Electric Machinery, Frame 24U7216, weather protected enclosure type 1, sleeve ... 
2250 HP 277 RPM Allis-Chalmers, DP, 1.0 PF, DE Shaft, 2300/4160 Volts 

2250 HP 900 RPM General Electric, Frame 8507S, DP/WPI, 2300/4160V.(3 available) 

2250 HP 1800 RPM General Electric, weather protected enclosure type 2, 4160 Volts 

2500 HP 327 RPM Electric Machinery Electric Mchy, Frame C81, chipper duty, 1.0 PF, 2300/4160V. 

2500 HP 327 RPM Electric Machinery, TEWAC, SB, comp duty, bless, 4000 Volts 

2500 HP 327 RPM Electric Machinery, TEWAC, SB, comp duty, bless, 4000 Volts 

2500 HP 360 RPM Magnetek, Frame 8700, chipper duty, 1.0 PF, 4160 Volts, 250VDC 

3000 HP 360 RPM U.S. Motors, Frame 20U7220, weather protected enclosure type 2, new surp, 4000V. ... 
3000 HP 450 RPM General Electric, Frame 8510SU, DP/WPI, w/parallel gearbox, 4160 Volts 

3000 HP 720 RPM General Electric, Frame HL, ODP, 4000 Volts 

3000 HP 1200 RPM General Electric, Frame 8510SU, DP, unused surplus, 4160 Volts 

3000 HP RPM Westinghouse, Synchronous Motors, Refurbished (2 available) 

3150 HP 1800 RPM ABB, Frame 500L4L, TEWAC, new surplus, 4000 Volts 

4000 HP 180 RPM Canadian General Electric GE (2984 KW) Synchronous Motors, Refurbished (4 available) 
4250 HP RPM General Electric Custom 8000 #271R427, sync.generator, weather protected enclosure type ... 
4500 HP 327 RPM General Electric, Frame 6486, 2300/4000 Volts (2 available) 

4500 HP 400 RPM Westinghouse, Frame HR 85, weather protected enclosure type 2, vertical, extra ... 
4500 HP 1200 RPM General Electric, Frame 8610S, weather protected enclosure type 1, 4160 Volts 

4500 HP 1200 RPM General Electric, Frame 8610SU, ODP, 4000 Volts 

4500 HP 1800 RPM General Electric, Frame 8610SU, ODP, 4000 Volts 

5000 HP 1200 RPM General Electric, Frame HL, ODP, 1.15 service factor, 4000 Volts 

6000 HP 277 RPM Electric Machinery Brushless, Frame C-93, 4000 Volts 

6000 HP 1800 RPM ABB, Frame PAEM 1000/P, TEWAC, 4000/6600 Volts (2 available) 

6000 HP 1800 RPM Electric Machinery Brushless, Frame 5492, TEWAC, 13200 Volts 

6000 HP 1800 RPM Electric Machinery Brushless, Frame D-11, weather protected enclosure type 2, 4160 ... 
6500 HP 1800 RPM ABB, Frame GAEB1000/p, TEWAC, 6600 Volts 

6500 HP 1800 Asea, Frame PAEM 6178, TEWAC, 4000/6600 Volts RPM 

6500 HP 1800 RPM Electric Machinery, brushless, TEWAC, 13800 Volts 

6500 HP 1800 RPM General Electric, Frame 912F6M, weather protected enclosure type 2, SB, new unused ... 
6920 HP 1800 RPM ABB, Type HSM710LP4, TEWAC, 12000 Volts 

9400 HP 1800 RPM Abb, Frame 1000, TEWAC, 6600 Volts 

9400 HP 1800 RPM ABB, Frame GAEA 1120S, TEWAC, 6600 V.(2 available) 

10059 HP RPM General Electric A-C synchronous mill drive motors, 2014 

11000 HP 200 RPM Electric Machinery, Frame K-134, brushless sync mtr, 1.0 PF, 16.5 amps, 12470V. 
11500 HP 180 RPM General Electric, Frame 9666, ODP, 4000 Volts 

12000 HP 1200 RPM Westinghouse, Frame B6211S100, weather protected enclosure type 2 SB, like new ... 
12000 HP 1800 RPM Ideal, Frame 21320-39, TEWAC, SB, 4000/6900 Volts 

14142 HP 1800 RPM Electric Machinery, Frame 4U5650, TEWAC, SB, 12470 Volts (3 available) 

15000 HP 514 RPM Westinghouse, new unused, 11500 Volts 

22000 HP 1800 RPM Brown Boveri, Frame W18RZ4, weather protected enclosure type 2, 13200 Volts 
22000 HP 1800 RPM Brown Boveri, ODP, new surplus, 6600/13200 Volts 

23065 HP 1800 RPM Siemens, 854 Amps, TEWAC, 13200 V.(2 available) 

28000 HP 1800 RPM Siemens, TEWAC, 13200 V.(2 available) 

33000 HP 1800 RPM General Electric, TEWAC, 13200 Volts 


ate 40 HP 1200 RPM U.S. Motors, Frame 364VP, TE, 
electrically OK, 460 Volts 


Vertical Motors, det 
DI ae E Mfr: U.S. Motors 


Pump Motors, AC Model:364VP 
Seller: Superior Electric 


, Vernon, CA 
Search Vertical Pump Motors on 1 i Tel: 323-583-1040 


: n SR ID: 339196 
SurplusRecord.com to view all 1309 listings. Price: Call for Price 


250/300 HP 890 RPM General Electric, Frame 500 HP 1800 RPM General Electric, Frame 
L509TP-24, VHS, vertical hollow shaft, 460 ... L5013VP, TEFC, VSS, vertical solid shaft ... 


= Mfr: General Electric ' Mfr: General Electric 
| A Model:L509TP-24 Model:L5013VP 


Seller: Doug Beat Co The - Seller: East Coast Electric 
OH n Youngsville, NC 

Tel: 419-865-4001 Я Tel: 919-849-8692 

SR ID: 371422 , SR ID: 893256 

Price: Call for Price = Price: Call for Price 


VERTICAL PUMP MOTORS - (7,309 listings on our website) 

10 HP 3600 RPM General Electric, Frame L215LP10, inline, TEFC-XP, new, 230/460V. 

20 HP 1180 RPM U.S. Motors, Frame 286TP-10, TEFC, VHS, vert. hollow shaft, NRR, 230/460 V. (2) 
25 HP 1800 RPM U.S. Motors, Frame 284TPA, DP, vert.#BF37, new, 230/460 Volts 

25 HP 3600 RPM General Electric, Frame 284LP16, inline, TEFC, XSD841, new, 460 Volts 

25 HP 3600 RPM General Electric, Frame 284VP10, hi-thrust, TEFC, XSD841, new, 460 Volts 

25 HP 3600 RPM General Electric, Frame L284LP10, inline, TEFC-XP, new, 230/460V. 

30 HP 700 RPM General Electric, Frame 365VP, A.C. vertical, 460 Volts 

30 HP 1760 RPM General Electric, Frame B286TP16, Drip-Proof Ball Bearing, VHS, vertical hollow shaft ... 
30 HP 1780 RPM Reliance, Frame 324HP16, TEFC, 460 Volts #0022/2A 

30 HP 3600 RPM General Electric, Frame 286HP, explosion proof, new, 460 Volts 

30 HP 3600 RPM General Electric, Frame 286LP10, TEFC, 841, new, 460 Volts 
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919-562-8122 
918-752-0309 
918-752-0309 
919-562-8122 
918-752-0309 
919-562-8122 
419-691-2888 
219-879-0444 
919-562-8122 
480-983-0755 
800-990-7374 
918-752-0309 
800-990-7374 
800-990-7374 
918-752-0309 
919-562-8122 
918-486-2660 
800-550-4374 
919-562-8122 
713-675-2525 
713-675-2525 
919-562-8122 
719-754-1981 
918-486-2660 
800-990-7374 
918-486-2660 
530-534-7965 
918-752-0309 
530-534-7965 
800-328-1842 
919-562-8122 
918-752-0309 
918-486-2660 
918-752-0309 
918-752-0309 
918-752-0309 
504-394-6903 
918-752-0309 
918-752-0309 
918-752-0309 
918-752-0309 
918-752-0309 
918-752-0309 
919-562-8122 
281-443-6505 
918-752-0309 
918-752-0309 
866-694-1252 
205-612-3051 
918-752-0309 
918-752-0309 
919-562-8122 
919-562-8122 
919-562-8122 
918-752-0309 
918-752-0309 
205-612-3051 
205-612-3051 
919-562-8122 


DEALER 

East Coast Electric 
Pump & Motor Works 
Pump & Motor Works 
East Coast Electric 
Pump & Motor Works 
East Coast Electric 
Romanoff Industries 
Harrison Electric 
East Coast Electric 
RAM Opportunities 
Rogers Eqpt Sales 
Pump & Motor Works 
Rogers Eqpt Sales 
Rogers Eqpt Sales 
Pump & Motor Works 
East Coast Electric 
Salyer Motors Inc 
AmeriMex Motor 
East Coast Electric 
Gulf Electroquip 

Gulf Electroquip 

East Coast Electric 
Power Zone Equip 
Salyer Motors Inc 
Rogers Eqpt Sales 
Salyer Motors Inc 

A M King Industries 
Pump & Motor Works 
A M King Industries 
EMSCO 

East Coast Electric 
Pump & Motor Works 
Salyer Motors Inc 
Pump & Motor Works 
Pump & Motor Works 
Pump & Motor Works 
Scott Armature LLC 
Pump & Motor Works 
Pump & Motor Works 
Pump & Motor Works 
Pump & Motor Works 
Pump & Motor Works 
Pump & Motor Works 
East Coast Electric 
Samco Enterprises 
Pump & Motor Works 
Pump & Motor Works 
Veracity Asset 

Bailey Surplus 

Pump & Motor Works 
Pump & Motor Works 
East Coast Electric 
East Coast Electric 
East Coast Electric 
Pump & Motor Works 
Pump & Motor Works 
Bailey Surplus 

Bailey Surplus 

East Coast Electric 


150/95 HP 1185/892 RPM Reliance, Frame 
447TSD, TEFC, VSS, vertical solid shaft, 460 ... 


Mfr: Reliance 
Model:447TSD 


SRID 
052684 
283052 
283053 
928200 
149628 
971376 
456659 
659322 
021755 
306442 
163686 
116815 
209434 
888473 
860594 
928202 
825542 
593567 
928204 
763878 
763879 
070750 
716501 
368362 
888472 
419336 
304040 
365198 
304044 
007198 
930468 
968589 
482773 
364424 
205500 
501223 
143390 
610357 
657722 
657723 
642931 
471843 
837799 
440116 
619914 
205504 
640025 
429618 
135502 
671019 
566253 
412684 
440118 
440119 
261981 
566260 
096787 
096789 
289347 


Seller: Pump & Motor Works 


Okmulgee, OK 
Tel: 918-752-0309 
SR ID: 972119 
Price: Call for Price 


1500 HP 1800 RPM General Electric, Frame 
6346P42, VSS, vertical solid shaft, 4160 ... 


LA 
OH 
GA 
LA 
LA 
LA 
NJ 

OH 
NC 
TX 

TX 


800-877-7520 
419-865-4001 
912-964-0884 
800-877-7520 
800-877-7520 
800-877-7520 
856-627-3535 
419-865-4001 
919-556-3229 
713-473-3231 
713-473-3231 


Mfr: General Electric 

Model:6346P42 

Seller: Rogers Eqpt Sales 
Durango, CO 

Tel: 800-990-7374 

SR ID: 280361 

Price: Call for Price 


DEALER 
NEMSCO 

Doug Beat Co The 
Industrial Electro 
NEMSCO 
NEMSCO 
NEMSCO 

Willier Electric 
Doug Beat Co The 
Electric Motor Shop 
Sulzer Electrical 
Sulzer Electrical 


SRID 
012105 
901887 
618165 
770272 
712128 
012108 
804518 
046402 
580352 
322272 
919120 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


VERTICAL PUMP MOTORS - (7,309 listings on our website!) 

30 HP 3600 RPM General Electric, Frame 286LP16, inline, VSS, vertical solid shaft, TEFC, XSD841, new ... LA 800-877-7520 
30 HP 3600 RPM General Electric, Frame L286LP10, inline, TEFC-XP, new, 230/460V. LA 800-877-7520 
40 HP 700 RPM General Electric, Frame L405TP16, TEFC, VHS, vert. hollow shaft, new unused, 460 V. (2) NC 919-562-8122 
40 HP 1175 RPM U.S. Motors, Frame 364VP, TEFC, VSS, vertical solid shaft, 480 Volts, unused OK 918-752-0309 


NEMA Premium VSS Pump Motors 


All Pump Motors are NOT Built the Same! 


NEMSGOD X$DUItrd's41 


NATIONAL ELECTRIC MOIOR & SUPPLY CO. IP56 Protection 


Phone (800) 877-7520 ° (225) 292-7895 Inverter Duty 


Class H Insulation 
ға E ENEE All Cast Iron Construction 


Baton Rouge, Louisiana 70809 Meets IEEE 841 Standards 
www.NEMSCO.com * info@NEMSCO.com EP BEA кы 


40 HP 1200 RPM General Electric, Frame 364LP16, TEFC, 841, new, 460 Volts TX 713-473-3231 
40 HP 1800 RPM U.S. Motors, Frame 324TPH, weather protected enclosure type 1, VHS, vertical hollow ... OH 419-865-4001 
40 HP 3600 RPM General Electric, Frame 324LP16, inline, TEFC, XSD841, new, 460 Volts LA 800-877-7520 
40 HP 3600 RPM General Electric, Frame L324LP16, Inline, TEFC-XP, new, 230/460 Volts LA 800-877-7520 
50 HP 1775 RPM Reliance annealing furnace mtr, Frame 326TY, TEFCBB, 460V.(3 available) OH 419-865-4001 
50 HP 1800 RPM General Electric, Frame L326LP16, inline, TEFC-SD, XSD841, new, 460V. LA 800-877-7520 
50 HP 1800 RPM General Electric, Frame L326TP16, VHS, vertical hollow shaft, new, 230/460 Volts SK 306-545-2299 
50 HP 3600 RPM General Electric, Frame 326LP, TEFC, 841, solid shaft, new, 460 Volts TX 713-473-3231 
50 HP 3600 RPM General Electric, Frame 326LP16, inline, TEFC, XSD841, new, 460 Volts LA 800-877-7520 
50 HP 3600 RPM General Electric, Frame 326VP16, high thrust, TEFC, XSD, new, 460 Volts LA 800-877-7520 
50 HP 3600 RPM General Electric, Frame L326LP16, Inline, TEFC-XP, new, 230/460 Volts LA 800-877-7520 
60 HP 1175 RPM U.S. Motors US & GE, Frame 404TP16, Drip-Proof Ball Bearing, VHS, vertical hollow ... OH 419-865-4001 
60 HP 1800 RPM Reliance, Frame 364HP, type P, A.C. vertical, 460 Volts NJ 856-627-3535 
60 HP 1800 RPM Teco, Frame 364TP, weather protected enclosure type 1, VHS, vertical hollow shaft ... AZ 602-682-2135 
60 HP 1800 RPM U.S. Motors, Frame 405UP-16, TEFC, VSS, vertical solid shaft, 230/460 V.(3 available) OH 419-865-4001 
60 HP 1800 RPM U.S. Motors, Frame 444(CFU), VHS, vertical hollow shaft, 460 Volts ID 208-734-6558 
60 HP 1800 RPM Weg, Frame 364HP, TEFC, prem eff, inverter duty, SD, VSS, vertical solid shaft ... LA 225-235-5611 
60 HP 3600 RPM Baldor, Frame 364TSC, TEFC, 460 Volts CA 661-327-4271 
60 HP 3600 RPM General Electric, Frame 364LP16, TEFC, 841, new, 460 Volts TX 713-473-3231 
60 HP 3600 RPM General Electric, Frame 364LP16, inline, TEFC, XSD841, new, 460 Volts LA 800-877-7520 
60 HP 3600 RPM General Electric, Frame 364VP16, TEFC-XSD841, VSS, vertical solid shaft, hi-thrust ... LA 800-877-7520 
75 HP 700 RPM U.S. Motors, Frame 5008P, A.C. Vertical, 460 Volts NJ 856-627-3535 
75 HP 880 RPM Westinghouse, Frame 504UP20, WPIBB, NRR, VHS, vertical hollow shaft, 460 V.(2 ... OH 419-865-4001 
75/37.5 HP 1775/885 RPM Louis Allis, Frame 445USC, TEFC BB, VSS, vertical solid shaft, 440 Volts OH 419-865-4001 
75 HP 1775 RPM U.S. Motors, Fr.365TP16, VHS, vert.hollow shaft, weather prot. encl. type 1, NRR ... OH 419-865-4001 
75 HP 1780 RPM U.S. Motors, Frame 405UP-16/444UP-16, wpibb/tefc, VHS, vertical hollow shaft ... OH 419-865-4001 
75 HP 1800 RPM General Electric, Frame 365TCV, TEFC-IEEE841, new, 460 Volts LA 800-877-7520 
75 HP 1800 RPM General Electric, Frame L365LP16, inline, TEFC-SD, XSD841, new, 460V. LA 800-877-7520 
75 HP 1800 RPM General Electric, Frame L365TP16, weather protected enclosure type 1, Rebuilt, 460 ... CA 323-583-1040 
75 HP 1800 RPM General Electric, Frame L365TP16, TEFC-SD, VHS, vertical hollow shaft, NRR, new, 460 ... LA 800-877-7520 
75 HP 1800 RPM General Electric, Frame L365VP16, HT, TEFC-SD, XSD841, new, 460V. LA 800-877-7520 
75 HP 1800 RPM U.S. Motors, Frame 365TP, weather protected enclosure type 1, Rebuilt, 460 Volts CA 323-583-1040 
75 HP 1800 RPM U.S. Motors, Frame 365TP, TEFC, 460 Volts SC 843-374-5469 
75 HP 3560 RPM Westinghouse, Frame 445UPZ, TEFC/XP, 2300 Volts OK 918-486-2660 
75 HP 3600 RPM General Electric, Frame 365HPZ Sundyne, TEFC-SD, new, 460 Volts LA 800-877-7520 
75 HP 3600 RPM General Electric, Frame 365LP16, TEFC, new, 460 Volts TX 713-473-3231 
75 HP 3600 RPM General Electric, Frame 365LP16, inline, TEFC, XSD841, new, 460 Volts LA 800-877-7520 
75 HP 3600 RPM General Electric, Frame L365HP16, tefc-xsd, VSS, vertical solid shaft, normal thrt ... LA 800-877-7520 
75 HP 3600 RPM General Electric, Frame L365VP16, hi-thrust, TEFC-SD, XHT, new, 460V. LA 800-877-7520 
75 HP 3600 RPM Reliance, Frame 365HP, TEFC, new, 460 Volts TX 713-473-3231 
75 HP 3600 RPM Reliance, Frame 365VP16, TEFC, 841, new, 460 Volts TX 713-473-3231 
100 HP 715 RPM Marathon, Frame 447TP-16/449TP-16, TEFC, VSS, vertical solid shaft, 460V.(4 available) OH 419-865-4001 
100 HP 880 RPM General Electric GE & US, Frame 445TP16/TP20, dpbb, tefc, VSS, vertical solid shaft ... OH 419-865-4001 
100 HP 890 RPM U.S. Motors, Frame 447VP, TEFC BB, 460 Volts, New Surplus OH 419-691-2888 
100 HP 890 RPM U.S. Motors, Frame 447VP, TEFC BB, 460 Volts, New Surplus OH 419-691-2888 
100 HP 890 RPM U.S. Motors, Frame H445TPA, WPIBB, 460 Volts, New Surplus OH 419-691-2888 
100 HP 1178 RPM Fairbanks-Morse, Frame 445TP, ODP, 440 Volts OK 918-752-0309 
100 HP 1185 RPM Reliance, Frame 444LPH, TEFC, 1.15 service factor, 460 Volts OK 918-752-0309 
100 HP 1190 RPM U.S. Motors, Frame 444TP-16, WPIBB, VHS, vertical hollow shaft, 460 Volts (4... OH 419-865-4001 
100 HP 1775 RPM U.S. Motors, Frame 404TP, VHS, vertical hollow shaft, high thrust, 230/460 V. (2) MA 508-754-5382 
100 HP 1775 RPM Westinghouse, Frame 404TP, AC VHS, vertical hollow shaft pump motor, 460 Volts (3... PA 412-963-1111 
100 HP 1780 RPM U.S. Motors, Frame 404TP, WPIBB, 460 Volts OH 419-691-2888 
100 HP 1780 RPM U.S. Motors, Frame 404TP16/405TP16, WPIBB & TEFC, NRR, VHS, vertical hollow shaft ... OH 419-865-4001 
100 HP 1780 RPM U.S. Motors, Frame 405VPTE, AC VSS, vertical solid shaft pump motor, 230/460 Volts (2 ... PA 412-963-1111 
100 HP 1800 RPM General Electric, Frame 405VP16, VSS, vertical solid shaft, TEFC-SD-EE-IEEE841, new... LA 800-877-7520 
100 HP 1800 RPM General Electric, Frame L404TP20, WPIBB, 460 Volts, surplus OH 419-691-2888 
100 HP 1800 RPM General Electric, Frame L405LP16, TEFC, VSS, vertical solid shaft, 460 Volts, 841 ... SC 803-833-4183 
100 HP 1800 RPM General Electric, Frame L405LP16, inline, TEFC-SD, XSD841, new, 460V. LA 800-877-7520 
100 HP 1800 RPM General Electric, Frame L405TP16, TEFC-SD, VHS, vertical hollow shaft, NRR, new, 460 ... LA 800-877-7520 
100 HP 1800 RPM Marathon, Frame 405HP, TEFC, 460 Volts CA 661-327-4271 
100 HP 1800 RPM Teco West, Frame 405HP, TEFC, new surplus, 841,460 Volts LA 800-637-7042 
100 HP 1800 RPM U.S. Motors, Frame 405TP, TEFCBB, 460 Volts, looks rebuilt OH 419-691-2888 
100 HP 3555 RPM U.S. Motors, Frame 405LP, TEFC BB, 460 Volts, New Surplus NV 419-691-2888 
100 HP 3555 RPM U.S. Motors, Frame 405VP, TEFC, explosion proof, high thrust, 460 Volts OK 918-486-2660 
100 HP 3560 RPM Reliance, Frame 405HPZ TEFC, BB, 460 Volts OK 918-752-0309 
100 HP 3600 RPM General Electric, Frame 405HP16, TEFC-SD, normal thrust, new, 460 Volts LA 800-877-7520 
100 HP 3600 RPM General Electric, Frame 405HPZ Sundyne, TEFC-SD, new, 460 Volts LA 800-877-7520 
100 HP 3600 RPM General Electric, Frame 405LP16, inline, TEFC, XSD841, new, 460 Volts LA 800-877-7520 
100 HP 3600 RPM General Electric, Frame 405VP, TEFC, new, 460 Volts TX 713-473-3231 
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VERTICAL PUMP MOTORS - (1,309 listings on our website!) 

100 HP 3600 RPM General Electric, Frame L405LP16, TEFC, 841, New, 460 Volts 

100 HP 3600 RPM General Electric, Frame L405VP16, TEFC, 841, New, 460 Volts 

100 HP 3600 RPM General Electric, Frame L405VP16, hi-thrt, TEFC-XSD841, XHT, new, 460V. 

125 HP 885 RPM U.S. Motors, Frame 447TPA-20, VHS, vertical hollow shaft, TEFC, w/NRR, 460 Volts 

125 HP 885 RPM Westinghouse, Frame 447THP, AC VSS, vertical solid shaft pump motor, 460 Volts (2 ... 
125 HP 1185 RPM Westinghouse, Frame 440HPH, AC VSS, vertical solid shaft pump motor, 460 Volts (4... 


sc 
sc 
LA 
OH 
PA 
PA 
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125 HP 1190 RPM U.S. Motors US & GE, Frame 445TP-16 & 20, weather protected enclosure type 1 BB, NRR ... 


125 HP 1775 RPM General Electric, Frame B444TP20, TEFC, VSS, vertical solid shaft, normal thrust, 460 ... 


125 HP 1775 RPM U.S. Motors, Frame 405TP-16/20, weather protected enclosure type 1 BB, VHS, vertical ... 


125 HP 1800 RPM General Electric, Frame 444VP16, TEFC-SD-841, high thrust, new, 460V. 
125 HP 1800 RPM General Electric, Frame 445VP16, TEFC, new, 460 Volts 
125 HP 1800 RPM General Electric, Frame L444LP16, TEFC, 460 Volts, 841, New 


125 HP 1800 RPM General Electric, Frame L444TP16, TEFC-SD, VHS, vertical hollow shaft, NRR, new, 460 ... 


125 HP 1800 RPM General Electric, Frame L444VP16, TEFC, 460 Volts, 841, New 

125 HP 1800 RPM Reliance, Frame 444LP, TEFC, rebuilt, 460 Volts 

125 HP 3550 RPM General Electric, Frame B404TP-20, WPIBB, VSS, vertical solid shaft, 460 Volts 

125 HP 3575 RPM General Electric, Frame L444VP16, TEFC/XP, 460 Volts 

125 HP 3600 RPM Baldor, Frame 444TSD, TEFC, rebuilt, 460 Volts 

125 HP 3600 RPM General Electric, Frame 445VP16, TEFC, new, 460 Volts 

125 HP 3600 RPM General Electric, Frame L444LP16, TEFC, 460 Volts, 841, New 

125 HP 3600 RPM General Electric, Frame L444LP16, TEFC-SD, VSS, vertical solid shaft, inline, new ... 
125 HP 3600 RPM General Electric, Frame L444VP16, TEFC-SD, VSS, vertical solid shaft, ЕНТ, new, 460 ... 
125 HP 3600 RPM Reliance, Frame 444HPZ Sundyne, tefc-sd-ee, new surp, 460V. 

150 HP 710 RPM U.S. Motors, Frame 5008P, weather protected enclosure type 1, High Thrust, NRR, 460 ... 
150 HP 886 RPM U.S. Motors, Frame 5006PH, WPIBB, 460 Volts 

150 HP 890 RPM US Motor, Frame 449VP, TEFC, 1.15 service factor, 300% EHT, NRR, VSS, vertical solid ... 
150 HP 1185 RPM U.S. Motors, Frame 447TP, TEFCBB, VHS, vertical hollow shaft, w/NRR, 460 Volts (2... 
150 HP 1190 RPM General Electric, Frame L445TP16, TEFC, 460 Volts 

150 HP 1190 RPM General Electric, Frame L449HP16, TEFX, 460 Volts 

150 HP 1190 RPM U.S. Motors, Frame 449USD, TEFC BB, VSS, vertical solid shaft, surplus, 460 Volts 

150 HP 1775 RPM U.S. Motors, Frame 445VP, TEFC, VSS, vertical solid shaft, Grease/BB, 460 Volts 


150 HP 1785 RPM U.S. Motors, Frame 444TP, vert premium eff inverter duty, weather protected enclosure ... 


150 HP 1785 RPM U.S. Motors, Frame 447VP, TEFC, 460 Volts 
150 HP 1800 RPM General Electric, Frame 445VP16, TEFC, new, 460 Volts 
150 HP 1800 RPM General Electric, Frame L445LP16, VSS, vertical solid shaft, inline, IEEE841, new ... 


150 HP 1800 RPM General Electric, Frame L445TP16, TEFC-SD, VHS, vertical hollow shaft, NRR, new, 460 ... 


150 HP 1800 RPM General Electric, Frame L445VP16, TEFC-IEEE841, HT, new, 460 Volts 
150 HP 1800 RPM Reliance, Frame 449LP, TEFC, VSS, vertical solid shaft, 4160 Volts 
150 HP 1800 RPM Teco West, Frame 444VP, weather protected enclosure type 1, surplus, 460 Volts 


150 HP 1800 RPM U.S. Motors, Frame 444VP, vert.,weather protected enclosure type 1, new surplus, 460 ... 


150 HP 1800 RPM U.S. Motors, Frame 447TP, TEFC, Prem Eff, VHS, vertical hollow shaft, new, 460 Volts 
150 HP 3600 RPM General Electric, Frame 445TP24, 460 Volts 

150 HP 3600 RPM General Electric, Frame 445VP16, TEFC-SD, new, 460 Volts 

150 HP 3600 RPM General Electric, Frame L445HPZ16, VSS, vertical solid shaft, Sundyne, ieee841, new ... 
150 HP 3600 RPM General Electric, Frame L445LP16, TEFC-SD, VSS, vertical solid shaft, inline, new ... 
150 HP 3600 RPM General Electric, Frame L445VP16, TEFC-SD, XHT, new, 460 Volts 

150 HP 3600 RPM Reliance, Frame 445HPZ Sundyne, ieee841, new, 460 Volts 

175 HP 890 RPM US Motor, Frame 449VP, TEFC, 1.0 service factor, 300% ЕНТ, NRR, VSS, vertical solid ... 
200 HP 714 RPM U.S. Motors, Frame 5807P-30, VHS, vertical hollow shaft, NRR, TEFC BB, 460 V.AC (2... 


200 HP 880 RPM General Electric, Frame 6318P20, weather protected enclosure type 1 BB, VHS, vertical ... 


200 HP 885 RPM Continential Electric, Frame NV586P, TEAAC, 460 Volts 

200 HP 885 RPM U.S. Motors, Frame 5008VP, WPIBB, 460 Volts, New Surplus 

200 HP 1180 RPM Westinghouse, Frame 509UP, ODP, 550 Volts 

200 HP 1185 RPM U.S. Motors, Fr.5006P, weather prot. enclos. type 1, VHS, vert. hollow shaft ... 
200 HP 1190 RPM U.S. Motors, Frame 5006P, weather protected enclosure type 1, 460 Volts 


200 HP 1190 RPM U.S. Motors, Frame 5807PH, VHS, vertical hollow shaft, TEFC, type JU, МАВ, new surp ... 


200 HP 1200 RPM General Electric, Frame L449VP16, VSS, vertical solid shaft, TEFC-841, new, 460 Volts 
200 HP 1770 RPM U.S. Motors, Frame 445TPA, WPIBB, 460 Volts 

200 HP 1775 RPM General Electric, Frame 6285P20, weather protected enclosure type 1, hi-thrust, 460 ... 
200 HP 1775 RPM U.S. Motors / G.E., Frame 445TP-16-20-24" Bases, weather protected enclosure type 1 ... 
200 HP 1780 RPM Allis-Chalmers, Fr. 503UP, weather prot. encl. type 1, HT, 1.15 serv. factor ... 

200 HP 1780 RPM General Electric, Frame 6326P24, TEFC, 460 Volts 

200 HP 1784 RPM Reliance, Frame 449HPHZ, VSS, vertical solid shaft, BB, ODP, 1.15, new surplus ... 

200 HP 1785 RPM U.S. Motors, Frame 447TP, TEFC BB, 460 Volts, New Surplus 

200 HP 1800 RPM General Electric, Frame L447LP20, VSS, vertical solid shaft, inline, IEEE841, new ... 


200 HP 1800 RPM General Electric, Frame L447TP16, TEFC-SD, VHS, vertical hollow shaft, NRR, new, 460 ... 


200 HP 1800 RPM General Electric, Frame L447VP20, TEFC-IEEE841, HT, new, 460 Volts 

200 HP 1800 RPM General Electric, Frame L447VP20, TEFC-IEEE841, HT, new, 460 Volts 

200 HP 1800 RPM Reliance, Frame 447TC, TEFC-841, new, 460 Volts 

200 HP 1800 RPM U.S. Motors, Frame 445TP, weather protected enclosure type 1, hollow, 460 Volts (4... 
200 HP 1800 RPM U.S. Motors, Frame 447TP, TEFC, Prem Eff, VHS, vertical hollow shaft, new, 460 Volts 
200 HP 1800 RPM U.S. Motors, Frame 447VPA, TEFC, new surplus, 460 Volts 

200 HP 1800 RPM U.S. Motors, Frame H445TPA, weather protected enclosure type 1,20" base, пем... 
200 HP 3570 RPM U.S. Motors, Frame 5008P, TEFC, 2300 Volts 

200 HP 3600 RPM General Electric, Frame L447HPZ16, VSS, vertical solid shaft, Sundyne, IEEE841, new ... 
200 HP 3600 RPM General Electric, Frame L447LP16, VSS, vertical solid shaft inline, ieee841, new, 460 ... 
200 HP 3600 RPM General Electric, Frame L447VP20, IEEE841, XHT, new, 460 Volts 

200 HP 3600 RPM U.S. Motors, Frame 449VP, JVC4, VSS, vertical solid shaft, new, 460 Volts 

250 HP 1185 RPM General Electric, Frame L449TP20, TEFC, VHS, vertical hollow shaft, 460 Volts 

250 HP 1185 RPM U.S. Motors, Frame 5006P, weather protected enclosure type 2, HT, 460 Volts 

250 HP 1190 RPM General Electric, Frame 509TP-20, VHS, vertical hollow shaft, TEFC, 460 Volts 

250 HP 1190 RPM U.S. Motors, Frame 5807PH type JVCE, TEFC, VSS, vertical solid shaft, rebuilt, 4160 ... 
250 HP 1200 RPM Teco, Frame 449VP, weather protected enclosure type 1, New, 460 Volts 


250 HP 1770 RPM Teco Westinghouse, Frame 445TP20, weather protected enclosure type 1, VHS, vertical ... 
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VERTICAL PUMP MOTORS - (1,309 listings on our website!) 

250 HP 1775 RPM General Electric, Frame 6287P20, ODP, 1.15 service factor, 460 Volts 

250 HP 1780 RPM U.S. Motors, Frame 445TPA, VHS, vertical hollow shaft, PWS weather protected ... 

250 HP 1780 RPM U.S. Motors, Frame 5008VP, weather protected enclosure type 2, new, 460 Volts 

250 HP 1782 RPM Westinghouse, Frame 449TPH, TEFC, BB, HS, NRR, 460 Volts (2 available) 

250 HP 1785 RPM General Electric, Frame 6319PZ20, weather protected enclosure type 2, 2300 Volts 

250 HP 1789 RPM Reliance, Frame 5010D, TEFC-XT, VSS, vertical solid shaft, surplus, 4160 Volts 

250 HP 1790 RPM General Electric, Frame L509TP24, TEFC, hi-thrust, 1.15,2300/4160 Volts 

250 HP 1800 RPM General Electric, Frame L449VP24, TEFC-SD-EE, VSS, vertical solid shaft hi-thrust ... 
250 HP 1800 RPM General Electric, Frame L5011VP24, VSS, vertical solid shaft, TEFC, new, 2300/4160 ... 
250 HP 1800 RPM Teco, Frame 447VP, weather protected enclosure type 1, New, 460 Volts 

250 HP 3565 RPM U.S. Motors, Frame 5008P, TEFC, explosion proof, high thrust, 2300/4160 Volts 

250 HP 3600 RPM General Electric, Frame B5011VP20, VSS, vertical solid shaft, TEFC-SD, new, 2300/4000 ... 
250 HP 3600 RPM General Electric, Frame L449VP20, TEFC-SD-EE, VSS, vertical solid shaft, ХНТ, new ... 
250 HP 3600 RPM U.S. Motors, Frame 449VP, JVC4, VSS, vertical solid shaft, new, 460 Volts 

300 HP 585 RPM General Electric, Fr. 8337P36, weather prot. encl. type 1, VHS, vert.hollow shaft ... 

300 НР 880 RPM U.S. Motors, Frame 5809ph-30", weather protected enclosure type 1, VHS, vertical ... 

300 HP 885 RPM U.S. Motors, Frame 5808P, type HV, V55, 460 Volts 

300 HP 887 RPM U.S. Motors, Frame 5808P, high thrust, weather protected enclosure type 1, 460 Volts ... 
300 HP 890 RPM U.S. Motors, Fr.5012PH, weather prot. enc. type 1, high thrust, NRR, 460 V. 

300 HP 900 RPM General Electric, Frame L5013VP24, TEFC, 4160 V.(2 available) 

300 HP 1180 RPM Siemens / Allis Chalmers, Frame 507UP, weather protected enclosure type 2, HT, 1.15 ... 
300 HP 1200 RPM Teco, Frame 449VP, weather protected enclosure type 1, New, 460 Volts 

300 HP 1200 RPM U.S. Motors, Frame 5807P, VSS, vertical solid shaft, TEFC, 2300 Volts (2 available) 

300 HP 1770 RPM General Electric, Frame 6319P20, HT, weather protected enclosure type 1, 2300/4160 ... 
300 HP 1775 RPM Westinghouse, Frame 447TPH, WPIBB, 460 Volts 

300 HP 1780 RPM Louis Allis, Frame 507UPYO, VHS, vertical hollow shaft, rebuilt, 4160 Volts 

300 HP 1785 RPM General Electric, Frame B509TP20, TEFC BB, 4160 Volts, New Surplus 

300 HP 1785 RPM General Electric, Frame B509TP20, TEFC BB, 4160 Volts, New Surplus 

300 HP 1785 RPM General Electric, Frame L509TP20, HT, TEFC, 1.15 service factor, 2300/4160 Volts (2 ... 
300 HP 1800 RPM General Electric, Frame 6328, VHS, vertical hollow shaft, EHT 300% weather protected ... 
300 HP 1800 RPM General Electric, Frame L5011VP24, VSS, vertical solid shaft, TEFC, new, 2300/4160 V. 
300 HP 1800 RPM Teco, Frame 447VP, weather protected enclosure type 1, New, 460 Volts 

300 HP 1800 RPM U.S. Motors, Frame 447TPA, weather protected enclosure type 1, 460 Volts 

300 HP 1800 RPM U.S. Motors, Frame 449TP, TEFC, VHS, vertical hollow shaft, NRR, prem.eff., new ... 
300 HP 1800 RPM U.S. Motors, Frame 5807PH, TEFC, HT, 2300/4160 Volts 

300 HP 3560 RPM Westinghouse, Frame 5809P24, TEFC, 2300/4160 Volts 

300 HP 3575 RPM General Electric G.E. Frame L5011VP20, TEFC, oil lube, 4000 Volts 

300 HP 3600 RPM General Electric, Frame B5011VP20, VSS, vertical solid shaft, HT, TEFC-SD, new ... 

335 HP 3600 RPM Frame 355L1, TEFC, solid, 480 Volts 

350 HP 508 RPM U.S. Motors, Frame 6808P, weather protected enclosure type 1, HT, 1.15 service factor ... 
350 HP 705 RPM General Electric, Fr. 8338P30, high thrust, weather protected enclosure type 1, 460 V. 
350 HP 710 RPM U.S. Motors, Frame 5012PA, high thrust, weather protected enclosure type 1, 460 V. 

350 HP 887 RPM U.S. Motors, Frame 5808P, high thrust, weather protected enclosure type 1, 460 V. 

350 HP 890 RPM U.S. Motors, Fr. 5012PH, weather protected enclosure type 1, high thrust, NRR, 460 V. 
350 HP 1180 RPM Siemens / Allis Chalmers, Frame 507UP, weather protected enclosure type 2, HT ... 

350 HP 1180 RPM Siemens-Allis, Frame 509UP, VSS, vertical solid shaft, weather protected enclosure ... 
350 HP 1185 RPM General Electric, Frame L509TP24, high thrust, weather protected enclosure type 1,460 ... 
350 HP 1190 RPM General Electric, Frame L5011TP24, ODP/WPII, 4000 Volts (2 available) 

350 HP 1190 RPM General Electric, Frame L5013VP24, TEFC, VHS, vertical hollow shaft, 2300/4000 Volts 
350 HP 1200 RPM Siemens-Allis, Frame 507UP, weather protected enclosure type 2, VSS, vertical solid ... 
350 HP 1775 RPM General Electric, Frame 6317P20, WPIBB, 460 Volts 

350 HP 1800 RPM General Electric, Frame L5013VP24, VSS, vertical solid shaft, TEFC, new, 2300/4160 ... 
350 HP 1800 RPM General Electric, Fr.L509TP24, VHS, vert. hollow shaft, weather prot. enclos. type 1... 
350 HP 1800 RPM Teco, Frame 447VP, weather protected enclosure type 1, New, 460 Volts 

350 HP 3550 RPM Teco, Frame 447TSD, weather protected enclosure type 1 BB, VSS, vertical solid shaft ... 
350 HP 3565 RPM U.S. Motors, Frame 5007PH, WP1, 1.15 service factor, 460 V.(4 available) 

350 HP 3600 RPM General Electric, Frame B5011VP24, VSS, vertical solid shaft, hi-thrust, TEFC-SD ... 
400 HP 300 RPM General Electric, Frame 8558P55, weather protected enclosure type 2, VSS, vertical ... 
400 HP 705 RPM General Electric, Frame 6337P30, weather protected enclosure type 1, oil lube ball ... 
400 HP 705 RPM General Electric, Frame 6337P30, weather protected enclosure type 1,1.15 service ... 

400 HP 705 RPM General Electric, Frame 8338P30, high thrust, weather protected enclosure type 1,460 ... 
400 HP 710 RPM U.S. Motors, Frame 5012PA, high thrust, weather protected enclosure type 1, 460 V.(2 ... 
400 HP 885 RPM General Electric, Frame L5011VP30, 1,1.15, oil lube RTDs, 460 Volts (2 available) 

400 HP 1185 RPM General Electric, Frame L509TP24, high thrust, weather protected enclosure type 1 ... 
400 HP 1185 RPM Teco Westinghouse, Frame 5009P, VHS, vertical hollow shaft, weather protected ... 

400 HP 1189 RPM Westinghouse, Frame 5810P24, TEFC, VSS/VHS, 2300/4160 Volts (5 available) 

400 HP 1200 RPM General Electric, Frame B5011VP24, TEFC-SD, EHT, NRR, VSS, vertical solid shaft ... 
400 HP 1200 RPM Teco, Frame 5806VP, weather protected enclosure type 1, New, 460 Volts 

400 HP 1200 RPM U.S. Motors, Frame 5808P, weather protected enclosure type 1, hi-thrust, type ... 

400 HP 1200 RPM U.S. Motors, Frame 587P, WPIBB, VHS, vertical hollow shaft, with NRR, 460 Volts 

400 HP 1200 RPM Westinghouse, Frame 5810P24, TEFC BB, 4000 Volts 

400 HP 1770 RPM Allis-Chalmers, Frame 30JS8, Drip-Proof Ball Bearing, 4160 Volts 

400 HP 1770 RPM Teco Westinghouse, Frame 449TP, weather protected enclosure type 1, VHS, vertical ... 
400 HP 1770 RPM U.S. Motors, Frame 5008PH, ODP, 460 Volts 

400 HP 1775 RPM General Electric, Frame 6326P24, ODP, 4000 Volts 

400 НР 1780 RPM General Electric, Frame L509TP24, VSS, vertical solid shaft, NRR HT 1.15 service ... 
400 HP 1780 RPM Siemens-Allis, Frame 507UP, weather protected enclosure type 2, 4000 Volts 

400 HP 1780 RPM U.S. Motors, Frame 447TPA, weather protected enclosure type 1, VHS, vertical hollow ... 
400 HP 1785 RPM General Electric, Frame L5013VP24, TEFC, surplus, 4000 Volts 

400 HP 1785 RPM U.S. Motors, Frame 5008VP, VSS, vertical solid shaft, high thrust, weather protected ... 
400 HP 1787 RPM U.S. Motors, Frame 5808PH, TEFC, HT, 1.15 service factor, 2300/4160 Volts 

400 HP 1800 RPM General Electric, Frame L5013VP24, VSS, vertical solid shaft, TEFC, new, 2300/4160 ... 
400 HP 1800 RPM Teco, Frame 447VP, weather protected enclosure type 1, New, 460 Volts 

400 HP 1800 RPM U.S. Motors, Frame 5807PH, TEFC, VSS, vertical solid shaft, 2300 Volts (2 available) 
400 HP 3575 RPM U.S. Motors, Frame 5809VP, TEFC, VSS, vertical solid shaft, inv duty, EHT, 4160V. 

400 HP 3580 RPM Siemens, Frame 509, TEFC, high thrust, new surplus, 4160 Volts 

400 HP 3600 RPM General Electric, Frame B5011VP24, VSS, vertical solid shaft, hi-thrust, TEFC-SD ... 
450 HP 890 RPM Baldor-Reliance, Frame 5810P, TEFC, new surp, 2300/4160 V.(2 available) 

450 HP 1180 RPM U.S. Motors, Frame 5012VPH, 300% ЕНТ, weather protected enclosure type 1,1.15 service ... 
450 НР 1190 RPM General Electric, Frame L5011TP30, TEFC, hi-thrust, 1.15 service factor, 460 V.(8 ... 

450 HP 1200 RPM Teco, Frame 5806VP, weather protected enclosure type 1, New, 460 Volts 

450 HP 1785 RPM U.S. Motors, Frame 5008VP, VSS, vertical solid shaft, high thrust, weather protected ... 
450 HP 1790 RPM U.S. Motors, Frame 5807PH-24, VHS, vertical hollow shaft, NRR, TEFC BB, 460 V.AC (2... 
450 HP 1800 RPM Reliance, Frame 5810P, TEFC, VSS, vertical solid shaft, new, 2300 Volts 
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505-327-9442 
520-349-0187 
918-486-2660 
919-556-3229 
918-752-0309 
520-349-0187 
918-752-0309 
800-877-7520 
919-562-8122 
803-833-4183 
918-486-2660 
800-877-7520 
800-877-7520 
713-928-2615 
919-562-8122 
919-556-3229 
856-627-3535 
918-752-0309 
918-752-0309 
919-556-3229 
918-752-0309 
803-833-4183 
800-637-7042 
918-752-0309 
419-691-2888 
520-349-0187 
419-691-2888 
419-691-2888 
918-752-0309 
520-349-0187 
919-562-8122 
803-833-4183 
661-327-4271 
844-606-3336 
918-752-0309 
918-486-2660 
918-486-2660 
800-877-7520 
205-612-3051 
918-752-0309 
918-752-0309 
918-752-0309 
918-752-0309 
918-752-0309 
918-752-0309 
225-572-2210 
918-752-0309 
919-556-3229 
919-562-8122 
225-572-2210 
419-691-2888 
919-562-8122 
919-562-8122 
803-833-4183 
419-865-4001 
918-486-2660 
800-877-7520 
919-562-8122 
918-629-6045 
918-752-0309 
918-752-0309 
918-752-0309 
520-349-0187 
918-752-0309 
318-469-5059 
918-486-2660 
800-877-7520 
803-833-4183 
225-235-5611 
419-865-4001 
419-691-2888 
419-691-2888 
620-654-7077 
918-752-0309 
918-752-0309 
520-349-0187 
800-637-7042 
520-349-0187 
918-486-2660 
918-752-0309 
918-752-0309 
919-562-8122 
803-833-4183 
800-637-7042 
918-486-2660 
918-486-2660 
800-877-7520 
918-486-2660 
918-752-0309 
918-752-0309 
803-833-4183 
918-752-0309 
419-865-4001 
713-928-2615 


December 2023 


DEALER 

Lane Electric Inc. 

L & J Investments 
Salyer Motors Inc 
Electric Motor Shop 
Pump & Motor Works 
L & J Investments 
Pump & Motor Works 
NEMSCO 

East Coast Electric 
ESR Motor Systems 
Salyer Motors Inc 
NEMSCO 

NEMSCO 

Houston Armature 
East Coast Electric 
Electric Motor Shop 
Willier Electric 

Pump & Motor Works 
Pump & Motor Works 
Electric Motor Shop 
Pump & Motor Works 
ESR Motor Systems 
Charlie Steele 

Pump & Motor Works 
Romanoff Industries 
L & J Investments 
Romanoff Industries 
Romanoff Industries 
Pump & Motor Works 
L & J Investments 
East Coast Electric 
ESR Motor Systems 
Electric Mtr Works 
Dykman Electrical 
Pump & Motor Works 
Salyer Motors Inc 
Salyer Motors Inc 
NEMSCO 

Bailey Surplus 

Pump & Motor Works 
Pump & Motor Works 
Pump & Motor Works 
Pump & Motor Works 
Pump & Motor Works 
Pump & Motor Works 
Evans Enterprises 
Pump & Motor Works 
Electric Motor Shop 
East Coast Electric 
Evans Enterprises 
Romanoff Industries 
East Coast Electric 
East Coast Electric 
ESR Motor Systems 
Doug Beat Co The 
Salyer Motors Inc 
NEMSCO 

East Coast Electric 
Vert. Turbine Pumps 
Pump & Motor Works 
Pump & Motor Works 
Pump & Motor Works 
L & J Investments 
Pump & Motor Works 
Wrangler Industrial 
Salyer Motors Inc 
NEMSCO 

ESR Motor Systems 
Ace Armature Works 
Doug Beat Co The 
Romanoff Industries 
Romanoff Industries 
Mid Kansas Winding 
Pump & Motor Works 
Pump & Motor Works 
L & J Investments 
Charlie Steele 

L & J Investments 
Salyer Motors Inc 
Pump & Motor Works 
Pump & Motor Works 
East Coast Electric 
ESR Motor Systems 
Charlie Steele 

Salyer Motors Inc 
Salyer Motors Inc 
NEMSCO 

Salyer Motors Inc 
Pump & Motor Works 
Pump & Motor Works 
ESR Motor Systems 
Pump & Motor Works 
Doug Beat Co The 
Houston Armature 


SR ID 
073655 
448872 
819381 
687709 
372280 
783823 
100801 
930200 
936651 
472592 
275748 
260170 
915574 
522880 
122807 
450639 
829003 
096304 
166636 
821785 
440786 
472593 
172308 
302018 
471175 
888059 
456639 
456650 
392160 
289757 
936652 
472591 
038188 
946392 
392162 
750976 
318778 
260169 
096780 
390713 
096306 
096308 
096305 
166637 
440785 
082725 
242785 
857381 
122806 
082801 
456673 
936653 
032389 
476431 
622394 
753083 
146290 
979047 
165580 
172372 
096307 
096309 
860029 
242786 
386678 
586425 
476976 
476434 
424635 
248927 
359878 
456622 
476140 
372279 
372274 
289756 
972138 
446048 
072707 
173100 
392161 
936654 
476432 
073259 
119215 
178461 
146291 
847361 
302016 
144724 
476433 
173101 
727647 
657000 
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December 2023 


VERTICAL PUMP MOTORS - (1,309 listings on our website!) 

450 HP 3575 RPM U.S. Motors, Frame 5811P, TEFC, VSS, vertical solid shaft, Inverter Duty, EHT, 4160V. 
500 HP 1180 RPM U.S. Motors, Fr. 5012VPH, 300% EHT, weather prot. encl. type 1, 2300/4160 V. 

500 HP 1183 RPM General Electric, Frame 8337P36, weather protected enclosure type 1, EHT, new ... 

500 HP 1185 RPM Teco West, Frame 400A, VSS, vertical solid shaft, EHT, weather protected enclosure ... 
500 HP 1200 RPM Teco, Frame 5806VP, weather protected enclosure type 1, New, 460 Volts 

500 HP 1200 RPM Teco, Frame 5808P, weather protected enclosure type 1, VHS, vertical hollow shaft ... 
500 HP 1200 RPM Westinghouse, Frame 5010-VP24, VSS, vertical solid shaft, weather protected enclosure ... 
500 HP 1765 RPM Eaton Dynamic, Frame 5009P, weather protected enclosure type 1, 460 Volts 

500 HP 1775 RPM General Electric, Frame 6328P24, weather protected enclosure type 1, 1.15 service ... 

500 HP 1780 RPM U.S. Motors, Frame 5008PH, WPIBB, 460 Volts 

500 HP 1785 RPM General Electric, Frame L509VP24, weather protected enclosure type 2, hi-thrust, 4000 ... 
500 HP 1785 RPM U.S. Motors, Frame 5811PH24, TEFC, VSS, vertical solid shaft, high thrust, 4160 Volts 
500 HP 1800 RPM General Electric, Frame L509TP24, weather protected enclosure type 1, VHS, vertical ... 
500 HP 1800 RPM Teco, Frame 5009VP, weather protected enclosure type 1, VSS, vertical solid shaft ... 

600 HP 600 RPM Westinghouse, Frame V8009S58, solid shaft, weather protected enclosure type 2, BB ... 
600 HP 900 RPM Frame 3023-8-40", solid shaft 

600 HP 1183 RPM General Electric, Frame 8337P36, weather protected enclosure type 2, EHT, new ... 

600 HP 1186 RPM U.S. Motors /West, fr.58010PH-24/5809P-30, VSS, vertical solid shaft, weather ... 

600 HP 1775 RPM General Electric, Frame 6328P24, weather protected enclosure type 1, HT, 2300/4000 ... 
600 HP 1775 RPM General Electric, Frame 6336P30, ODP, 4000 Volts 

600 HP 1800 RPM Teco, Frame 5808VP, weather protected enclosure type 1, VSS, vertical solid shaft ... 

600 HP 1800 RPM U.S. Motors, Frame 5811P, TEFC, VSS, vertical solid shaft, 1.1551, NRR, new ... 

600 HP 3572 RPM U.S. Motors, Frame 5810PH, weather protected enclosure type 2, 2300/4160 Volts (3... 
600 HP 3575 RPM General Electric, Frame L5011VP24, weather protected enclosure type 2, VSS, vertical ... 
700 НР 885 RPM General Electric, Frame 6347P42, weather protected enclosure type 1, ЕНТ 300% ... 

700 HP 1175 RPM General Electric, Frame 6347, weather protected enclosure type 1, 4000 Volts 

700 HP 1185 RPM Westinghouse, Frame 5809P30, weather protected enclosure type 1, 2300/4160 Volts 

700 HP 1775 RPM U.S. Motors, Frame 5012VP, 1.15 service factor, EHT, weather proof I, 2300/4000 Volts 
700 HP 1775 RPM U.S. Motors, Frame 5809PH, weather protected enclosure type 1, VSS, vertical solid... 
700 HP 1800 RPM U.S. Motors, Frame 5809PH, weather protected enclosure type 2,175%EHT, VHS, vertical ... 
700 HP 3575 RPM General Electric, Frame L5011VP24, weather protected enclosure type 2, VSS, vertical ... 
800 HP 885 RPM General Electric, Frame 6347P42, weather protected enclosure type 1, EHT 300% ... 

800 HP 1785 RPM Teco Westinghouse, Frame 5810P, weather protected enclosure type 1, ЕНТ, new, 460... 
800 HP 1790 RPM Siemens, Frame 5810, TEFC, HT, 2300/4000 Volts 

800 HP 1790 RPM Siemens, Frame 5810, TEFC, VSS, vertical solid shaft, 2300/4000 Volts (2 available) 

800 HP 1800 RPM Teco, Frame 5810P30/24.5, weather protected enclosure type 1, VSS/VHS, new, 2300/4000 ... 
800 HP 3575 RPM General Electric, Fr.L5011VP24, 1.15 serv. factor, weather prot. encl. type 2, HT ... 

800 HP 3600 RPM General Electric, Fr.L5011VP24, VSS, vert. solid shaft, weather prot. encl. type 2 ... 

900 HP 885 RPM General Electric, Fr.6347P42, weather prot. encl.type 1, ЕНТ 300%, 2300/4160V. 

900 HP 1190 RPM General Electric, Frame 8446P42, weather protected enclosure type 2, surplus ... 

900 HP 1800 RPM Teco, Frame 5810P30/24.5, weather protected enclosure type 1, VSS/VHS, new, 2300/4000 ... 
900 HP 3575 RPM General Electric, Fr. L5011VP24, weather prot. enclos.type 2, HT, new, 2300/4160V. 

900 HP 3575 RPM U.S. Electrical, Fr.5012VP, weatherproof enclouse type 2, VSS, Invertor Duty, new ... 
1000 HP 1185 RPM General Electric, Frame 8446P42, weather protected enclosure type 2, 2300/4000 ... 
1000 HP 1786 RPM Frame 8446P42, ЕНТ, weather protected enclosure type 2,1.15 service factor, new ... 
1000 HP 1800 RPM Teco, Frame 5810P30/24.5, weather protected enclosure type 1, VSS/VHS, new ... 

1250 HP 1183 RPM Westinghouse, Frame CF-33, weather protected enclosure type 1, 4000 Volts 

1250 HP 1785 RPM U.S. Motors, Frame 6808P, VSS, vertical solid shaft, 4160 Volts 

1250 HP 1785 RPM Westinghouse, Fr.6808P36, VSS, vert. solid shaft, ЕНТ, weather prot.encl.type 2... 

1500 HP 890 RPM General Electric, Frame 8558P55, weather protected enclosure type 2, Rebuilt ... 

1500 HP 1785 RPM U.S. Motors, Frame 6810PA, weather protected enclosure type 2, 4000 Volts 

1500 HP 1800 RPM U.S. Motors, Frame 6810PA, weather protected enclosure type 1, VHS, vertical hollow ... 
1600 HP 900 RPM Hyundai, Frame 500, weather protected enclosure type 2, sleeve, new surplus, 4000 ... 
1600 HP 900 RPM Hyundai, Frame 500, weather protected enclosure type 2, 4000 Volts (2 available) 

1750 HP 277 CGE, Frame 6000, ODP, horizontal, 4000 Volts RPM 

1750 HP 1783 RPM Siemens, Fr. 5812, weather protected encl. type 2, VSS, vert. shaft, new unused ... 

1750 HP 1800 RPM General Electric, Frame 6347P42, weather protected enclosure type 1, VSS, vertical ... 
2000 HP 297 RPM Teco-Westinghouse Westinghouse, Frame 6209, VSS, vertical solid shaft, weather proof ... 
2000 HP 720 RPM Teco, Frame 630C, TEAAC, 4000 Volts 

2500 HP 297 RPM Teco-Westinghouse Westinghouse, Frame 6209, VSS, vertical solid shaft, weather ... 
3000 HP 1780 RPM General Electric, Frame 6357P55, weather protected enclosure type 2, unused surplus ... 
3855 HP 720 RPM Converteam, 2875 kW, TEWAC motors, 620 Volts (7 available) 


Motors, DC 


10 HP 1150 RPM Baldor RPM III DC motor, TENV, 


DC Motors, s 
115-225 Volts Сб AXA. Eten 


Seller: Southern Combustion 
> FL 
Search DC 115 on SurplusRecord.com to view š ^ = 3 Tel: 813-389-5919 


GER: SR ID: 417488 
all 100 listings. Price: $12,000 


DC MOTORS ELECTRICAL, 115-225 VOLTS - ( 100 listings on our website!) 

.5 HP 1800 RPM Scott motor, TENV, 24 VA (6 available) 

1 HP 1750 RPM Morse Baldor, Frame 184C, TEFC, 180VA, 200 VF 

1 HP 1800 RPM General Electric, Frame 182ACY, TENV, 180 VA, 200 VF 

1.5 HP 1750 RPM Dodge, Frame 184, TEFC, 180VA, 200VF 

1.5 HP 1800 RPM General Electric, Frame 186ATC, TENV, 180 VA, 200 VF 

1.5 HP 1800 RPM U.S. Motors, Frame 184C, TEFC, 180 VA 

1.5 HP 1800/2000 RPM General Electric, Frame 148ATC, TEFC, rebuilt, 180 VA, 100/200 VF 
2 HP 1750 RPM Baldor CDP3585, Frame 145TC, DC motor, new surplus, 180 VA 

2 HP 1750/1950 RPM Reliance, Frame DC0189ATCZ, mdl.01KH593533-UW, 240VA, 150VF 
2 HP 1800 RPM Baldor, Frame 184C, TEFC, 180 VA, 100/200 VF 

2 HP 1800 RPM Reliance, Frame 189ATCY, TENV, rebuilt, 180VA, 100/200VF 

2 HP 1800 RPM Reliance, Frame 189ATY, TENV, 180 VA, 200 VF 

3 HP 1750 RPM Baldor, Frame 215C, TEFC, Jbox, 200 VA, 100 VF 

3 HP 1750 RPM Reliance, Frame 1810ATC, TENV, 180 VA, 100/200 VF 

3 HP 1750 RPM Reliance, Frame C1812ATCZ, TENV, foot mount, 180VA, 200VF 

3 HP 1750 RPM Reliance, Frame DB1811ATCZ, TENV, 180 VA, 100/200 VF 


162 ELECTRICAL & POWER EQUIPMENT 
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2 HP 1800 RPM Reliance, Frame 189ATCY, 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


918-486-2660 
918-752-0309 
918-752-0309 
918-752-0309 
803-833-4183 
803-833-4183 
205-612-3051 
918-752-0309 
918-752-0309 
419-691-2888 
918-486-2660 
919-556-3229 
844-606-3336 
770-532-4411 
919-562-8122 
919-556-3229 
918-752-0309 
419-865-4001 
918-752-0309 
918-752-0309 
770-532-4411 
520-887-4816 
918-486-2660 
918-752-0309 
918-752-0309 
918-752-0309 
800-432-2645 
918-752-0309 
918-486-2660 
225-235-5611 
918-752-0309 
918-752-0309 
318-469-5059 
918-752-0309 
919-562-8122 
803-833-4183 
918-752-0309 
919-562-8122 
918-752-0309 
918-486-2660 
803-833-4183 
918-752-0309 
918-486-2660 
918-486-2660 
918-752-0309 
803-833-4183 
918-752-0309 
208-734-6558 
918-752-0309 
800-432-2645 
918-486-2660 
800-990-7374 
205-612-3051 
205-612-3051 
918-752-0309 
919-562-8122 
800-990-7374 
918-752-0309 
205-612-3051 
918-752-0309 
918-486-2660 
281-487-9300 


DEALER 

Salyer Motors Inc 
Pump & Motor Works 
Pump & Motor Works 
Pump & Motor Works 
ESR Motor Systems 
ESR Motor Systems 
Bailey Surplus 

Pump & Motor Works 
Pump & Motor Works 
Romanoff Industries 
Salyer Motors Inc 
Electric Motor Shop 
Dykman Electrical 
Gainesville Ind. 

East Coast Electric 
Electric Motor Shop 
Pump & Motor Works 
Doug Beat Co The 
Pump & Motor Works 
Pump & Motor Works 
Gainesville Ind. 
Laron Inc. 

Salyer Motors Inc 
Pump & Motor Works 
Pump & Motor Works 
Pump & Motor Works 
HECO Inc. 

Pump & Motor Works 
Salyer Motors Inc 
Ace Armature Works 
Pump & Motor Works 
Pump & Motor Works 
Wrangler Industrial 
Pump & Motor Works 
East Coast Electric 
ESR Motor Systems 
Pump & Motor Works 
East Coast Electric 
Pump & Motor Works 
Salyer Motors Inc 
ESR Motor Systems 
Pump & Motor Works 
Salyer Motors Inc 
Salyer Motors Inc 
Pump & Motor Works 
ESR Motor Systems 
Pump & Motor Works 
Industrial Electric 
Pump & Motor Works 
HECO Inc. 

Salyer Motors Inc 
Rogers Eqpt Sales 
Bailey Surplus 

Bailey Surplus 

Pump & Motor Works 
East Coast Electric 
Rogers Eqpt Sales 
Pump & Motor Works 
Bailey Surplus 

Pump & Motor Works 
Salyer Motors Inc 
GlobalTech Motor 


TENV, 180 VA, 100/200 VF 
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CT 
SC 
CT 
SC 
SC 
SC 
KY 
IN 
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sc 
sc 
MO 
sc 
sc 
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800-256-2442 
203-753-5103 
843-374-5469 
203-753-5103 
843-374-5469 
843-374-5469 
843-374-5469 
270-678-1337 
574-256-1000 
843-374-5469 
843-374-5469 
843-374-5469 
816-676-0647 
864-226-2893 
864-226-2893 
864-226-2893 


Mfr: Reliance 
Model:189ATCY 


Seller: Lexington Elec Mtr 
Lexington, NC 


Tel: 336-248-2377 
SR ID: 877271 
Price: Call for Price 


DEALER 

Motors & Controls 
Traver IDC 

Lake City Elec Mtr 
Traver IDC 

Lake City Elec Mtr 
Lake City Elec Mtr 
Lake City Elec Mtr 
Brooks Motor & Elec 
Precision Electric 
Lake City Elec Mtr 
Lake City Elec Mtr 
Lake City Elec Mtr 
R/S Electric Motor 
Ind Motor Service 
Ind Motor Service 
Ind Motor Service 


SR ID 
119214 
302017 
263194 
123941 
476435 
430904 
110794 
372278 
423637 
480933 
266424 
016259 
030201 
464095 
073809 
657105 
263195 
727648 
423638 
372273 
465366 
427006 
572822 
096517 
100802 
372271 
300997 
385357 
158306 
336217 
096516 
100803 
439478 
307171 
322076 
473659 
292433 
132054 
100804 
964955 
473660 
292434 
119213 
469315 
178661 
473661 
372270 
473574 
123940 
418417 
365678 
280360 
096639 
096781 
471844 
979048 
280367 
464974 
096782 
466581 
521584 
431575 


SR ID 
080380 
749496 
182371 
749497 
182372 
237659 
157673 
461286 
776975 
157674 
157675 
182373 
019382 
103429 
103427 
103428 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! December 2023 


DC MOTORS ELECTRICAL, 115-225 VOLTS - ( 700 listings on our website!) DEALER SR ID 
3 HP 1750/2050 RPM General Electric, Frame CD219ATC, TENV, 180VA, 200VF NY 716-809-1234 Volland Electric 135831 


CANT FIND THE MOTOR YOU NEED IN THIS MAGAZINE? SCAN THE QR CODE TO FIND IT! 


S Surplus 


Record 


Bringing BUYERS and SELLERS Together Since 1924 


3 HP 1800 RPM A.o. Smith, Frame 187ATC, ODP, 180 VA, 200 VF SC 843-374-5469 Lake City Elec Mtr 157679 
3 HP 1800 RPM Reliance, Frame 1610AT, DPFG-FV, 180 VA, 100 VF SC 843-374-5469 Lake City Elec Mtr 157676 
3 HP 2500/2750 RPM General Electric, Frame DCL186ATC, 5cd144va010b004,180VA, 100/200VF IN — 574-256-1000 Precision Electric 776977 
5 HP 1150 RPM U.S. Motors, Frame 219AT, DP, foot mount, 180 VA, 200 VF SC 864-226-2893 Ind Motor Service 103419 
5 HP 1150/1550 RPM Reliance, Frame 254A, R & G, open, 120 VA, 240 VF (2 available) NJ 856-627-3535 Willier Electric 557953 
5 HP 1750 RPM Contraves, Frame 2110AT, TENV, 180 VA, 200 VF (2 available) IL ` 630-628-8080 Addison Elec. 838090 
5 HP 1750 RPM Reliance, Frame 2112ATCZ, TENV, foot mount, 180 VA, 200 VF SC 864-226-2893 Ind Motor Service 103421 
5 HP 1750 RPM Reliance, Frame B1811ATCZ, T18R1319C, 180 VA, 200 VF SC 864-224-6623 Elec. Mtrs & Drives 271085 
5 HP 1750 RPM Reliance, Frame B2112ATCZ, TENV, T21R1311B, 180 VA, 100/200 VF SC 864-224-6623 Elec. Mtrs & Drives 271087 
5 HP 1800/2000 RPM General Electric, Frame 259AT, TENV, 180 VA, 100/200 VF SC 843-374-5469 Lake City Elec Mtr 182375 
7.5 HP 1750/2300 RPM Reliance, Frame CI8IIATZ, DP w/blower, 150/300 VF OH 800-248-4479 Row Electrical Eqpt 450481 
20 HP 3600 RPM General Electric, Frame 287ATC, TEFC BB, 220 VA, 220 VF OH 419-691-2888 Romanoff Industries 403889 
21.5 HP 100 RPM Westinghouse, Frame XBJ4020A, DPFV, 66 VF MI 800-432-2645 HECO Inc. 300994 
25 HP 3600 RPM Reliance, Frame 2512ATZ, ODG, 120 VA, 120 VF SC 843-374-5469 Lake City Elec Mtr 182370 
30 HP 1800 RPM General Electric, Frame 328ATD, Drip-Proof Ball Bearing, 125 VA, 120 VF OH 419-691-2888 Romanoff Industries 403971 
250 HP 1750 RPM Reliance, DC motor, Frame 503AT, 550 Volts OH 419-841-3586 D & H Machinery Inc 413696 
LG . 7 HP 650 RPM General Electric, Frame 288AT, 15 HP 1050/4250 RPM General Electric, Frame 
DC Motors, GE DPFVBB, 240 VA, 300/150 VF, New Surplus 328AT, DPFG-BV, surplus, 240 VA (5... 
230-250 Volts “We Mfr: General Electric У Міт: General Electric 
i оҷ Model:288AT d Model:328AT 
Y Seller: Romanoff Industries Seller: Doug Beat Co The 
Е 2 OH Toledo, OH 
Search DC 230 on SurplusRecord.com to view Tel: 419-691-2888 Tel: 419-865-4001 
ich SR ID: 403967 SR ID: 175124 
all 523 listings. Price: Call for Price LA Price: Call for Price 
DC MOTORS ELECTRICAL, 230-250 VOLTS - (523 listings on our website!) DEALER SR ID 
1/3 HP 1750 RPM Baldor, Frame D2301, DC, 56,3513d, TEFC, f1 ON 905-547-9171 Duke Electric Ltd 474919 
2 HP 160 RPM General Electric, Frame MDT804-AE, TENV, 230VA, 115VF MI — 800-432-2645 HECO Inc. 300864 
2 HP 1800 RPM Reliance, Frame 1811ATZ, TENV, 240 VA, 150 VF SC 843-374-5469 Lake City Elec Mtr 182376 
3 HP 1750/2300 RPM Baldor, Frame C1611ATCZ, DPFG, 240VA, 240VF MI ` 800-432-2645 HECO Inc. 300862 
3 HP 1750/2300 RPM Reliance, Frame C1811ATCZ, 1KS595139P, stab shunt, 240VA, 240VF SC 864-224-6623 Elec. Mtrs & Drives 271084 
3 HP 1800/2300 RPM General Electric, Frame 186ATCY, TENV, new, 240 VA, 150/300 VF SC 843-374-5469 Lake City Elec Mtr 157683 
5 HP 500/3000 RPM Reliance, Frame 324AT, winder duty, TENV, 240 VA, 240 VF (2 available) SC 864-224-6623 Elec. Mtrs & Drives 271094 
5 HP 1750 RPM Reliance, Frame 1811ATZ, DP, 240 VA, 150 VF CT 203-753-5103 Traver IDC 749503 
5 HP 1750/2300 RPM General Electric, Frame CDL186AT, DPFG, 240 VA, 120 VF NC 919-556-3229 Electric Motor Shop 554205 
5 HP 1800 RPM Westinghouse, Frame 284A, TENVBB, 240 VA OH 419-691-2888 Romanoff Industries 403899 
5 HP 2500 RPM Reliance, Frame 215A, ODG, 240 VA SC 843-374-5469 Lake City Elec Mtr 237660 
7 HP 720 RPM General Electric, Frame 366AS, TEFC BB, 240 VA OH 419-691-2888 Romanoff Industries 404251 
7 HP 900 RPM Westinghouse, Frame MC802B, TEFV, 230 VA, 230 VF (2 available) MI — 800-432-2645 HECO Inc. 300856 
7 HP 950/1750 RPM Reliance, Frame C1811ATZ, 240 VA (2 available) WV 304-277-2550 Warco Sales Inc 288124 
7 HP 1800 RPM WER, Frame 327ATCZ, TENVBB, 240 VA, 150 VF OH 419-691-2888 Romanoff Industries 403943 
7 HP 1800/2000 RPM Reliance, Frame 2511ATZ, TENV, 240 VA, 240 VF SC 843-374-5469 Lake City Elec Mtr 182377 
10 HP 400 RPM General Electric, Frame 366AT, DPFVBB, 240 VA, 240/120 VF OH 419-691-2888 Romanoff Industries 404164 
10 HP 500/3000 RPM Reliance, Frame BO327ATZ, DPFV, BB, 240VA, 240VF NC 919-562-8122 East Coast Electric 807685 
10 HP 720 RPM General Electric, Frame 327AT, DPFVBB, 240 VA, 300/150 VF OH 419-691-2888 Romanoff Industries 404140 
10 HP 900 RPM General Electric, Frame 327AY, TEFC BB, 240 VA, 240/120 VF, New Surplus OH 419-691-2888 Romanoff Industries 404041 
10 HP 900 RPM General Electric, Frame MD-802C-AA, TENV, 230VA, 230VF (2 available) MI — 800-432-2645 HECO Inc. 300860 
10 HP 900 RPM General Electric, Frame MD-802C-AE, TENV, 230VA, 230VF MI 800-432-2645 HECO Inc. 300863 
10 HP 900 RPM Reliance, Frame B326AT, TENVBB, 240 VA, 240 VF OH 419-691-2888 Romanoff Industries 403938 
10 HP 1150/3450 RPM Emerson, Frame 2110ATC, DPBV, 240 VA, 20/60 VF (8 available) OH 419-865-4001 Doug Beat Co The 381774 
10 HP 1800 RPM Baldor, Frame 284U, TEFC BB, 240 VA, 150 VF OH 419-691-2888 Romanoff Industries 404209 
10 HP 1800 RPM Reliance, Frame 1812ATZ, 240 VA, 150 VF SC 843-374-5469 Lake City Elec Mtr 182378 
10 HP 1800 RPM Reliance, Frame 286ATDZ, ODP, 240 VA, 240 VF SC 843-374-5469 Lake City Elec Mtr 182379 
10 HP 1800 RPM Reliance, Frame 287AT, Drip-Proof Ball Bearing, 240 VA, 240 VF OH 419-691-2888 Romanoff Industries 403972 
10 HP 1800 RPM Reliance, Frame B2810ATZ, TEFC BB, 240 VA, 150 VF, New Surplus OH 419-691-2888 Romanoff Industries 404244 
10 HP 1800/2000 RPM Reliance, Frame 2511ATZ, DPFG-FV, rebuilt, 240VA, 150VF SC 843-374-5469 Lake City Elec Mtr 157687 
10 HP 1800/2300 RPM Reliance, Frame 1812ATCZ, ODG, 240 VA, 150 VF SC 843-374-5469 Lake City Elec Mtr 182380 
10 HP 1800/2300 RPM Reliance, Frame 2113ATZ, DPFG-FV, rebuilt, 240VA, 150VF SC 843-374-5469 Lake City Elec Mtr 157685 
10 HP 1800/2300 RPM Reliance, Frame 219AT, ODG, 240 VA, 150 VF SC 843-374-5469 Lake City Elec Mtr 182381 
10 HP 1800/2300 RPM Reliance, Frame 219ATC, ODP, 240 VA, 240 VF SC 843-374-5469 Lake City Elec Mtr 182382 
10 HP 1800/2300 RPM Reliance, Frame 2510ATZ, TEFC, 240 VA, 150 VF SC 843-374-5469 Lake City Elec Mtr 182383 
15 HP 400 RPM Reliance, Frame B369ATZ, TEFC BB, 240 VA, 240 VF, New Surplus OH 419-691-2888 Romanoff Industries 403952 
15 HP 500 RPM Reliance, Frame B328ATZ, DPFVBB, 240 VA, 240 VF OH 419-691-2888 Romanoff Industries 404033 
15 HP 500 RPM Reliance, Frame MC2812ATZ, DPFVBB, 240 VA, 240 VF, New Surplus OH 419-691-2888 Romanoff Industries 403989 
15 HP 650 RPM Reliance, Frame MC2512ATZ, Drip-Proof Ball Bearing, 240 VA OH 419-865-4001 Doug Beat Co The 337464 
15 HP 900 RPM General Electric, Frame 327AT, Drip-Proof Ball Bearing, 240 VA, 150 VF OH 419-691-2888 Romanoff Industries 404080 
15 HP 1150/1750 RPM General Electric, Frame 366A, Drip-Proof Ball Bearing, 240 VA OH 419-865-4001 Doug Beat Co The 125009 
15 HP 1200 RPM Reliance, Frame BO327ATZ, TEFC BB, 240 VA, 150 VF OH 419-691-2888 Romanoff Industries 404114 
15 HP 1200 RPM Reliance, Frame BO328ATZ, TEFC BB, 240 VA, 240 VF OH 419-691-2888 Romanoff Industries 403914 
15 HP 1750/2300 RPM Reliance, Frame 2113ATZ & 2112ATZ, DPFV, 240 VA (4 available) OH 419-865-4001 Doug Beat Co The 653350 
15 HP 1800 RPM Reliance, Frame 2810AT, TEAOBB, 240 VA, 150 VF OH 419-691-2888 Romanoff Industries 404196 
15 HP 1800 RPM Westinghouse, Frame 286A, 240 VA SC 843-374-5469 Lake City Elec Mtr 182384 
15 HP 1800/2300 RPM Reliance, Frame 2111ATCZ, ODG, 240 VA, 150 VF SC 843-374-5469 Lake City Elec Mtr 182385 
15 HP 1800/2300 RPM Reliance, Frame 2512ATZ, TEFC, 240 VA, 150 VF SC 843-374-5469 Lake City Elec Mtr 182386 
20 HP 500 RPM Reliance, Frame MC2812ATZ, DPFVBB, 240 VA, 240 VF OH 419-691-2888 Romanoff Industries 404201 
20 HP 850/3400 RPM Emerson, Frame 328AT, Drip-Proof Ball Bearing, 240 VA, 60/120 VF (6 available) OH 419-865-4001 Doug Beat Co The 381778 
20 HP 900 RPM General Electric, Frame 368AT, TEFC BB, 240 VA OH 419-691-2888 Romanoff Industries 404016 
20 HP 1150 RPM General Electric, Frame 288AT, DPBV, 240 VA, 150 VF CT 203-753-5103 Traver IDC 749507 
20/40 HP 1150/3450 RPM Reliance, Frame B2810ATZ, max safe 4500 RPM, 240 VA (10 available) OH 419-865-4001 Doug Beat Co The 516143 
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20 HP 1150/3450 RPM Reliance, Frame MC2113ATZ, DPFG-BV, 240 VA OH 419-865-4001 Doug Beat Co The 175126 
20 HP 1200 RPM Reliance, Frame B328AT, TEFC BB, 240 VA OH 419-691-2888 Romanoff Industries 404193 
20 HP 1200 RPM Reliance, Frame B328ATZ, TEFC BB, 240 VA, 240 VF OH 419-691-2888 Romanoff Industries 404088 
20 HP 1200 RPM Reliance, Frame BO289ATY, DPFVBB, 240 VA, 240 VF OH 419-691-2888 Romanoff Industries 404248 
20 HP 1200 RPM Reliance, Frame BO328ATZ, TEFC BB, 240 VA, 240 VF OH 419-691-2888 Romanoff Industries 404012 
20 HP 1750 RPM Reliance, Frame 259AT, force vent, foot mount, 240VA, 150VF SC 864-226-2893 Ind Motor Service 103403 
20 HP 1750 RPM Reliance, Frame 366A, DP FV, 240 VA, 240 VF NC 919-556-3229 Electric Motor Shop 542167 
20 HP 1750/2100 RPM Reliance, Frame B2810ATZ, DPFG, 240 VA OH 419-865-4001 Doug Beat Co The 653349 
20 HP 1750/2300 RPM General Electric, Frame CD259AT, foot no face, 240VA, 150/300VF SC 864-226-2893 Ind Motor Service 115805 
20 HP 1800 RPM Reliance, Frame 286A, ODP, 240 VA, 240 VF SC 843-374-5469 Lake City Elec Mtr 182387 
20 HP 1800 RPM Reliance, Frame 286AS, Drip-Proof Ball Bearing, 240 VA, 120 VF OH 419-691-2888 Romanoff Industries 404126 
20 HP 1800 RPM Reliance, Frame B2810ATCZ, DPFVBB, 240 VA, 150 VF OH 419-691-2888 Romanoff Industries 404047 
20 HP 1800 RPM Reliance, Frame BO367ATZ, TENVBB, 240 VA, 150 VF OH 419-691-2888 Romanoff Industries 403997 
20 HP 1800 RPM Reliance, Frame MC3212ATZ, TENVBB, 240 VA, 150 VF OH 419-691-2888 Romanoff Industries 403868 
20 HP 1800 RPM Westinghouse, Frame 284A, DPFVBB, 240 VA, 300/150 VF OH 419-691-2888 Romanoff Industries 403974 
20 HP 1800/2000 RPM Reliance, Frame 2810ATZ, ODG-FV, 240 VA SC 843-374-5469 Lake City Elec Mtr 237663 
20 HP 1800/2300 RPM U.S. Motors, Frame 2510AT, ODP, 240 VA SC 843-374-5469 Lake City Elec Mtr 237664 
25 HP 250/1000 RPM Reliance, Frame 651T, Drip-Proof Ball Bearing, 230 VA OH 419-865-4001 Doug Beat Co The 223663 
25 HP 400 RPM Reliance, Frame B3610ATZ, DPFVBB, 240 VA, 240 VF OH 419-691-2888 Romanoff Industries 403904 
25 HP 900 RPM WER, Frame 329AT, DPFVBB, 240 VA, 300/150 VF OH 419-691-2888 Romanoff Industries 404239 
25 HP 1150/2800 RPM General Electric, Frame 327AT, DPFV, 240 VA, 60/120 VF (2 available) OH 419-865-4001 Doug Beat Co The 381776 
25 HP 1200 RPM General Electric, Frame 288AT, DPFVBB, 240 VA, 120 VF OH 419-691-2888 Romanoff Industries 404266 
25 HP 1200 RPM Reliance, Frame B327ATZ, DPFVBB, 240 VA, 240 VF OH 419-691-2888 Romanoff Industries 404050 
25 HP 1200 RPM Reliance, Frame LC3212ATZ, TEFC BB, 240 VA, 240 VF, New Surplus OH 419-691-2888 Romanoff Industries 404036 
25 HP 1750 RPM Baldor, Frame 257AT, DPFG, 240 VA NJ 888-648-3855 Bender-Chiswick 068382 
25 HP 1750 RPM Baldor, Frame 259ATC, DPBV, 240 VA, 150 VF IL 630-628-8080 Addison Elec. 838097 
25 HP 1750 RPM General Electric, Frame CD287AT, electrically OK, rebuilt, 240 VA OH 513-863-4474 Professional Motor 144360 
25 HP 1750/2100 RPM Reliance, Frame 288A, 240/240VDC with tach 100v/1000 (3 available) SC 864-224-6623 Elec. Mtrs & Drives 316831 
25 HP 1750/2300 RPM Reliance, Frame B327ATZ, 240 VA, 180 VF GA 706-549-6556 Electric Motors Co 113711 
25 HP 1800 RPM Reliance, Frame 286AT, DPFVBB, 240 VA, 90 VF OH 419-691-2888 Romanoff Industries 404026 
25 HP 1800 RPM Reliance, Frame 289ATC, Drip-Proof Ball Bearing, 240 VA, 240 VF OH 419-691-2888 Romanoff Industries 403884 
25 HP 1800 RPM Reliance, Frame MC2812ATCZ, TEAOBB, 240 VA, 150 VF OH 419-691-2888 Romanoff Industries 404263 
30 HP 300/900 RPM Westinghouse, Frame 584A, Drip-Proof Ball Bearing, 240 VA OH 419-865-4001 Doug Beat Co The 501384 
30 HP 650 RPM General Electric, Frame 2811AT, DPFVBB, 240 VA, 300/150 VF OH 419-691-2888 Romanoff Industries 404038 
30 HP 850/2300 RPM Bull, Frame S2811ATZ, DPBV, surplus, 240 VA OH 419-865-4001 Doug Beat Co The 225686 
30 HP 900 RPM Powertron, Frame 366AT, DPFVBB, 240 VA, 300/150 VF OH 419-691-2888 Romanoff Industries 403880 
30 HP 1150 RPM Reliance, Frame B326ATZ, Drip-Proof Ball Bearing, 240 VA IL 630-469-7510 Dreisilker Electric 324509 
30 HP 1200 RPM General Electric, Frame 365AT, TENVBB, 240 VA, 120 VF OH 419-691-2888 Romanoff Industries 404100 
30 HP 1200 RPM Reliance, Frame B2810ATZ, DPFVBB, 240 VA, 240 VF OH 419-691-2888 Romanoff Industries 404191 
30 HP 1750 RPM Baldor, Frame 288AT, DPFG, 240 VA NJ 888-648-3855 Bender-Chiswick 068381 
30 HP 1750 RPM Reliance, Frame MC3212ATZ, TENV, 240 VA, 240 VF NC 919-556-3229 Electric Motor Shop 542168 
30 HP 1800 RPM General Electric, Frame 288APY, DPFVBB, 250 VA OH 419-691-2888 Romanoff Industries 404207 
30 HP 1800 RPM Powertron, Frame 287ATZ, DPFVBB, 240 VA, 240 VF OH 419-691-2888 Romanoff Industries 404073 
30 HP 1800 RPM Powertron, Frame 288AT, Drip-Proof Ball Bearing, 240 VA, 300/150 VF OH 419-691-2888 Romanoff Industries 454990 
40/50 HP 300/1200 RPM Reliance, Frame 683AS & 651T, DPFV, 240 VA (3 available) OH 419-865-4001 Doug Beat Co The 391996 
40 HP 650 RPM Reliance, Frame MC3212ATZ, DPFVBB, 240 VA, 240 VF OH 419-691-2888 Romanoff Industries 403932 
40 HP 650/2000 RPM General Electric, Frame CD407AT, DP, 240VA, 150VF (2 available) RI 401-725-9050 Jet Electric Motor 480923 
40 HP 850/2250 RPM G.E. & Reliance, Frame 366AT & 366ATZ, DPFG, 240 VA (2 available) OH 419-865-4001 Doug Beat Co The 471011 
40 HP 900 RPM General Electric, Frame 365AT, DPFVBB, 240 VA, 120 VF OH 419-691-2888 Romanoff Industries 403931 
40 HP 1150/2400 RPM General Electric, Frame 405, shunt, 230 VA (6 available) PA 412-963-1111 Casey Equip./Elec 472978 
40 HP 1150/3400 RPM Emerson, Frame 3210ATZ, DPFV, 240 VA, 60/120 VF OH 419-865-4001 Doug Beat Co The 381781 
40 HP 1150/3450 RPM General Electric, Frame 328AT, DPFG, 240 VA (4 available) OH 419-865-4001 Doug Beat Co The 471013 
40 HP 1200 RPM General Electric, Frame 366AT, DPFVBB, 240 VA, 120 VF OH 419-691-2888 Romanoff Industries 404130 
40 HP 1200 RPM Louis Allis, Frame 328AT, DPFVBB, 240 VA, 115 VF OH 419-691-2888 Romanoff Industries 403927 
40 HP 1200 RPM Reliance, Frame 364AT, Drip-Proof Ball Bearing, 240 VA, 240 VF OH 419-691-2888 Romanoff Industries 404101 
40 HP 1750 RPM General Electric, Frame 368ATY, compound, 230 VA (3 available) PA 412-963-1111 Casey Equip./Elec 473000 
40 HP 1750/2100 RPM General electric, Frame 328AT, DPFG, Shunt, 150/300 VF OH 800-248-4479 Row Electrical Eqpt 448180 
40 HP 1750/2100 RPM Reliance, Frame 2810ATZ, Drip-Proof Ball Bearing, 240 VA OH 419-865-4001 Doug Beat Co The 361190 
40 HP 1750/2300 RPM General Electric, Frame 368AT, TEFC BB, 240 VA (3 available) OH 419-865-4001 Doug Beat Co The 364159 
40 HP 2500 RPM General Electric, Frame 287AT, DPFVBB, 240 VA, 300/150 VF OH 419-691-2888 Romanoff Industries 404125 
40 HP 3500 RPM Baldor, Frame 284T, 230 Volts, 39R045X242G1 FL 239-489-2980 Global Solutions 474655 
50 HP 300/1200 RPM Reliance, Frame 4010ATZ, Drip-Proof Ball Bearing, double-shaft, 240 VA OH 419-865-4001 Doug Beat Co The 364145 
50 HP 440 RPM Westinghouse, Frame 610MCA, weather protected enclosure type 1, 230 VA OK 918-752-0309 Pump & Motor Works 668575 
50 HP 500/1600 RPM General Electric, Frame 584AS, shunt, 230 VA (2 available) PA 412-963-1111 Casey Equip./Elec 472982 
50 HP 500/2000 RPM General Electric, Frame 508AT, DP FG, 240 VA (3 available) OH 419-865-4001 Doug Beat Co The 485730 
50 HP 650 RPM General Electric, Frame 409AT, DPFVBB, 240 VA, 120 VF OH 419-691-2888 Romanoff Industries 455049 
50 HP 650/2000 RPM General Electric, Frame 505A, shunt, 230 VA (4 available) PA 412-963-1111 Casey Equip./Elec 472983 
50 HP 850/3450 RPM Reliance, Frame SC3210ATZ, DPFV, 240 VA (2 available) OH 419-865-4001 Doug Beat Co The 364163 
50 HP 900 RPM General Electric, Frame 366ATY, DPFVBB, 240 VA, 120 VF OH 419-691-2888 Romanoff Industries 403881 
50 HP 900 RPM General Electric, Frame 368AY, DPFVBB, 240 VA, 120 VF OH 419-691-2888 Romanoff Industries 404133 
50 HP 900 RPM Reliance, Frame B366AT, DPFVBB, 240 VA, 240 VF OH 419-691-2888 Romanoff Industries 404129 
50 HP 1150 RPM General Electric, Frame 409ATY, stab shunt, 230 VA (9 available) PA 412-963-1111 Casey Equip./Elec 472999 
50 HP 1150/3450 RPM Reliance, Frame 3212ATZ & 366ATZ, DPFV, 240 VA (2 available) OH 419-865-4001 Doug Beat Co The 653347 
50 HP 1150/3450 RPM Reliance, Frame 367ATDZ, Drip-Proof Ball Bearing, 240 VA (8 available) OH 419-865-4001 Doug Beat Co The 235829 
50 HP 1700 RPM Reliance, Frame B409ATZ, TEFC, BB, 240 VA, 240 VF OH 419-691-2888 Romanoff Industries 389222 
60 HP 300/1800 RPM Reliance, Frame 985T, Drip-Proof Ball Bearing, dbl.shaft, 230 VA OH 419-865-4001 Doug Beat Co The 557149 
60 HP 850/1800 RPM General Electric, Frame 584, shunt, 230 VA (2 available) PA 412-963-1111 Casey Equip./Elec 472984 
60 HP 1150/2600 RPM General Electric, Frame 407AT, stab shunt, 230 VA (2 available) PA 412-963-1111 Casey Equip./Elec 472997 
60 HP 1200 RPM General Electric, Frame 368AT, DPFVBB, 240 VA, 120 VF OH 419-691-2888 Romanoff Industries 404187 
60 HP 1750 RPM Baldor, Frame 366AT, DP-BV, 240 VA, 150/300 VF, new surplus CO 800-990-7374 Rogers Eqpt Sales 384464 
60 HP 1750 RPM General Electric, Frame 366AT, 240 VA, 150 VF NJ 888-648-3855 Bender-Chiswick 778319 
60 HP 1750 RPM General Electric, Frame 366ATY, stab shunt, 230 VA (2 available) PA 412-963-1111 Casey Equip./Elec 472996 
60 HP 1800 RPM General Electric, Frame 366AY, DPFV BB, 240 VA, 120/240 VF OH 419-691-2888 Romanoff Industries 389223 
75 HP 400/1600 RPM General Electric, Frame 684AS, shunt, 230 VA (2 available) PA 412-963-1111 Casey Equip./Elec 472985 
75 HP 650 RPM General Electric, Frame 585AS, Drip-Proof Ball Bearing, 240 VA, 240/120 VF OH 419-691-2888 Romanoff Industries 455072 
75 HP 850/2600 RPM Reliance, Frame 3610ATDZ, TEBC, 240VA, 150/75VF (2 available) AL 205-462-3453 Yellowhammer Elec 022953 
75 HP 850/2600 RPM Reliance, Frame 406ATZ, DPFV, 240 VA, 75 VF (2 available) OH 419-865-4001 Doug Beat Co The 381786 
75 HP 850/3050 RPM Reliance, Frame MC3612ATZ, DPFV, 240 VA, 240 VF SC 843-224-3283 Dallas Mathews 420224 
75 HP 900 RPM Reliance, Frame UMC3612ATZ, DPFVBB, 240 VA, 240 VF OH 419-691-2888 Romanoff Industries 404065 
75 HP 1150/1380 RPM Reliance, Frame 368ATZ, DP RI 401-725-9050 Jet Electric Motor 459932 
75 HP 1150/1380 RPM Reliance, Frame 405AT, DP RI 401-725-9050 Jet Electric Motor 459931 
75 HP 1150/2300 RPM Emerson/Wer, Frame 407AT, DP, 240 VA, 150x300 VF (2 available) RI 401-725-9050 Jet Electric Motor 459933 
75 HP 1750/2100 RPM Westinghouse, Frame 406A, 280 VA, 240 VF NJ 856-627-3535 Willier Electric 831888 
75 HP 1800 RPM Reliance, Frame 364AT, DPFVBB, 240 VA, 150 VF OH 419-691-2888 Romanoff Industries 403994 
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75 HP 1800 RPM Reliance, Frame BB367ATZ, DPFVBB, 240 VA, 240 VF 

100 HP 450/2000 RPM General Electric, Frame 506AT, shunt, 230 VA 

100 HP 515/1300 RPM Westinghouse, Frame MC812, TEFV, 230VA, 230VF (2 Available) 

100 HP 1750/2000 RPM Baldor, Frame 368AT, DPBV, w/blower, 240 VA (2 available) 

100 HP 1800 RPM Westinghouse, Frame 408ATZ, Drip-Proof Ball Bearing, 240 VA, 240 VF 
100/150 HP RPM Westinghouse, Frame MC812 Series, 230 VA (2 available) 

125 HP 250/1250 RPM General Electric, Frame 6453, DPFG, DC motor, 250 VA 

125 HP 1750/2000 RPM General Electric, Frame 504E, stab shunt, 230 VA 

134 HP 1750 RPM General Electric, Frame CD683AS, DP, BB, 250 VA 

150 HP 250/1200 RPM General Electric, Frame 6513, DPFG-BV, double shaft, 250 VA 

150 HP 300/1200 RPM General Electric, Frame 6543, shunt, 230 VA 

150 HP 300/1600 RPM General Electric, Frame 6453, DPFG, double shaft, DC motor, 240 VA 
150 HP 650/1600 RPM General Electric, Frame 684AT, stab shunt, 230 VA 

150 HP 690/1000 RPM General Electric, Frame CD508AY, TESV, 230 VA, 230 VF 

150 HP 850/1440 RPM General Electric, Frame CD585, SP-SV, 240 VA 

150 HP 850/1700 RPM General Electric, Frame 683AS, DPFG, 240 VDC (2 available) 

150 HP 1150/2000 RPM General Electric, Frame 409AT, DP, 300 VA, 150 VF 

150 HP 1150/2000 RPM Reliance, Frame B4010ATZ, 240 VA (2 available) 

150 HP 1750/2000 RPM General Electric, Frame 505, stab shunt, 230 VA (2 available) 

187 HP 460 RPM General Electric, Frame MDP616AE, DC shunt, 230 VA 

200 HP 650/1300 RPM General Electric, Frame 685AS, SPFG-SV, electrically OK, 240 VA, 120 VF 
200 HP 900 RPM General Electric, Frame 1558Y, DPFG, BB, 230VA 

200 HP 1150/1800 RPM General Electric, Frame CD685AS, SPFG, shunt, 240VA 

200 HP 1150/1800 RPM Reliance, Frame B4010ATZ, 240 VA (2 available) 

200 HP 1150/1800 RPM Frame CD683E, 240 VA, 240 VF 

250/300 HP 300/1200 RPM General Electric, Frame CD-6268/6270/6271, DPFV, 240 VA shunt 
250 HP 500/1400 RPM General Electric, Frame 6453, shunt, 230 VA (2 available) 

250 HP 1175 RPM General Electric, Frame CD685AS, DPFG, BB, 250 VA 

300 HP 750/1610 RPM General Electric, Frame 6066, DPFG-BV, 225 VDC (2 available) 

300 HP 850 RPM Reliance, Frame B5010ATZ, SPFV, stab shunt, 240/500 Volts 

300 HP 1150/1600 RPM General Electric, Frame 6063, Drip-Proof Ball Bearing, 240 VA 

301 HP 750/1610 RPM ABB, Frame 280P, DPFG-BV, 213 VDC (2 available) 

350 HP 650/1400 RPM General Electric, Frame 6583, Drip-Proof Ball Bearing, 250 VA (2 available) 
400 HP 200/1100 RPM General Electric, Frame 8832, shunt, 230 VA 

400 HP 400/1200 RPM General Electric, Frame 4477, shunt, 230 VA (2 available) 

400 HP 1150/1500 RPM General Electric, Frame 6165, Drip-Proof Ball Bearing, 240 VA 

500 HP 300/1200 RPM General Electric, Frame 8662, shunt, 230 VA (3 available) 

500 HP 375/1200 RPM General Electric, Frame MD-423AE2, DPBG-BV, 230VA 
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15 1200 Louis-Allis, Fr. B326AS, DPFVBB, 300 VA, 240 VF 

26 185-5745 ASEA, Fr.LRF340, TENV, 185-460 VA, 230 VF, rebuilt 

38 2630 Faurndau, Fr.EF132L, 440 VA, 360 VF 

40 600/1900 General Electric, Fr.505, TEFC, 280VA,240VF 

40 1750/2100 Baldor, Fr.328AT, DP blower vent, 500 VA 

75 1750 General Electric, Fr.5LA708819T14, rebuilt, 300 VA 

100 1800 Shanghai Nanyang, Fr. 200, DPFVBB, 440 VA, 180 VF 

100 2500 SICME, Fr. 180S, DPFVBB, 460 VA, 300 VF 

100 2500 Siemens, Fr. 182, DPFVBB, 400 VA, 70 VF 

100 2500 Siemens, Fr. 90, DPFVBB, 400 VA, 70 VF 

125 900 Reliance, Fr. 225LV, DPFVBB, 400 VA, 250 VF 

125 2500 AEG, Fr. 180, DPFVBB, 460 VA, 300 VF 

125 2500 Siemens, Fr. 160, DPFVBB, 460 VA, 180/130 VF 

200 1800 AEG, Fr.280, DPFVBB, 460 VA, 300 VF 

215 1750 Fuji, Fr.280/4410ATZ, DPBV, 440 VA 

230 500 SICME, Fr.280KM, DP, BB, 300 VA, 380 VF 

250 1750 Baldor, Fr.506AT, DP-FG, 500 VA, 150/300 VF, DP-FR, (2 available) 
400 1150 Reliance, Fr.4413ATZ, DPG-FV, 500 VA, 300 VF, new surplus 
500 900 General Electric, Fr. 6168, DPFVBB, 275 VA, 240/120 VF 

900 1000/300 G.E., Fr.MCF-6, Shunt Wound, SLV, w/drive, 450 VA 


A 30 HP 650/2000 RPM General Electric, Frame 


DC Motors, 
475-900 Volts 


ца 368ATY, DPFG-BV, double shaft, 500 VA 
Mfr: 
Model:368ATY 
Seller: Doug Beat Co The 
Search DC 475 on SurplusRecord.com to view Tel: 419-865-4001 
all 1722 listings. SR ID: 372939 


ч General Electric 
4 
x 
OH 
Price: Call for Price 


400 HP 1150 RPM Reliance, Frame В587АТ2, 500 HP 300 RPM General Electric, Frame 4677, 
SPSV, stab shunt, rblt, 500VA, 240VF DPFVBB, 500 VA, 150/300 VF 


Mfr: Reliance Mfr: General Electric 

Model:B587ATZ - : Model:4677 

Seller: Rogers Eqpt Sales CG Seller: Romanoff Industries 
Durango, CO ; | OH 

Tel: 800-990-7374 Tel: 419-691-2888 

SR ID: 289940 SR ID: 146671 

Price: Call for Price Price: Call for Price 


DC MOTORS ELECTRICAL, 475-900 VOLTS - (1, 722 listings on our website!) 

3 HP 1950 RPM Reliance, Frame C1812ATZ, 500 VA 

5 HP 1750 RPM Allen-Bradley GE, Frame CDL186AT, DPFG, 500VA, 150VF 

5 HP 1750/2300 RPM General Electric, Frame 259AT, TENV, 500 VA (2 available) 

5 HP 1750/2300 RPM General Electric, Frame CDL186AT, BB, DPFG-BV, new, 500VA, 150/300VF (2 available) 
5 HP 1800 RPM General Electric, Frame 186AT, DPFVBB, 500 VA, 300/150 VF 

5 HP 1800 RPM General Electric, Frame 2110AT, TENV, electrically OK, 500 VA, 150/300 VF 
5 HP 1800 RPM General Electric, Frame 2110AT, TENVBB, 500 VA, 300/150 VF 

5 HP 1800 RPM General Electric, Frame 284A, TEFC BB, 480 VA 

5 HP 1800 RPM General Electric, Frame 286AY, TENVBB, 500 VA 

7 HP 900 RPM General Electric, Frame 327ATY, TEAOBB, 500 VA, 300/150 VF 
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OH 
PA 
MI 
OH 
OH 
PA 
OH 
PA 
NC 
OH 
PA 
OH 
PA 
NC 
NC 
OH 
GA 
OH 
PA 
IL 
Sc 
NC 
FL 
OH 
LA 
OH 
PA 
NC 
OH 
co 
OH 
OH 
OH 
PA 
PA 
OH 
PA 
OH 


OH 
MI 
IL 
IN 
OH 
OH 
OH 
OH 
OH 
OH 
OH 
OH 
OH 
OH 
OH 
NC 
CO 
CO 
OH 
FL 


419-691-2888 
412-963-1111 
800-432-2645 
419-865-4001 
419-691-2888 
412-767-9290 
419-865-4001 
412-963-1111 
919-562-8122 
419-865-4001 
412-963-1111 
419-865-4001 
412-963-1111 
919-556-3229 
919-556-3229 
419-865-4001 
912-964-0884 
419-865-4001 
412-963-1111 
618-451-6900 
843-374-5469 
919-562-8122 
205-612-3051 
419-865-4001 
318-396-1738 
419-865-4001 
412-963-1111 
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419-865-4001 
800-990-7374 
419-865-4001 
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412-963-1111 
412-963-1111 
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412-963-1111 
419-865-4001 


419-691-2888 
800-432-2645 
630-469-7510 
219-879-0444 
800-248-4479 
513-863-4474 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
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419-691-2888 
419-865-4001 
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800-990-7374 
800-990-7374 
419-691-2888 
205-612-3051 


DEALER 
Romanoff Industries 
Casey Equip./Elec 
HECO Inc. 

Doug Beat Co The 
Romanoff Industries 
Steel Equipment 
Doug Beat Co The 
Casey Equip./Elec 
East Coast Electric 
Doug Beat Co The 
Casey Equip./Elec 
Doug Beat Co The 
Casey Equip./Elec 
Electric Motor Shop 
Electric Motor Shop 
Doug Beat Co The 
Industrial Electro 
Doug Beat Co The 
Casey Equip./Elec 
IL Electric Works 
Lake City Elec Mtr 
East Coast Electric 
Bailey Surplus 
Doug Beat Co The 
Southern Apparatus 
Doug Beat Co The 
Casey Equip./Elec 
East Coast Electric 
Doug Beat Co The 
Rogers Eqpt Sales 
Doug Beat Co The 
Doug Beat Co The 
Doug Beat Co The 
Casey Equip./Elec 
Casey Equip./Elec 
Doug Beat Co The 
Casey Equip./Elec 
Doug Beat Co The 


DEALER 
Romanoff Industries 
HECO Inc. 

Dreisilker Electric 
Harrison Electric 
Row Electrical Eqpt 
Professional Motor 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Doug Beat Co The 
East Coast Electric 
Rogers Eqpt Sales 
Rogers Eqpt Sales 
Romanoff Industries 
Bailey Surplus 


December 2023 


SRID 
403948 
472987 
300775 
379407 
455019 
426277 
317173 
472995 
807686 
555451 
472988 
317174 
472994 
920993 
920994 
170545 
619596 
485728 
472993 
300047 
307186 
807687 
096813 
485729 
450702 
142701 
472989 
807688 
977037 
226127 
389595 
977036 
493413 
472990 
472991 
389596 
472992 
455660 


SR ID 
403976 
470993 
088813 
681977 
429494 
980712 
454950 
403859 
403953 
404066 
403912 
404111 
403916 
370255 
578574 
753895 
282860 
282861 
454833 
743821 


100 HP 1750 RPM Bull, Frame M2812ATZ, DPFC, 
electrically ok, 500VA, 150/300VF 


500 HP 1750 RPM General Electric, Frame 


Mfr: Bull 
Model:M2812ATZ 


Seller: Wylie Electric 
Ferrysburg, MI 
Tel: 616-846-6131 


SR ID: 258899 


Price: Call for Price 


5010AY, DPFG-BV, BB, new, 500VA, 150/300VF 


804-277-2550 
208-753-5103 
419-865-4001 
919-562-8122 
419-691-2888 
843-374-5469 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 


Mfr: General Electric 


Model:5010AY 


Seller: East Coast Electric 


Youngsville, NC 
Tel: 919-849-8692 


SR ID: 115270 


Price: Call for Price 


DEALER 

Warco Sales Inc 
Traver IDC 

Doug Beat Co The 
East Coast Electric 
Romanoff Industries 
Lake City Elec Mtr 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 


SR ID 
476030 
749513 
595856 
159136 
454937 
307178 
455091 
404029 
404087 
404241 
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December 2023 


DC MOTORS ELECTRICAL, 475-900 VOLTS - (1,722 listings on our website!) 

7 HP 900 RPM General Electric, Frame 327ATY, TEAOBB, 500 VA, 300/150 VF, New Surplus 

7 HP 900 RPM Reliance, Frame 327ATZ, TEFC BB, 500 VA, 300 VF 

7 HP 1750 RPM Reliance, Frame 1811ATZ, Drip-Proof Ball Bearing, 500 VA 

7 HP 1750 RPM Reliance, Frame 2110AT, w/brake, 500 VA (10 available) 

7 HP 1750/2300 RPM General Electric, Frame CD218AT, BB, DPFG-BV, new, 500VA, 150/300VF (2 available) 
7 HP 1750/2300 RPM Reliance, Frame CS2113ATZ, TEFC, 500 VA, 300 VF (6 available) 

7 HP 1800 RPM Baldor-Reliance, Frame C1811ATZ, DPFVBB, 500 VA, 300 VF, New Surplus 

7 HP 1800 RPM General Electric, Frame 218ATC, DPFVBB, 500 VA, 300/150 VF 

10 HP 300 RPM General Electric, Frame 368AT, DPFVBB, 500 VA, 240/120 VF 

10 HP 1150/1380 RPM Reliance, Frame MC3212ATZ, TENV, 500 VA 

10 HP 1200 RPM General Electric, Frame 2812AT, TEFC BB, 500 VA, 300/150 VF 

10 HP 1750 RPM U.S. Motors, Frame 284U, rebuilt, TEFC, 500 VA, 300 VF 

10 HP 1750/2150 RPM Reliance, Frame 2110AT, Drip-Proof Ball Bearing, w/brake, 500VA(5 available) 
10 HP 1750/2300 RPM General Electric, Frame CD219AT, BB, DPFG-BV, new, 500VA, 150/300VF (2 available) 
10 HP 1800 RPM Baldor-Reliance, Frame C1812ATZ, Drip-Proof Ball Bearing, 500 VA, 300 VF 

10 HP 1800 RPM General Electric, Frame 219ATC, DPFVBB, 500 VA, 300/150 VF 

10 HP 1800 RPM General Electric, Frame 219ATC, DPFVBB, 500 VA, 300/150 VF 

10 HP 1800 RPM General Electric, Frame 259AT, TEFC BB, 500 VA, 300 VF 

10 HP 1800 RPM General Electric, Frame 2812AT, TEFC BB, 500 VA, 300/150 VF 

10 HP 1800 RPM General Electric, Frame 284A, DPFVBB, 500 VA, 240 VF 

10 HP 1800 RPM General Electric, Frame 328AT, TENVBB, 500 VA, М/А VF 

10 HP 1800 RPM Reliance, Frame 284A, TEFC BB, 480 VA, 240 VF 

10 HP 1800 RPM Reliance, Frame LC2812ATZ, TENVBB, 500 VA, 300 VF, New Surplus 

15 HP 500 RPM General Electric, Frame 366AT, DPFVBB, 500 VA, 300/150 VF, New Surplus 

15 HP 500 RPM General Electric, Frame 366AT, DPFVBB, 500 VA, 300/150 VF 

15 HP 500/2000 RPM Reliance, Frame 328ATZ & 405AT, DPFV, 500 VA (5 available) 

15 HP 650 RPM General Electric, Frame 368AT, TEFC BB, 500 VA, 300/150 VF, New Surplus 

15 HP 650 RPM Reliance, Frame 366AT, DPFVBB, 500 VA, 240 VF 

15 HP 900 RPM Reliance, Frame 325AT, Drip-Proof Ball Bearing, 500 VA, 300 VF 

15 HP 1150/2000 RPM General Electric, Frame 328AT, TEFC, 500 VA (5 available) 

15 HP 1200 RPM General Electric, Frame 288AT, DPFVBB, 500 VA, 300/150 VF 

15 HP 1200 RPM General Electric, Frame 368ATY, TEFC BB, 500 VA, 300 VF 

15 HP 1750 RPM General Electric, Frame 258AT, DP BV, shunt, 500VA, 300VF(5 available) 

15 HP 1750/2000 RPM Reliance, Frame SC2113ATZ, DPFV, stab shunt, 500VA, 300VF 

15 HP 1750/2300 RPM General Electric, Frame 327AT, TEFC, 500VA, 300VF(8 available) 

15 HP 1750/2300 RPM General Electric, Frame CD258AT, BB, DPFG-BV, new, 500VA, 150/300VF (2 available) 
15 HP 1750/2300 RPM Reliance, Frame 2511ATZ, TEFC, 500 VA, 300 VF (2 available) 

15 HP 1750/2300 RPM Reliance, Frame SC2512ATZ, TEFC, 500 VA (3 available) 

15 HP 1800 RPM Emerson, Frame 327AT, TEFC BB, 500 VA, 300 VF 

15 HP 1800 RPM General Electric, Frame 258AT, DPFVBB, 500 VA, 300/150 VF, New Surplus 

15 HP 1800 RPM General Electric, Frame 258ATC, DPFVBB, 500 VA, 300/150 VF 

15 HP 1800 RPM General Electric, Frame 2812ATC, TEFC BB, 500 VA, 300/150 VF 

15 HP 1800 RPM Reliance, Frame B328ATZ, TENVBB, 600 VA, 240 VF 

15 HP 1800 RPM Reliance, Frame LC2512ATZ, TEFC BB, 500 VA, 300 VF 

15 HP 1800 RPM Reliance, Frame LC2812ATZ, TENVBB, 500 VA, 300 VF 

15 HP 1800 RPM Westinghouse, Frame 286AS, DPFVBB, 500 VA, 240/120 VF 

20 HP 300/1900 RPM General Electric, Frame 508AT, DPBV, 500 VA, 150/300 VF (2 available) 

20 HP 500 RPM Reliance, Frame B3610ATZ, DPFVBB, 500 VA, 240 VF 

20 HP 650/1600 RPM General Electric, Frame CD365AT, SPFG-SV, BB, 500 VA, 120/240 VF, rebuilt 
20 HP 900 RPM General Electric, Frame 368AT, TEFC BB, 500 VA, 300/150 VF 

20 HP 900 RPM Reliance, Frame 363AT, DPFVBB, 500 VA, 240 VF 

20 HP 1150/2000 RPM General Electric, Frame 327AT, DPFG, 500 VA, 150/300 VF 

20 HP 1150/2300 RPM Reliance, Frame LC2113ATZ, DPFV, 500 VA, 300 VF 

20 HP 1200 RPM General Electric, Frame 288AY, Drip-Proof Ball Bearing, 480 VA, 70 VF 

20 HP 1200 RPM General Electric, Frame 366AT, TEFC BB, 500 VA, 300/150 VF 

20 HP 1200 RPM General Electric, Frame 366AT, TEFC BB, 550 VA, 300 VF 

20 HP 1200 RPM General Electric, Frame 366ATY, TEFC BB, 500 VA, 300/150 VF 

20 HP 1200 RPM Reliance, Frame B0367ATZ, TEFC BB, 500 VA, 300 VF 

20 HP 1200 RPM Reliance, Frame LC2812ATZ, TEFC BB, 500 VA, 300 VF 

20 HP 1750 RPM U.S. Motors Emerson, Frame 259AT, Drip-Proof Ball Bearing, 500VA, 150/300VF(2 ... 
20 HP 1750/2300 RPM General Electric, Frame CD259AT, BB, DPFG-BV, new, 500VA, 150/300VF (2 available) 
20 HP 1750/2500 RPM Reliance, Frame SC2113ATZ/2110ATZ, dpbv, 500VA, 150/300VF(4 available) 
20 HP 1800 RPM Baldor-Reliance, Frame 259AT, Drip-Proof Ball Bearing, 500 VA, 300/150 VF 

20 HP 1800 RPM Baldor-Reliance, Frame 259AT, Drip-Proof Ball Bearing, 500 VA, 300/150 VF 

20 HP 1800 RPM Baldor-Reliance, Frame 259AT, Drip-Proof Ball Bearing, 500 VA, 300/150 VF, New Surplus 
20 HP 1800 RPM General Electric, Frame 327ATC, TEFC BB, 500 VA, 300/150 VF 

20 HP 1800 RPM General Electric, Frame 327AY, TENVBB, 500 VA, 240/120 VF, New Surplus 

20 HP 1800 RPM Reliance, Frame 366A, TEFC BB, 480 VA, 240 VF 

20 HP 1800 RPM Westinghouse, Frame 284AT, Drip-Proof Ball Bearing, 500 VA, 300/150 VF 

25 HP 650 RPM General Electric, Frame 2811AY, DPFVBB, 500 VA, 300/150 VF 

25 HP 650 RPM General Electric, Frame 368AT, DPFVBB, 500 VA, 300/150 VF 

25 HP 900 RPM General Electric, Frame 327AT, DPFVBB, 500 VA, 300 VF 

25 HP 900 RPM Reliance, Frame BO327ATZ, DPFVBB, 500 VA, 240 VF 

25 HP 1200 RPM General Electric, Frame 328AT, DPFVBB, 500 VA, 300/150 VF 

25 HP 1200 RPM General Electric, Frame 328AT, Drip-Proof Ball Bearing, 550 VA, 300 VF 

25 HP 1200 RPM General Electric, Frame 368AT, TEFC BB, 500 VA, 300 VF 

25 HP 1200 RPM Powertec, Frame 288TZ, TENVBB, 640 VA 

25 HP 1750 RPM Reliance, Frame 405A, TEFC, 500 VA, 300 VF (2 available) 

25 HP 1750/2100 RPM Reliance, Frame MC2113ATZ/LC2113ATZ, stab, 500VA, 300VF 

25 HP 1750/2300 RPM Baldor, Frame AD328AT, FC, 500 VA, 150/300 VF 

25 HP 1750/2300 RPM General Electric, Frame 328AT, TEFC, 500 VA 

25 HP 1750/2300 RPM General Electric, Frame CD287AT, BB, DPFG-BV, new, 500VA, 150/300VF (2 available) 
25 HP 1750/2300 RPM Reliance, Frame 2113ATZ, DPFV, 500 VA, 150/300 VF 

25 HP 1750/2300 RPM Reliance, Frame 328ATZ, FC, 500 VA, 300 VF 

25 HP 1750/2300 RPM Reliance, Frame B2510ATZ, DPFV, 500 VA (2 available) 

25 HP 1750/2300 RPM Reliance, Frame MC2812ATZ, TEFC, 500 VA 

25 HP 1800 RPM Baldor, Frame 287/8AT, Drip-Proof Ball Bearing, 500 VA, 300/150 VF, New Surplus 
25 HP 1800 RPM General Electric, Frame 328AT, TEFC BB, 500 VA, 240 VF 

25 HP 1800 RPM General Electric, Frame 368ATY, TEFC BB, 500 VA, 300/150 VF 

25 HP 1800 RPM Louis Allis, Frame B326A, DPFVBB, 500 VA, 300 VF 

25 HP 1800 RPM Powertron, Frame 288AT, Drip-Proof Ball Bearing, 500 VA, 300/150 VF 

25 HP 1800 RPM Reliance, Frame 286AT, Drip-Proof Ball Bearing, 500 VA, 300 VF 

25 HP 1800 RPM Reliance, Frame AB0328ATZ, TEFC ВВ, 500 VA, 300 VF 

25 HP 1800 RPM Reliance, Frame MC2113ATZ, DPFVBB, 500 VA, 300 VF 
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SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


419-691-2888 
419-691-2888 
419-865-4001 
419-865-4001 
919-562-8122 
919-556-3229 
419-691-2888 
419-691-2888 
419-691-2888 
419-865-4001 
419-691-2888 
574-289-7791 
419-865-4001 
919-562-8122 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-865-4001 
419-691-2888 
419-691-2888 
419-691-2888 
419-865-4001 
419-691-2888 
419-691-2888 
800-248-4479 
800-248-4479 
419-865-4001 
919-562-8122 
419-865-4001 
419-865-4001 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-865-4001 
419-691-2888 
800-849-6686 
419-691-2888 
419-691-2888 
419-865-4001 
419-865-4001 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-865-4001 
919-562-8122 
419-865-4001 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-865-4001 
800-248-4479 
401-725-9050 
419-865-4001 
919-562-8122 
419-865-4001 
401-725-9050 
419-865-4001 
419-865-4001 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 


DEALER 
Romanoff Industries 
Romanoff Industries 
Doug Beat Co The 
Doug Beat Co The 
East Coast Electric 
Electric Motor Shop 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Doug Beat Co The 
Romanoff Industries 
Northern Electric 
Doug Beat Co The 
East Coast Electric 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Doug Beat Co The 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Doug Beat Co The 
Romanoff Industries 
Romanoff Industries 
Row Electrical Eqpt 
Row Electrical Eqpt 
Doug Beat Co The 
East Coast Electric 
Doug Beat Co The 
Doug Beat Co The 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Doug Beat Co The 
Romanoff Industries 
North Carolina Mtrs 
Romanoff Industries 
Romanoff Industries 
Doug Beat Co The 
Doug Beat Co The 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Doug Beat Co The 
East Coast Electric 
Doug Beat Co The 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Doug Beat Co The 
Row Electrical Eqpt 
Jet Electric Motor 
Doug Beat Co The 
East Coast Electric 
Doug Beat Co The 
Jet Electric Motor 
Doug Beat Co The 
Doug Beat Co The 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 


SR ID 
404250 
404064 
090749 
090750 
159135 
920990 
404240 
455095 
404135 
869431 
404188 
067887 
090768 
159134 
454879 
454821 
454976 
370248 
403978 
404057 
404186 
404023 
403920 
403860 
404085 
779484 
404051 
403996 
404216 
358849 
403964 
403873 
790410 
861472 
487841 
159133 
487843 
487839 
403867 
454904 
455032 
404060 
404071 
454858 
404020 
403945 
463909 
404259 
349477 
403988 
404079 
471016 
869429 
404252 
403866 
403981 
403893 
404094 
403961 
334842 
159132 
355799 
454894 
454899 
455101 
404097 
403958 
403876 
404199 
403900 
403896 
403910 
403960 
404221 
404214 
404083 
404226 
437333 
686295 
491186 
358854 
159131 
676480 
491187 
901895 
478010 
470769 
403891 
403877 
404028 
404267 
404062 
454777 
481680 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


DC MOTORS ELECTRICAL, 475-900 VOLTS - (1,722 listings on our website!) 

25 HP 1800 RPM Reliance, Frame MC2812ATZ, TEFC BB, 500 VA, 300/150 VF 

25 HP 1800 RPM U.S. Motors, Frame 288AT, Drip-Proof Ball Bearing, 500 VA, 300 VF 

25 HP 2500 RPM Emerson, Frame 259AT, Drip-Proof Ball Bearing, 500 VA, 150/300 VF 

25 HP 2500 RPM Powertron, Frame 328AT, TEFC BB, 500 VA, 300/150 VF 

25 HP 2500 RPM Reliance, Frame B2810ATZ, TEFC BB, 500 VA, 300 VF, New Surplus 

30 HP 300/1800 RPM General Electric, Frame 508AT, DPFG-BV, 500VA (4 available) 

30 HP 500/1500 RPM General Electric, Frame 407AT, DPFG, 500 VA (6 available) 

30 HP 650/1800 RPM Reliance, Frame 508AT & 503A, DPFG-BV, 500 VA (3 available) 

30 HP 900 RPM General Electric, Frame 366AT, DPFVBB, 500 VA, 300/150 VF 

30 HP 900 RPM Reliance, Frame 328ATZ, DPFVBB, 500 VA, 300 VF 

30 HP 1150/2000 RPM General Electric, Frame 2813AT, DPFG-BV, 500 VA 

30 HP 1150/2300 RPM Powertron, Frame 366AT, DP FG, 500 VA (3 available) 

30 HP 1200 RPM Baldor, Frame 368AT, TEFC BB, 500 VA, 300/150 VF 

30 HP 1200 RPM General Electric, Frame 368ATY, TEFC BB, 500 VA, 300/150 VF, New Surplus 
30 HP 1200 RPM Reliance, Frame B2811ATZ, DPFVBB, 500 VA, 300 VF 

30 HP 1200 RPM Reliance, Frame B2811ATZ, DPFVBB, 500 VA, 300 VF 

30 HP 1200 RPM Reliance, Frame B369ATZ, TEFC BB, 500 VA, 300 VF 

30 HP 1750 RPM General Electric, Frame 366AT, TEFC, 500 VA 

30 HP 1750 RPM Louis Allis, Frame 327AT, TE, 500VA, 150VF 

30 HP 1750 RPM Reliance, Frame 289AT, DPBV, shunt, 500 VA, 300 VF 

30 HP 1750 RPM Reliance, Frame B2511ATZ, Drip-Proof Ball Bearing, 500 VA 

30 HP 1750/2300 RPM General Electric, Frame 288AT, Drip-Proof Ball Bearing, 500 VA (4 available) 
30 HP 1750/2300 RPM General Electric, Frame CD288AT, BB, DPFG-BV, new, 500VA, 150/300VF (2 available) 
30 HP 1800 RPM Baldor, Frame 288ATZ, DPFVBB, 500 VA, 300/150 VF 

30 HP 1800 RPM Emerson, Frame 288ATC, DPFVBB, 500 VA, 300 VF 

30 HP 1800 RPM General Electric, Frame 288AT, Drip-Proof Ball Bearing, 500 VA, 300/150 VF 
30 HP 1800 RPM General Electric, Frame 288AT, DPFVBB, 500 VA, 240 VF 

30 HP 1800 RPM General Electric, Frame 288AT, Drip-Proof Ball Bearing, 500 VA, 300 VF 

30 HP 1800 RPM General Electric, Frame 288AT, Drip-Proof Ball Bearing, 550 VA, 300/150 VF 
30 HP 1800 RPM General Electric, Frame 365AS, DPFVBB, 500 VA 

30 HP 1800 RPM General Electric, Frame 366AT, TEFC BB, 500 VA, 300/150 VF 

30 HP 1800 RPM Imperial, Frame 288AT, DPFVBB, 500 VA, 300 VF 

30 HP 1800 RPM Reliance, Frame LC2113ATZ, DPFVBB, 500 VA, 300 VF, New Surplus 

30 HP 1800 RPM WER, Frame 288AT, Drip-Proof Ball Bearing, 500 VA, 300 VF 

30 HP 1800/2300 RPM Reliance, Frame 327AT, 500 VA 

30 HP 2500 RPM Baldor, Frame 288AT, DPFVBB, 500 VA, 300/150 VF 

30 HP 2500 RPM Reliance, Frame LC2113ATZ, Drip-Proof Ball Bearing, 500 VA, 300 VF 

30 HP 2500 RPM U.S. Motors, Frame 289ATCZ, TEAOBB, 500 VA, 300/150 VF, New Surplus 
30 HP HP RPM 2500 RPM Reliance, Frame 286AT, DPBV, stab shunt, 240VA, 106 VF 

40 HP 400 RPM General Electric, Frame 508AT, DPFVBB, 500 VA, 120/240 VF 

40 HP 650/1750 RPM Reliance, Frame 3212ATZ, DPFV, 500 VA 

40 HP 900 RPM Reliance, Frame MC2812ATZ, DPFVBB, 500 VA, 300 VF 

40 HP 1150/2000 RPM Reliance, Frame 364AT, 500 VA, 300 VF 

40 HP 1150/2700 RPM General Electric, Frame CD365AT, DPFG-BV, BB, 500 VA 120/240 VF. New Surplus 
40 HP 1150/3000 RPM LeRoy Somer, Frame 328ATZ, DPBB-BV, 550 VA (3 available) 

40 HP 1200 RPM General Electric, Frame 366AT, DPFVBB, 500 VA, 240/120 VF 

40 HP 1200 RPM General Electric, Frame 366ATY, TENVBB, 500 VA, 240/120 VF 

40 HP 1200 RPM Reliance, Frame 364AT, DPFVBB, 500 VA, 300 VF 

40 HP 1750 RPM Allen-Bradley, Frame CD3328AT, DPFG-SV, 500VA, 150VF 

40 HP 1750 RPM General Electric, Frame 328AT, Drip-Proof Ball Bearing, 500 VA (2 available) 
40 HP 1750 RPM General Electric, Frame 365AT, DPFG-SV, 500VA, 150/300VF 

40 HP 1750/2000 RPM General Electric, Frame CD328AT, BB, DPFG-BV, new, 500VA, 150/300VF (2 available) 
40 HP 1750/2100 RPM General Electric, Frame 327AT, DPBV, 500 VA, 300 VF 

40 HP 1750/2100 RPM Reliance, Frame 2512ATZ, DPBV, 500 VA 

40 HP 1750/2100 RPM Reliance, Frame MC2115ATZ, DPFV, 500 VA, 300 VF (3 available) 

40 HP 1750/2300 RPM Reliance, Frame 3212ATZ and 405AT, TEFC, 500VA(4 available) 

40 HP 1750/2300 RPM Reliance, Frame SC2512ATZ, DP, 1.0 service factor, 500 VA 

40 HP 1750/2400 RPM Reliance, Frame 327AT, DP, Force Vent w/blower, 500 VA, 300 VF 

40 HP 1800 RPM General Electric, Frame 2813ATZ, DPFVBB, 500 VA, 240/120 VF 

40 HP 1800 RPM General Electric, Frame 366AS, Drip-Proof Ball Bearing, 550 VA, 300/150 VF 
40 HP 1800 RPM Reliance, Frame B3610ATZ, TEFC BB, 500 VA, 240 VF 

40 HP 1800 RPM Reliance, Frame LC2115ATCZ, DPFVBB, 500 VA, 300/150 VF 

40 HP 1800 RPM Reliance, Frame MC3212ATZ, TEFC BB, 500 VA, 300/150 VF, New Surplus 
40 HP 1800 RPM Reliance, Frame MC3212ATZ, TEFC BB, 500 VA, 300/150 VF 

40 HP 1800 RPM Reliance, Frame MC3212ATZ, TEFC BB, 500 VA, 300/150 VF 

40 HP 2500 RPM Baldor, Frame 288AT, Drip-Proof Ball Bearing, 500 VA, 300/150 VF 

40 HP 2500 RPM Reliance, Frame LC2113ATZ, DPFV, stab shunt, 500VA, 300VF 

40 HP 2500/3000 RPM General Electric, Frame 366AT, TEFC, 500 VA (2 available) 

50 HP 300/1800 RPM General Electric, Frame 508AT, 500 VA 

50 HP 500/1500 RPM General Electric, Frame 504AT/6AT, DPFG-BV, 500 VA (2 available) 

50 HP 850 RPM A.O. Smith, Frame 407AT, 500 VA 

50 HP 850 RPM Reliance, Frame 502AT, FC, 500 VA, 300 VF 

50 HP 850/1700 RPM Baldor, Frame 366AT/368AT, DPFG, 500 VA 

50 HP 850/1750 RPM Reliance, Frame MC3212ATZ, DPBV, stab shunt 

50 HP 850/2000 RPM Westinghouse, Frame 447A, DPFG, 500 VA (2 available) 

50 HP 1150/1380 RPM Reliance, Frame MC3212ATZ, DPFV-BV, 500 VA (3 available) 

50 HP 1200 RPM General Electric, Frame 368AT, DPFVBB, 500 VA, 300/150 VF 

50 HP 1200 RPM Powertron, Frame 366AT, DPFVBB, 500 VA, 300/150 VF 

50 HP 1750/1950 RPM Reliance, Frame 3212ATZ, TEFC, rebuilt, 500VA, 300VF 

50 HP 1750/2000 RPM General Electric, Frame CD328AT, BB, DPFG-BV, new, 500VA, 150/300VF (2 available) 
50 HP 1750/2100 RPM General Electric, Frame 409AT, TEFC, 500 VA (4 available) 

50 HP 1750/2100 RPM Reliance, Frame B2811ATZ, DPBV, 500 VA, 300 VF 

50 HP 1750/2100 RPM Reliance, Frame LC2115ATZ, DP-FG-BV, R & G, 500 VA, 300 VF 

50 HP 1750/2100 RPM Reliance, Frame LC2115ATZ, DP, 500 VA, 300 VF 

50 HP 1750/2100 RPM Reliance, Frame MC2512ATZ, DPBV, 500 VA, 240 VF 

50 HP 1750/2100 RPM Reliance, Frame MC2512ATZ, DP, 500 VA, 300 VF 

50 HP 1800 RPM Baldor, Frame 328AT, 500 VA, 150/300 VF, Rebuilt 

50 HP 1800 RPM Reliance, Frame B2811ATZ, Drip-Proof Ball Bearing, 500 VA, 300 VF 

50 HP 1800 RPM Reliance, Frame MC2512ATZ, DPFVBB, 500 VA, 300/150 VF 

50 HP 1800 RPM Reliance, Frame MC2512ATZ, DPFVBB, 500 VA, 300/150 VF 

50 HP 1800 RPM Reliance, Frame MC2512ATZ, DPFVBB, 500 VA, 300/150 VF 

50 HP 1800 RPM Westinghouse, Frame 408, FC, 500 VA, 300 VF 

50 HP 2500 RPM Reliance, Frame MC3212ATZ, TEFC BB, 500 VA, 240 VF 

50 HP 2500/3000 RPM Reliance, Frame MC3212ATZ, TEFC, 500 VA 
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December 2023 


DC MOTORS ELECTRICAL, 475-900 VOLTS - (1,722 listings on our website!) 

60 HP 300/1500 RPM General Electric, Frame 508AT/507ATZ, DPFG-BV, 500 VA (5 available) 
60 HP 500 RPM General Electric, Frame 508AT, rebuilt, 500 VA 

60 HP 650 RPM Reliance, Frame 3214ATZ, DPFVBB, 500 VA, 300 VF 

60 HP 650/1200 RPM Reliance, Frame MC3612ATZ, DPFV, 500 VA (3 available) 

60 HP 850/1700 RPM Baldor, Frame 366AT/368AT, Drip-Proof Ball Bearing, 500 VA 

60 HP 900 RPM Reliance, Frame MC3212ATZ, DPFVBB, 500 VA, 240 VF 

60 HP 1150 RPM General Electric, Frame 368AT, rebuilt, 500 VA, 150/300 VF 

60 HP 1150/1380 RPM Reliance, Frame MC3212ATZ, DPFV-BV, 500 VA (3 available) 

60 HP 1150/2000 RPM General electric, Frame 407AT, DPFG, 500 VA 

60 HP 1150/2000 RPM General Electric, Frame CD504AT, 500 VA, 300 VF 

60 HP 1150/2300 RPM General Electric, Frame 368AT, DPBV, 500VA, 300VF 

60 HP 1200 RPM General Electric, Frame 368AT, Drip-Proof Ball Bearing, 500 VA, 300/150 VF 
60 HP 1200 RPM Reliance, Frame LC2812ATZ, DPFVBB, 500 VA, 300/150 VF, New Surplus 
60 HP 1200 RPM U.S. Motors, Frame 368AT, DPFVBB, 500 VA, 300/150 VF 

60 HP 1750 RPM Baldor, Frame 3656AT, DPBV, new surp, 500VA, 150/300VF 

60 HP 1750 RPM Wer, Frame 366AT, 500 VA, 300 VF 

60 HP 1750/2000 RPM General Electric, Frame CD366AT, BB, DPFG-BV, new, 500VA, 150/300VF (2 available) 
60 HP 1750/2100 RPM Baldor, Frame 366AT, DPFG-BV, electrically OK, 500VA, 150/300VF 

60 HP 1750/2100 RPM General Electric, Frame 409AT, TEFC, 500 VA (2 available) 

60 HP 1750/2100 RPM Reliance, Frame LC2512AT, Blower Vent, 500 VA, 300 VF 

60 HP 1800 RPM General Electric, Frame 365AT, DPFVBB, 500 VA, 240/120 VF 

60 HP 1800 RPM General Electric, Frame 365AT, DPFVBB, 500 VA, 300/150 VF 

60 HP 1800 RPM General Electric, Frame 365AT, DPFVBB, 500 VA, 300/150 VF 

60 HP 1800 RPM General Electric, Frame 365AT, DPFVBB, 500 VA, 300/150 VF 

60 HP 1800 RPM General Electric, Frame 365AT, DPFVBB, 500 VA, 300/150 VF 

60 HP 1800 RPM General Electric, Frame 365AY, DPFVBB, 500 VA, 300/150 VF 

60 HP 1800 RPM General Electric, Frame 366AT, DPFVBB, 500 VA, 300/150 VF 

60 HP 1800 RPM Reliance, Frame LC2512ATZ, DPFVBB, 500 VA, 300 VF 

60 1800/2000 General Electric, Frame 366AT, ODG, 500 VA 

60 HP 2500/3000 RPM Reliance, Frame LC3212ATZ, TEFCBB, 500 VA (6 available) 

75 HP 500/2300 RPM General Electric, Frame 508AT, DPFG-BV, 500 VA 

75 HP 650 RPM General Electric, Frame 504AT, DPFVBB, 500 VA, 300/150 VF 

75 HP 650/1050 RPM Reliance, Frame LC3612ATZ, DP, BB, 500 VA, 240 VF, rebuilt 

75 HP 850/1020 RPM Reliance, Frame 408ATZ, DPFV, electrically OK, 500 VA, 300 VF 

75 HP 850/1700 RPM Baldor, Frame 407AT/409AT, Drip-Proof Ball Bearing, 500 VA 

75 HP 850/1750 RPM Westinghouse, Frame 505A, DP, 500 VA, 150/300 VF 

75 HP 850/2600 RPM General Electric, Frame 407ATD, Drip-Proof Ball Bearing, 500 VA 

75 HP 1150/1700 RPM Reliance, Frame 409ATZ, DP-FV, BB, 500 VA 240 VF, rebuilt 

75 HP 1150/2000 RPM General Electric, Frame CD407AT, SPFG-SV, 500 VA 

75 HP 1150/2300 RPM General Electric, Frame 407AT and 504A, DPFG, 500 VA (2 available) 
75 HP 1200/2000 RPM Reliance, Frame 506ATZ, ОРЕС, electrically OK, 500 VA, 240 VF 

75 HP 1750 RPM General Electric, Frame CD366AT, DPFG-SV, foot mount, 500VA, 150/300VF 
75 HP 1750 RPM Reliance, Frame 364AT, FV, foot mount, no face, 500VA, 300VF 

75 HP 1750/2000 RPM General Electric, Frame CD366AT, BB, DPFG-BV, new, 500VA, 150/300VF (2 available) 
75 HP 1750/2000 RPM Reliance, Frame 366AT, DPFG, 500 VA 

75 HP 1750/2100 RPM Reliance, Frame C2512ATZ, DPFV, rebuilt, 500 VA, 300 VF 

75 HP 1750/2100 RPM Reliance, Frame MC2812ATZ, DP, foot mount, 500 VA, 300 VF 

75 HP 1750/2100 RPM Reliance, Frame MC2812ATZ, DP-FG-BV, R & G, 500 VA, 300 VF 

75 HP 1800 RPM Baldor, Frame 366AT, DPFVBB, 500 VA, 300/150 VF 

75 HP 1800 RPM Baldor, Frame 366AT, Drip-Proof Ball Bearing, 500 VA, 300/150 VF 

75 HP 1800 RPM Baldor, Frame 366AT, Drip-Proof Ball Bearing, 500 VA, 300 VF 

75 HP 1800 RPM Baldor, Frame 366ATZ, DPFVBB, 500 VA, 300/150 VF 

75 HP 1800 RPM General Dynamics, Frame 405AS, DPFVBB, 500 VA, 240 VF 

75 HP 1800 RPM General Electric, Frame 366AT, DPFVBB, 500 VA, 300/150 VF 

75 HP 1800 RPM General Electric, Frame 366AY, DPFVBB, 500 VA, 300 VF 

75 HP 1800 RPM General Electric, Frame 444AS, Drip-Proof Ball Bearing, 550 VA, 300/150 VF 
75 HP 1800 RPM Reliance, Frame 2812ATZ,, 500 VA, 150/300 VF, Rebuilt 

75 HP 1800 RPM Reliance, Frame C2514ATZ, DPFVBB, 500 VA, 240 VF 

75 HP 1800 RPM Reliance, Frame C2514ATZ, DPFVBB, 500 VA, 300 VF 

75 HP 1800 RPM Reliance, Frame LC3612ATZ, DPFVBB, 500 VA, 300 VF 

75 HP 2500 RPM Baumuller, Frame 180MV, DPFVBB, 500 VA, 300 VF 

75 HP 2500 RPM General Electric, Frame 365AT, DPFVBB, 500 VA, 300/150 VF 

75 HP 2500 RPM Reliance, Frame B328ATZ, DPBV, 500 VA, 300 VF 

75 HP 3500 RPM General Electric 5CD184WC002A804, Frame CD328TCY, DPFG-BV, shunt wound, 500 VA ... 
75 HP 3600 RPM General Electric, Frame 328АТСҮ, DPFVBB, 500 VA, 300/150 VF 

75 HP RPM DC Motor, Frame 2813ATZ, rebuilt 

100 HP 300 RPM General Electric, Frame 4562, DPFVBB, 500 VA, 300/150 VF 

100 HP 300 RPM General Electric, Frame 4562, DPFVBB, 500 VA, 300/150 VF 

100 HP 300/1225 RPM Reliance, Frame B5010ATZ, DPFG-BV, 500 VA (2 available) 

100 HP 400 RPM General Electric, Frame 684AS, DPFVBB, 500 VA 

100 HP 500/2400 RPM General Electric / Reliance, Frame 508AT/B507ATZ, DPFV, 500 VA (3 available) 
100 HP 650/1600 RPM General Electric, Frame 506AT, DPFG-BV, 500 VA (3 available) 

100 HP 850/1300 RPM Westinghouse, Frame 585AS, 24 Hr duty, new, 500 VA, 240 VF 

100 HP 850/1700 RPM Reliance, Frame LC3612ATZ, DPFV-BV, 500VA, 300VF (4 available) 
100 HP 850/2550 RPM GE & Rel., Frame 506AT/B506ATZ, DPFV, 500 VA (4 available) 

100 HP 1150/1850 RPM Reliance Frame C2815ATZ, DPFV-BV, 500 VA (6 available) 

100 HP 1150/2000 RPM General Electric, Frame 407AT/409AT, DPFG, 500 VA (4 available) 
100 HP 1200 RPM Reliance, Frame B3610ATZ, DPFVBB, 500 VA, 240 VF 

100 HP 1750 RPM General Electric, Frame 445AY, Stab Shunt, 500VA, 240VF(2 available) 

100 HP 1750 RPM Reliance, Frame 503AT, TEFC BB, 500 VA 

100 HP 1750/2000 RPM Baldor, Frame 368ATY, 560 VA, 300 VF 

100 HP 1750/2000 RPM Baldor, Frame 368ATZ, DPBV, 500 VA, 150/300 VF 

100 HP 1750/2000 RPM General Electric, Frame 368AT, 366AT, DPFG, 500 VA (4 available) 
100 HP 1750/2000 RPM General Electric, Frame CD368AT, DPFG-SV, foot mount, 500VA, 150/300VF 
100 HP 1750/2000 RPM General Electric, Frame CD368AT, DPFG BB, new, 500VA, 300/150VF (2 available) 
100 HP 1800 RPM Baldor, Frame 368ATY, DPFVBB, 500 VA, 300 VF 

100 HP 1800 RPM Baldor, Frame 368ATY, Drip-Proof Ball Bearing, 500 VA, 300 VF 

100 HP 1800 RPM General Electric, Frame 368AT, SPFG-SV, electrically OK, 500 VA, 150/300 VF 
100 HP 1800 RPM General Electric, Frame 368ATY, DPFVBB, 500 VA, 240 VF 

100 HP 1800 RPM General Electric, Frame 368AY, DPFVBB, 500 VA, 300/150 VF 

100 HP 1800 RPM Reliance, Frame 403AT, DPFVBB, 500 VA, 150/300 VF 

100 HP 1800 RPM Reliance, Frame B367ATZ, DPFVBB, 500 VA, 300 VF 

100 HP 1800 RPM TT Electric, Frame 2515ATZ, DPFVBB, 500 VA, 300/150 VF, New Surplus 
100 HP 1800/2000 RPM Baldor, Frame 368AT, DPBV, rebuilt, 500 VA, 150/300 VF 
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SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


419-865-4001 
513-863-4474 
419-691-2888 
419-865-4001 
419-865-4001 
419-691-2888 
513-863-4474 
419-865-4001 
419-865-4001 
513-863-4474 
419-865-4001 
419-691-2888 
419-691-2888 
419-691-2888 
203-753-5103 
888-648-3855 
919-562-8122 
843-374-5469 
419-865-4001 
800-248-4479 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
843-374-5469 
419-865-4001 
419-865-4001 
419-691-2888 
800-849-6686 
843-374-5469 
419-865-4001 
401-725-9050 
419-865-4001 
800-849-6686 
800-505-0047 
419-865-4001 
843-374-5469 
864-226-2893 
864-226-2893 
919-562-8122 
419-865-4001 
800-637-7042 
864-226-2893 
419-708-8322 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
323-583-1040 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
800-248-4479 
270-678-1337 
419-691-2888 
513-863-4474 
419-691-2888 
419-691-2888 
419-865-4001 
419-691-2888 
419-865-4001 
419-865-4001 
219-397-7476 
419-865-4001 
419-865-4001 
419-865-4001 
419-865-4001 
419-691-2888 
800-248-4479 
419-865-4001 
856-627-3535 
770-532-4411 
419-865-4001 
864-226-2893 
919-562-8122 
419-691-2888 
419-691-2888 
843-374-5469 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
843-374-5469 


DEALER 

Doug Beat Co The 
Professional Motor 
Romanoff Industries 
Doug Beat Co The 
Doug Beat Co The 
Romanoff Industries 
Professional Motor 
Doug Beat Co The 
Doug Beat Co The 
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Doug Beat Co The 
Romanoff Industries 
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Romanoff Industries 
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Doug Beat Co The 
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Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Lake City Elec Mtr 
Doug Beat Co The 
Doug Beat Co The 
Romanoff Industries 
North Carolina Mtrs 
Lake City Elec Mtr 
Doug Beat Co The 
Jet Electric Motor 
Doug Beat Co The 
North Carolina Mtrs 
Applied Dynamics 
Doug Beat Co The 
Lake City Elec Mtr 
Ind Motor Service 
Ind Motor Service 
East Coast Electric 
Doug Beat Co The 
Charlie Steele 

Ind Motor Service 
Lanning Elec. Motor 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Superior Electric 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Row Electrical Eqpt 
Brooks Motor & Elec 
Romanoff Industries 
Professional Motor 
Romanoff Industries 
Romanoff Industries 
Doug Beat Co The 
Romanoff Industries 
Doug Beat Co The 
Doug Beat Co The 
InTech, Inc 

Doug Beat Co The 
Doug Beat Co The 
Doug Beat Co The 
Doug Beat Co The 
Romanoff Industries 
Row Electrical Eqpt 
Doug Beat Co The 
Willier Electric 
Gainesville Ind. 
Doug Beat Co The 
Ind Motor Service 
East Coast Electric 
Romanoff Industries 
Romanoff Industries 
Lake City Elec Mtr 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Lake City Elec Mtr 


SR ID 
548544 
144350 
404169 
869427 
466173 
404107 
144347 
091657 
531321 
146415 
326845 
404182 
404010 
404056 
749528 
321996 
159127 
307110 
522630 
429963 
404124 
454811 
454985 
455015 
455098 
403864 
454873 
469539 
237669 
838901 
653346 
403911 
373172 
307181 
466175 
563870 
778620 
384071 
157822 
145595 
307180 
103396 
103398 
159126 
445102 
972137 
103397 
359268 
404007 
454867 
454892 
454859 
454823 
454959 
404184 
455020 
339188 
454954 
456478 
404072 
404189 
404068 
143793 
470821 
404118 
144349 
471496 
471500 
519934 
454784 
684301 
923064 
966595 
684307 
394739 
091655 
422163 
404095 
698702 
487836 
831894 
424543 
443832 
103395 
143485 
404204 
454962 
307183 
403977 
454795 
377679 
404217 
454831 
307182 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


DC MOTORS ELECTRICAL, 475-900 VOLTS - (7, 722 listings on our website!) 


100 HP 1800/2000 RPM Reliance, Frame 3212ATZ, DPFV, electrically OK, 500 VA, 300 VF SC 843-374-5469 
100 HP 1800/2000 RPM Reliance, Frame 3212ATZ, DPFV, electrically OK, 500 VA, 300 VF SC 843-374-5469 
100 HP 2500 RPM General Electric, Frame 366AT, DPFVBB, 500 VA, 300 VF OH 419-691-2888 
125 HP 300 RPM General Electric, Frame 4566, DPFVBB, 500 VA, 300/150 VF OH 419-691-2888 
125 HP 400 RPM General Electric, Frame 4352, DPFVBB, 500 VA, 300/150 VF OH 419-691-2888 
125 HP 500 RPM General Electric, Frame 508AY, DPFVBB, 500 VA, 150/300 VF OH 419-691-2888 
125/150 HP 650/1600 RPM General Electric, Frame 508AT, DPFG, 500 VA (2 available) OH 419-865-4001 
125 HP 850/1700 RPM Reliance, Frame B506ATZ, DP-FG-BV, R & G, 500 VA, 300 VF (2 available) OH 419-708-8322 
125 HP 900 RPM General Electric, Frame 506AT, DPFVBB, 500 VA, 300/150 VF 2 419-691-2888 


125 HP 1150/1600 RPM General Electric, Frame CD409AY, SPFG-SV, 500 VA, 208 VF 


919-556-3229 


DEALER 

Lake City Elec Mtr 
Lake City Elec Mtr 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Doug Beat Co The 
Lanning Elec. Motor 
Romanoff Industries 
Electric Motor Shop 


December 2023 


SRID 
307109 
307295 
456477 
471498 
471492 
368629 
260765 
359269 
471499 
879293 


MOTORS & CONTROLS * AUTOMATION GROUP 
24 HOUR SALES & SERVICE 


AC & DC MOTORS & DRIVES: NEW, USED, REBUILT 


MOTORS: US/EMERSON GE, BALDOR, LEESON, LINCOLN, STERLING, 
WORLDWIDE, MARATHON, RELIANCE, LENZE, BULL 


DRIVES: CONTROL TECHIQUES, EMERSON, AC TECH, LENZE, ABB, 
OMRON, FINCOR, BARDAC, SPRINT, BALDOR, BENSHAW 


ALL YOUR PARTS NEEDS: BLOWERS, FILTERS, BRUSHES, TACHOMETERS, FUSES, ST 


PH: 800-757-USEM (8736) or 630-628-8080 * FAX: 
www.addisonelectric.com 


125 HP 1150/2000 RPM General Electric, Frame CD506AT, SPFG, BB, 500VA, 150/300VF NC 919-562-8122 
125 HP 1150/2000 RPM General Electric, Frame CD506AT, SPFG-SV, 500 VA, 150/300 VF LA 800-637-7042 
125 HP 1150/2000 RPM Reliance, Frame MC3612ATZ, DPFG-BV, 500 VA, 300 VF OH 419-865-4001 
125 HP 1150/2000 RPM Reliance, Frame UB408ATZ/B408ATZ, DP FV, 500 VA (3 available) OH 419-865-4001 
125 HP 1150/2000 RPM U.S. Motors, Frame 506AT & 504AT, DPFG, 500 VA (2 available) OH 419-865-4001 
125 HP 1750 RPM General Electric, Frame 368AT, DPBV, 500VA, 300VF(2 available) IL 630-628-8080 
125 HP 1750/2000 RPM Baldor, Frame 368AT, DPFV, w/blower & filter, 500VA(2 available) OH 419-865-4001 
125 HP 1750/2000 RPM General Electric, Frame CD368AY, DPFG-SV ft mount, 500VA, 150/300VF SC 864-226-2893 
125 HP 1750/2000 RPM Reliance, Frame B369ATZ, DPFV, 500 VA OH 419-865-4001 
125 HP 1750/2000 RPM Reliance, Frame LC3212ATZ, DPBB-BV, 500 VA (2 available) OH 419-865-4001 
125 HP 1750/2000 RPM Us U.S. & GE, Frame 407AT, DPFG, 500 VA (2 available) OH 419-865-4001 
125 HP 1750/2000 RPM Westinghouse, Frame 447AT, Drip-Proof Ball Bearing, 500 VA (4 available) OH 419-865-4001 
125 HP 1750/2100 RPM Reliance, Frame 502AT, DPBB-FV, 500 VA OH 419-865-4001 
125 HP 1800 RPM Baldor, Frame 368AT, DPFVBB, 500 VA, 300/150 VF OH 419-691-2888 
125 HP 1800 RPM General Electric, Frame 407AY,, 500 VA, 150/300 VF, Rebuilt CA 323-583-1040 
125 HP 1800 RPM Reliance, Frame MC3212ATZ, DPFVBB, 500 VA, 300 VF OH 419-691-2888 
125 HP 1800 RPM Reliance, Frame UB4010ATZ, TEAOBB, 500 VA, 300 VF OH 419-691-2888 
125 HP 1800 RPM Siemens, Frame 186, DPFVBB, 500 VA, 85/310 VF, New Surplus OH 419-691-2888 
125 HP 1800 RPM Statohm, Frame 504AS, Drip-Proof Ball Bearing, 480 VA, 300 VF OH 419-691-2888 
125 HP 1800 RPM U.S. Motors, Frame 368AT, DPFVBB, 500 VA, 300/150 VF OH 419-691-2888 
125 HP 2500 RPM General Electric, Frame 368AY, DPFVBB, 500 VA, 300/150 VF OH 419-691-2888 
150 HP 250/1200 RPM General Electric, Frame 6271/6513, DPFG, 500 VA (2 available) OH 419-865-4001 
150 HP 300 RPM General Electric, Frame 4457, DPFVBB, 500 VA, 300/150 VF OH 419-691-2888 
150 HP 650 RPM General Electric, Frame 684AS, DPFVBB, 500 VA, looks rebuilt OH 419-691-2888 
150 HP 850 RPM Louis Allis, Frame 508AT, TEPV, BB, 500 VA, 300 VF, rebuilt NC 800-849-6686 
150 HP 850/1020 RPM Reliance, Frame MC4013ATZ, DPFV-BV, 500 VA (2 available) OH 419-865-4001 
150 HP 850/1700 RPM General Electric, Frame 508AT, DPFG-BV, electrically OK, 550 VA, 240 VF SC 843-374-5469 
150 HP 850/1700 RPM General Electric, Frame CD506AT, SPFG, BB, 500 VA, 150/300 VF (2 available) NC 919-562-8122 
150 HP 850/1700 RPM General Electric, Frame CD508AT, SPFG, BB, 500 VA (2 available) NC 919-562-8122 
150 HP 850/1700 RPM Reliance, Frame 4011ATZ, DPFG-BV, 500 VA OH 419-865-4001 
150 HP 1150 RPM Unico, Frame CD504AT, DP, 500 VA, 150/300 VF OH 800-248-4479 
150 HP 1150/1700 RPM General Electric, Frame 409AT, DPFG-BV, BB, new, 500VA, 150/300VF NC 919-562-8122 
150 HP 1150/2000 RPM Allen-Bradley, Frame CD504ATY, TEUC, BB, 500VA, 150/300VF NC 800-849-6686 
150 HP 1150/2000 RPM General Electric, Frame 409AT & 409ATZ, DPFV, 500 VA (2 available) OH 419-865-4001 
150 HP 1150/2000 RPM General Electric, Frame 444T, Shunt, DPFG, 500 Volts (2 available) OH 800-248-4479 
150 HP 1150/2000 RPM General Electric, Frame 506AT, DP FV, 500 VA OH 419-865-4001 
150 HP 1150/2000 RPM Reliance, Frame B506ATZ, SPSV, BB, 500 Volts NC 919-562-8122 
150 HP 1150/2000 RPM Reliance, Frame C4011ATZ, DPFG-BV, 500 VA OH 419-865-4001 
150 HP 1150/2000 RPM U.S. Motors, Frame 506ATZ, 500 VA, 150/300 VF OH 419-865-4001 
150 HP 1200 RPM General Electric, Frame 506AT, DPFVBB, 500 VA, 240 VF OH 419-691-2888 
150 HP 1200 RPM Reliance, Frame 409ATZ, DPFV, electrically OK, 500 VA, 300 VF SC 843-374-5469 
150 HP 1200 RPM Reliance, Frame B4010ATZ, DPFVBB, 500 VA, 300 VF OH 419-691-2888 
150 HP 1200 RPM Reliance, Frame B4010ATZ, DPFVBB, 500 VA, 300 VF OH 419-691-2888 
150 HP 1200 RPM Reliance, Frame B4010ATZ, DPFVBB, 500 VA, 300 VF OH 419-691-2888 
150 HP 1500 RPM Stromberg, Frame 4562, ODP, DC, 500/300 VA CO 800-990-7374 
150 HP 1750 RPM U.S. Motors, Frame 369ATZ, DPBV, stab shunt, 500 VA, 300 VF OH 800-248-4479 
150 HP 1750/2000 RPM Baldor, Frame 407AT, DPBV, 500 VA, 150/300 VF, new surplus OH 800-248-4479 
150 HP 1750/2000 RPM General Electric, Frame 407AT, DPFG-BV, BB, new, 500VA, 150/300VF NC 919-562-8122 
150 HP 1750/2000 RPM General Electric, Frame 409AT, DP FG, 500 VA OH 419-865-4001 
150 HP 1750/2000 RPM Reliance, Frame 3212ATZ, DPBV, 500 VA OH 419-865-4001 
150 HP 1750/2000 RPM Reliance, Frame 406AT, DP-BV, BB, 500 VA 300 VF NC 800-849-6686 
150 HP 1750/2000 RPM U.S. Motors, Frame 369ATZ, DPFG, 500 VA OH 419-865-4001 
150 HP 1750/2000 RPM Westinghouse, Frame 447AT, Drip-Proof Ball Bearing, 500 VA (4 available) OH 419-865-4001 
150 HP 1750/2100 RPM General Electric, Frame CD407AT, DPFG-SV, foot mount, 500VA, 150/300VF SC 864-226-2893 
150 HP 1750/2300 RPM Reliance, Frame LC3212ATZ, 500 VA, 300 VF OH 800-248-4479 
150 HP 1800 RPM Baldor, Frame 409ATYZ, Drip-Proof Ball Bearing, 500 VA, 240/120 VF OH 419-691-2888 
150 HP 1800 RPM Baldor, Frame 409ATZ, Drip-Proof Ball Bearing, 500 VA, 300 VF OH 419-691-2888 
150 HP 1800 RPM Baldor-Reliance, Frame UC2815ATZ, DPFVBB, 500 VA, 300 VF OH 419-691-2888 
150 HP 1800 RPM General Electric, Frame 3610AY, DPFVBB, 500 VA, 300/150 VF OH 419-691-2888 
150 HP 1800 RPM General Electric, Frame 409AT, DPFVBB, 500 VA, 240 VF OH 419-691-2888 
150 HP 1800 RPM General Electric, Frame 409AY, DPFVBB, 500 VA, 300/150 VF OH 419-691-2888 
150 HP 1800 RPM General Electric, Frame 505AS, Drip-Proof Ball Bearing, 480 VA, 240/120 VF OH 419-691-2888 
150 HP 1800 RPM General Electric, Frame 505AS, DPFVBB, 550 VA, 300 VF OH 419-691-2888 
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RTERS, AND MORE 
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307184 
454982 
461662 
461668 
394040 
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455003 
404030 
454890 
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454928 
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DC MOTORS ELECTRICAL, 475-900 VOLTS - (1,722 listings on our website!) 

150 HP 1800 RPM General Electric, Frame 505AZ, DPFVBB, 500 VA, 240 VF 

150 HP 1800 RPM General Electric, Frame L409AY, DPFVBB, 500 VA, 150/300 VF 

150 HP 1800/2000 RPM Baldor /GE, Frame 407AT, ODG-BV, 500 VA 

150 HP 2500 RPM Reliance, Frame LC3212ATZ, DPFVBB, 500 VA, 300 VF 

150 HP 3600 RPM Brook-Crompton, Frame 200S, DPFVBB, 500 VA, 300 VF 

175 HP 1800 RPM General Electric, Frame 504AT, SPFG-BV, electrically OK, 500 VA, 150/300 VF 
200 HP 250 RPM General Electric, Frame 4562, DPFVBB, 500 VA, 300/150 VF 

200 HP 265/1274 RPM General Electric, Frame 6271, DPFG, 600 VA 

200 HP 300 RPM General Electric, Frame 4559, DPFVBB, 500 VA, 300/150 VF 

200 HP 500/1000 RPM General Electric, Frame 5010AY, DPFG, 600 VA 

200 HP 500/2200 RPM Reliance, Frame B589ATZ, SPSV, 600 VA, 300 VF 

200 HP 650 RPM General Electric, Frame 5010AY, DPFVBB, 500 VA 

200 HP 850/1020 RPM Reliance, Frame MC4013ATZ, DPFV-BV, 500 VA (2 available) 

200 HP 1150/1700 RPM General Electric, Frame 506AT, DPFG-BV, BB, new, 500VA, 150/300VF 
200 HP 1150/1750 RPM Reliance, Frame C3613ATZ & 505AT, DPFV, 500 VA (4 available) 

200 HP 1150/1800 RPM General Electric, Frame 508AT, DPFG-BV, 500 VA 

200 HP 1150/2000 RPM General Electric, Frame 506AT, DP, 500VA, 300VF 

200 HP 1150/2000 RPM General Electric, Frame CD508AY, DPFG-SV, BB, 500 VA 150/300 VF, rebuilt 
200 HP 1150/2000 RPM Reliance, Frame MC4013ATZ, DPSV, BB, rblt, 500VA, 240VF 

200 HP 1150/2000 RPM Reliance, Frame UB4010ATZ, DPFV, 500 VA (2 available) 

200 HP 1200 RPM Baldor, Frame 508ATD, DP-BV, BB, 500 VA, 240 VF, new surplus 

200 HP 1200 RPM General Electric, Frame 3612AT, DPFVBB, 480 VA, 300/150 VF 

200 HP 1200 RPM Reliance, Frame B4011ATZ, DPFVBB, 500 VA, 300 VF 

200 HP 1200 RPM Reliance, Frame B4011ATZ, DPFVBB, 500 VA, 300 VF 

200 HP 1200 RPM Reliance, Frame B4011ATZ, DPFVBB, 500 VA, 300 VF 

200 HP 1750 RPM General Electric, Frame 409AT, 500 VA, 300 VF 

200 HP 1750 RPM General Electric, Frame 409AT, DPFG, 500VA, 300VF 

200 HP 1750 RPM Reliance, Frame UBO408ATZ, DP-FV, BB, 500VA, 240VF rebuilt 

200 HP 1750/1950 RPM Reliance, Frame LC3612ATZ, SPSV, BB, rblt, 500 VA, 240 VF 

200 HP 1750/2000 RPM General Electric, Frame 504AT, DPFG, 500 VA (2 available) 

200 HP 1750/2000 RPM General Electric, Frame 584A, 550 VA, 150/300 VF 

200 HP 1750/2000 RPM General Electric, Frame L409AT, DPFG-BV, BB, new, 500VA, 150/300VF (2 available) 
200 HP 1750/2000 RPM Reliance, Frame 502AT, 500 VA, 300 VF 

200 HP 1750/2100 RPM General Electric, Frame CDL409AT, DPFG-SV, 500 VA, 150/300 VF 

200 HP 1750/2100 RPM General Electric, Frame CDL409AT, DPBV, 500 VA, 300 VF 

200 HP 1750/2100 RPM Reliance /Westinghouse, Frame 584AS, DPFG, 500VA(4 available) 

200 HP 1750/2500 RPM General Electric, Frame 3610AT, DPBV, stab shunt, 500 VA, 300 VF 
200 HP 1750/2500 RPM General Electric, Frame 3610AY, double shaft, DPBV, stab shunt, 500VA, 300VF 
200 HP 1800 RPM Baldor, Frame 504AT, DP, Ball Bearing, 500 VA, 150/300 VF, Rebuilt 

200 HP 1800 RPM Baldor, Frame 509AT, 500 VA, 150/300 VF 

200 HP 1800 RPM Bull, Frame 36/255S, DPFVBB, 500 VA, 300/150 VF 

200 HP 1800 RPM General Electric, Frame 3610AY, DPFVBB, 500 VA, 300/150 VF 

200 HP 1800 RPM General Electric, Frame 504AT, Drip-Proof Ball Bearing, 500 VA, 300/150 VF 
200 HP 1800 RPM General Electric, Frame 504AT, Drip-Proof Ball Bearing, 550 VA, 300 VF 

200 HP 1800 RPM General Electric, Frame 504AY, DPFVBB, 500 VA, 300/150 VF 

200 HP 1800 RPM Reliance, Frame UC3214ATZ, DPFVBB, 500 VA, 300 VF 

200 HP 1800 RPM Reliance, Frame UMC3612ATZ, DPFVBB, 500 VA, 300/150 VF 

200 HP 1800 RPM Reliance, Frame UMC3612ATZ, DPFVBB, 500 VA, 300/150 VF 

200 HP 1800/1900 RPM ABB, Frame 2815AT, SPFG-BV, BB, 500VA, 300VF, rebuilt 

200 HP 1800/2000 RPM Reliance, Frame 3612ATZ, DPFV, electrically OK, 500 VA, 300 VF 

200 HP RPM Reliance, Frame 506ATZ, SP-SV, stab shunt, rblt, 500VA, 240VF 

250 HP 250/500 RPM General Electric, Frame 6262, DPFG-BV, 500 VA 

250 HP 300 RPM General Electric, Frame 4562, DPFVBB, 500 VA, 300/150 VF 

250 HP 300/1800 RPM General Electric, Frame CD4562, SPFG-SV, BB, rblt, 500VA, 150/300VF 
250 HP 650/1800 RPM Baldor, Frame 5011AT, DPBV, 500 VA 

250 HP 650/1800 RPM General Electric, Frame CD5453, DPFG-SV, electrically OK, 500 VA, 104/208 VF 
250 HP 850/1500 RPM Reliance, Frame B508ATZ, DPFV, 500 VA (2 available) 

250 HP 850/2000 RPM U.S. Motors, Frame 5010ATZ, DPFV, 500 VA (2 available) 

250 HP 1150/1700 RPM General Electric, Frame 508AT, DPFG-BV, BB, new, 500VA, 150/300VF 
250 HP 1150-1700 RPM Reliance, Frame LC4013-ATZ, 240 VF 

250 HP 1150/1750 RPM Westinghouse, Frame 508AT, DP, stab shunt, 500 VA, 150 VF 

250 HP 1150/1750 RPM Westinghouse, Frame 508AT, DP, stab shunt, 500 VA, 300 VF 

250 HP 1150/1800 RPM General Electric, Frame CD508AT, SPFG, 500 VA, 150/300 VF (4 available) 
250 HP 1150/1800 RPM U.S. Motors, Frame 506AT/508AT, DPBV, 500 VA 

250 HP 1150/2000 RPM Reliance, Frame B507ATZ & 506AT, DPFV, 500 VA (2 available) 

250 HP 1150/2300 RPM Allen-Bradley, Frame 506AT, DPFG-BV, shunt, 500 VA, 300 VF 

250 HP 1200 RPM General Electric, Frame 506AT, DPFVBB, 500 VA, 300/150 VF 

250 HP 1750/1900 RPM General Electric, Frame 504AT, 500 VA, 150/300 VF 

250 HP 1750/2000 RPM General Electric, Frame 504AT, DPFG-BV, BB, new, 500VA, 150/300VF (2 available) 
250 HP 1750/2000 RPM Reliance, Frame ULC3612ATZ, DPFV, 500 VA 

250 HP 1750/2100 RPM Reliance, Frame 503AT/4AT/SAT/6AT, DPFG, 500 VA (4 available) 

250 HP 1800 RPM ABB, Frame 180U, DPFVBB, 500 VA, 300 VF 

250 HP 1800 RPM Baldor-Reliance, Frame C4011ATZ, DPFVBB, 500 VA, 300 VF 

250 HP 1800 RPM Emerson, Frame 506AT, DPFVBB, 500 VA, 150/300 VF 

250 HP 1800 RPM General Electric, Frame 504AY, DPFVBB, 500 VA, 300/150 VF 

250 HP 1800 RPM General Electric, Frame 508AT, DPFVBB, 500 VA, 240/120 VF 

250 HP 1800 RPM General Electric, Frame 508AT, DPFVBB, 500 VA, 240/120 VF 

250 HP 1800 RPM General Electric, Frame 585A, DPFVBB, 550 VA 

265 HP 306/1719 RPM Reliance, Frame B689ATZ, DPG-SV, 500 VA, 240 VF 

270 HP 2300 RPM Canadian General Electric, Frame 506AT, TEBV, st.shunt, 700VA, 110VF(2 available) 
300 HP 260/1250 RPM General Electric, Frame CD4670, SPFC-SV, wound shunt, 500 VA 

300 HP 300/900 RPM General Electric, Frame 4562, SPFG, BB, 500 VA 

300 HP 340/1275 RPM General Electric, Frame CD4566, SPFG-SV, BB, 500 VA, 120/240VF 

300 HP 650 RPM General Electric, Frame 4362, DPFVBB, 500 VA, 300/150 VF 

300 HP 650 RPM General Electric, Frame CD4460, TEUC, BB, rebuilt, 550VA, 150/300VF 

300 HP 850/1200 RPM Reliance, Frame 587ATZ, DPFV, 500 VA 

300 HP 850/1500 RPM General Electric, Frame 5453, DPFG & Unit Cooled, 500 VA, (4 available) 
300 HP 850/1500 RPM General Electric, Frame CD4358, SPFG-SV, BB, 500 VA, 120/240 VF (4 available) 
300 HP 850/1500 RPM General Electric, Frame CD4358, SPFG, BB, 500 VA, 150/300 VF 

300 HP 850/1500 RPM General Electric, Frame CD5453, TEUC, BB, 500 VA, rebuilt 

300 HP 1150 RPM General Electric, Frame CD685A, SPFG, B, 500 VA 

300 HP 1150/1600 RPM General Electric, Frame CD508AY, DPFG-BV, BB, 500 VA 150/300 VF 
300 HP 1150/1700 RPM General Electric, Frame 508AT, DPFG-BV, BB, new, 500VA, 150/300VF 
300 HP 1150/1700 RPM General Electric, Frame 508AT, DPFG, 500 VA (2 available) 
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SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


419-691-2888 
419-691-2888 
843-374-5469 
419-691-2888 
419-691-2888 
843-374-5469 
419-691-2888 
419-865-4001 
419-691-2888 
419-865-4001 
205-462-3453 
419-691-2888 
419-865-4001 
919-562-8122 
419-865-4001 
419-865-4001 
800-248-4479 
800-849-6686 
800-849-6686 
419-865-4001 
800-849-6686 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
888-648-3855 
630-628-8080 
800-849-6686 
800-849-6686 
419-865-4001 
888-648-3855 
919-562-8122 
888-648-3855 
864-226-2893 
800-248-4479 
419-865-4001 
800-248-4479 
800-248-4479 
323-583-1040 
706-549-6556 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
800-849-6686 
843-374-5469 
705-476-5814 
419-865-4001 
419-691-2888 
800-849-6686 
419-865-4001 
205-462-3453 
419-865-4001 
419-865-4001 
919-562-8122 
205-612-3051 
800-248-4479 
800-248-4479 
919-562-8122 
419-865-4001 
419-865-4001 
800-248-4479 
419-691-2888 
888-648-3855 
919-562-8122 
419-865-4001 
419-865-4001 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
419-691-2888 
800-849-6686 
905-547-9171 
612-810-1955 
919-562-8122 
800-849-6686 
419-691-2888 
800-849-6686 
419-865-4001 
419-865-4001 
800-849-6686 
919-562-8122 
800-432-2645 
919-562-8122 
800-849-6686 
919-562-8122 
419-865-4001 


DEALER 
Romanoff Industries 
Romanoff Industries 
Lake City Elec Mtr 
Romanoff Industries 
Romanoff Industries 
Lake City Elec Mtr 
Romanoff Industries 
Doug Beat Co The 
Romanoff Industries 
Doug Beat Co The 
Yellowhammer Elec 
Romanoff Industries 
Doug Beat Co The 
East Coast Electric 
Doug Beat Co The 
Doug Beat Co The 
Row Electrical Eqpt 
North Carolina Mtrs 
North Carolina Mtrs 
Doug Beat Co The 
North Carolina Mtrs 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Bender-Chiswick 
Addison Elec. 

North Carolina Mtrs 
North Carolina Mtrs 
Doug Beat Co The 
Bender-Chiswick 
East Coast Electric 
Bender-Chiswick 
Ind Motor Service 
Row Electrical Eqpt 
Doug Beat Co The 
Row Electrical Eqpt 
Row Electrical Eqpt 
Superior Electric 
Electric Motors Co 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
North Carolina Mtrs 
Lake City Elec Mtr 
Gateway Electric 
Doug Beat Co The 
Romanoff Industries 
North Carolina Mtrs 
Doug Beat Co The 
Yellowhammer Elec 
Doug Beat Co The 
Doug Beat Co The 
East Coast Electric 
Bailey Surplus 

Row Electrical Eqpt 
Row Electrical Eqpt 
East Coast Electric 
Doug Beat Co The 
Doug Beat Co The 
Row Electrical Eqpt 
Romanoff Industries 
Bender-Chiswick 
East Coast Electric 
Doug Beat Co The 
Doug Beat Co The 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
Romanoff Industries 
North Carolina Mtrs 
Duke Electric Ltd 
Peak Machinery Inc 
East Coast Electric 
North Carolina Mtrs 
Romanoff Industries 
North Carolina Mtrs 
Doug Beat Co The 
Doug Beat Co The 
North Carolina Mtrs 
East Coast Electric 
HECO Inc. 

East Coast Electric 
North Carolina Mtrs 
East Coast Electric 
Doug Beat Co The 


SR ID 
455077 
344568 
237673 
404070 
403870 
307185 
457540 
883195 
471494 
883193 
022944 
381803 
091659 
115278 
901894 
964962 
926950 
369405 
149305 
671276 
349475 
466435 
461660 
461666 
461670 
371904 
838130 
265530 
093786 
487844 
218865 
115277 
218866 
130753 
389290 
491478 
115438 
115436 
339186 
289680 
455038 
466436 
455097 
454785 
454775 
475634 
454902 
454971 
350377 
307297 
242213 
571916 
471497 
149306 
845015 
081904 
376465 
662810 
115276 
333684 
018157 
937084 
146972 
368828 
182586 
833551 
454980 
218864 
115275 
376466 
471018 
403861 
454820 
339460 
454851 
455060 
455069 
454991 
304801 
616243 
056230 
926528 
128092 
471495 
143397 
275000 
597126 
128096 
146970 
450938 
018487 
384073 
115274 
519935 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


DC MOTORS ELECTRICAL, 475-900 VOLTS - (1,722 listings on our website!) 

300 HP 1150/2000 RPM General Electric, Frame CD508AY, SPFG, BB, 500 VA, 150/300 VF 
300 HP 1200 RPM General Electric, Frame 4352, DPFVBB, 500 VA, 300/150 VF 

300 HP 1200 RPM Reliance, Frame B509ATZ, DPFVBB, 500 VA, 300 VF 

300 HP 1200 RPM Reliance, Frame B509ATZ, DPFVBB, 500 VA, 300 VF 

300 HP 1200/1600 RPM Reliance, Frame 508ATZ, SP-SV, electrically OK, 500 VA, 240 VF 

300 HP 1750/1900 RPM Baldor, Frame 505AT/506AT, DPFG, 500 VA 

300 HP 1750/1900 RPM Reliance, Frame B4010ATZ, DPFG-BV, 500 VA, 300 VF (2 available) 
300 HP 1750/1900 RPM Reliance, Frame UB4010ATZ, DP, 500 VA, 300 VF 

300 HP 1750/2000 RPM General Electric, Frame 506AT, DPFG-BV, BB, new, 500VA, 150/300VF (2 available) 
300 HP 1800 RPM ABB, Frame 200S, DPFVBB, 500 VA, 300 VF 

300 HP 1800 RPM ABB, Frame 225L, DPFVBB, 500 VA, 300 VF 

300 HP 1800 RPM General Electric, Frame 506AT, DPFVBB, 500 VA, 300/150 VF 

300 HP 1800 RPM Reliance, Frame UB4010ATZ, DPFVBB, 500 VA, 300 VF 

300 HP 1800/2000 RPM U.S. Motors, Frame 506AT, DPBV, electrically OK, 500 VF, 150/300 VF 
315 HP 850 RPM General Electric, Frame CD685, TEFV, Ball Bearing, 500 VA 

400 HP 300/750 RPM Reliance, Frame B846AT, DPFG-BV, 1865rpm, 500VA, 240VF(2 available) 
400 HP 300/1200 RPM General Electric, Frame 6779, DPFG-BV, 500 VA(2 available) 

400 HP 650 RPM General Electric, Frame CD6160, DPFG, 500 VA 

400 HP 650 RPM Reliance, Frame BB5810ATZ, DPFVBB, 500 VA, 300 VF 

400 HP 650/1400 RPM General Electric, Frame 6160, DPFG-BV, 500 VA 

400 HP 650/1400 RPM General Electric, Frame CD6160, DPFG, BB, 500 VA (3 available) 

400 HP 850/1500 RPM General Electric, Frame CD4362, SPFG, BB, 500 VA, 150/300 VF 

400 HP 850/1700 RPM Baldor, Frame 5012AT, DP FV, 500 VA 

400 HP 850/1700 RPM Reliance, Frame 1970TS, Drip-Proof Ball Bearing, 500 VDC, D=20.75" 
400 HP 850/2000 RPM General Electric, Frame 6062, DPFG-BV, DC motor, 500 VA 

400 HP 1150/1500 RPM General Electric, Frame 5453, DPFG, 500 VA 

400 HP 1150/1500 RPM General Electric, Frame CD6058, SPFG-SV, new, 500VA, 150/300VF 
400 HP 1150/1500 RPM Louis Allis, Frame 8044, DPFG-BV, 500 VA (2 available) 

400 HP 1150/1500 RPM Reliance, Frame B587ATZ, DPFV & TEAAC 500 VA (2 available) 

400 HP 1150/1700 RPM General Electric, Frame 5010AY, DPFG-BV, BB, new, 500VA, 150/300VF (2 available) 
400 HP 1150/2300 RPM Reliance, Frame 315L/509Z, Drip-Proof Ball Bearing, 500 VA 

400 HP 1750/2000 RPM General Electric, Frame 508AT, DPFG-BV, BB, new, 500VA, 150/300VF (2 available) 
400 HP 1800 RPM ABB, Frame 250P, DPFVBB, 485 VA, 310 VF 

400 HP 1800 RPM General Electric, Frame 508AT, DPFVBB, 500 VA, 300/150 VF 

400 HP 1800 RPM Reliance, Frame MC4013ATZ, DPFVBB, 500 VA, 300 VF 

400 HP 1800 RPM U.S. Motors, Frame 508AT, DPFVBB, 500 VA, 300/150 VF 

420 HP 1750 RPM Toshiba, Frame 355L, DPFV, 440 VA (2 available) 

450 HP 650/1000 RPM Reliance, Frame B688ATZ, SPSV, BB, 500 VA, 240 VF 

450 HP 900/1250 RPM General Electric, Frame 6160/4460, DPFG-BV, 750 VA (2 available) 

500 HP 350/750 RPM General Electric, Frame CD6266, DPFG-BV, BB, rblt, 500VA, 150/300VF 
500 HP 500 RPM General Electric, Frame CD7512, shunt, with blower, 500 VA 

500 HP 650/1200 RPM General Electric, Frame CD7452, DPFG-BV, rebuilt, 500 VA 

500 HP 650/1400 RPM Reliance, Frame 688ATZ, DPBV, 500 VA (4 available) 

500 HP 850/1150 RPM Reliance, Frame 5810ATZ, DPFV, 500 VA 

500 HP 850/1400 RPM General Electric, Frame 6513, DPFG-BV, 500 VA (2 available) 

500 HP 850/1400 RPM General Electric, Frame CD4473, DPFG, BB, 500 VA (2 available) 

500 HP 850/1500 RPM General Electric, Frame 6513, stab shunt, 500 VA 

500 HP 850/1540 RPM Reliance, Frame 503AT, stab shunt, 500 VA 

500 HP 880 RPM General Electric, Frame 6453, shunt, 500 VA 

500 HP 900/900 RPM General Electric, Frame 6513, shunt, 500 VA 

500 HP 900 RPM Reliance, Frame BB5810ATZ, DPFVBB, 500 VA, 300/150 VF 

500 HP 1150/1500 RPM General Electric, Frame CD4468, SPFG-SV, BB, 500 VA, 120/240 VF 
500 HP 1150/1680 RPM Reliance, Frame 5010ATZ, DRG FV, 500 VA, 150/300 VF, Rebuilt 

500 HP 1150/1800 RPM General Electric, Frame CD6157, SPFG, BB, 500VA, 150/300VF 

500 HP 1200 RPM Reliance, Frame B588ATZ, DPFVBB, 500 VA, 300 VF 

500 HP 1200 RPM Reliance, Frame B589ATZ, DPFVBB, 500 VA, 300 VF 

500 HP 1200 RPM Reliance, Frame B589ATZ, DPFVBB, 500 VA, 300 VF 

500 HP 1750 RPM Electrostat, Frame 509AT, shunt wound, 500 VA, 300 VF 

500 HP 1750/1900 RPM General Electric, Frame CD6063, BB, new unused, 500VA, 150/300VF 
500 HP 1750/1900 RPM General Electric, Frame CD6063, TEAAC, new, 500VA 

500 HP 1750/2000 RPM Reliance, Frame B508AT, DPFV, 500 VDC. 

500 HP 1750/2200 RPM General Electric, Frame 4359, DPFG-BV, 500 VA 

500 HP 1800 RPM General Electric, Frame 4359, SPFG-BV, electrically OK, 500 VA, 150/300 VF 
500 HP 1800 RPM General Electric, Frame 5010AY, DPFVBB, 500 VA, 300/150 VF 

500 HP 1800 RPM General Electric, Frame 684AS, DPFVBB, 500 VA, looks rebuilt 

500 HP 1800 RPM Reliance, Frame 508ATZ, DPFG-FV, electrically OK, 500VA, 300VF 

500 HP 1800 RPM Reliance, Frame B508ATZ, DPFVBB, 500 VA, 300 VF 

500 HP 1800 RPM Reliance, Frame B587ATZ, DPFVBB, 500 VA, 300 VF 

500 HP RPM General Electric, Frame 4366, DPFV BB, 500 VA, 150/300 VF 

550/600 HP 179/955 RPM Reliance, Frame B968AT, DPFV, 500 VA (2 available) 

550 HP 1200 RPM General Electric, Frame 4366, DPFV BB, 500 VA, 150/300 VF 

600 HP 250/900 RPM Reliance, Frame B965AT, DPFV, 500 VA (2 available) 

600 HP 400/1000 RPM General Electric, Frame CD8582, DPFG-BV, 500 VA (2 available) 

600 HP 400/1200 RPM General Electric, Frame 8582, DPFG-BV, 500 VA (2 available) 

600 HP 650/1200 RPM Westinghouse, Frame 847ASY, DPFV, 500 VA 

600 HP 850 RPM General Electric, Frame CD7452, BB, SPFG-SV, 500 VA 

600 HP 850/1100 RPM Reliance, Frame 688ATZ, DPFG, stab shunt, 600VA, 150/300VF 

600 HP 850/1400 RPM General Electric, Frame CD4473, DPFG, BB, 500 VA, 150/300 VF (2 available) 
600 HP 900 RPM General Electric, Frame 6513, DPFVBB, 500 VA 

600 HP 1150 RPM ABB, Frame CD4468, SPFG-SV, BB, 500 VA 120/240 VF, rebuilt 

600 HP 1150 RPM General Electric, Frame CD6583, SPFG-SV, 500 VA, 300 VF 

600 HP 1150/1300 RPM General Electric, Frame CD4460, SPFG, BB, 500 VA, 150/300 VF 

600 HP 1150/1350 RPM Reliance, Frame B686ATZ, DPFV, stab, 500 VA, 300 VF 

600 HP 1150/1500 RPM General Electric, Frame 4366 & 4460 & 6066, DPFG-BV, 500 VA (3 available) 
600 HP 1150/1500 RPM General Electric, Frame CD4460, SPFG-SV, BB, 500VA, 120/240VF 
600 HP 1150/1500 RPM Reliance, Frame 5810ATZ, DPFV, 500 VA (3 available) 

600 HP 1150/1500 RPM Reliance, Frame B589ATZ, SPSV, BB, 500 VA, 240 VF 

600 HP 1150/1500 RPM Reliance, Frame BB5810ATZ, SPSV, 500 VA, 300 VF(3 available) 

600 HP 1200 RPM General Electric, Frame 4362, DPFVBB, 550 VA, 240/120 VF 

600 HP 1750/1900 RPM U.S. Motors, Frame 5010ATZ, DPFG-BV, 500 VA 

600 HP 1750/2000 RPM General Electric, Frame CD6163, SPFG-SV, new, 500VA, 150/300VF 
700 HP 500/1500 RPM General Electric, Frame 6774, DPFG-BV, BB, 500VA, 150/300VF (2 available) 
700 HP 650 RPM General Electric, Frame 7662, DPFVBB, 500 VA, 250 VF 

700 HP 650/1270 RPM Reliance, Frame B843AT, SPSV, BB, 500 VA, 240VF 
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DC MOTORS ELECTRICAL, 475-900 VOLTS - (1,722 listings on our website!) 

700 HP 850/1200 RPM General Electric, Frame 7582, shunt, 500 VA (2 available) 

700 HP 850/1200 RPM General Electric, Frame CD7582, SPFG-SV, 500 VA 

700 HP 1150/1300 RPM General Electric, Frame 6268, DPFG, 500 VA 

700 HP 1200 RPM Reliance, Frame B687ATZ, DPFVBB, 500 VA, 300 VF 

700 HP 1200 RPM Reliance, Frame B687ATZ, DPFVBB, 500 VA, 300 VF 

700 HP 1200 RPM Reliance, Frame B687ATZ, DPFVBB, 500 VA, 300 VF 

700 HP 1200 RPM Reliance, Frame B687ATZ, DPFVBB, 500 VA, 300 VF 

700 HP 1750/2000 RPM General Electric, Frame CD6165, SPFG-SV, new, 500VA, 150/300VF 
700 HP 1750/2400 RPM ABB, Frame 280L/4412AT/4413AT, DPFG-BV, 500VA (4 available) 

800 HP 250/910 RPM Frame B1208ATZM 500 VA, 240 VF 

800 HP 450 RPM Nidec, Frame 500, DPFVBB, 500 VA, 288.23 VF, New Surplus 

800 HP 500/1000 RPM General Electric, Frame 6280, DPFG-BV, BB, 500 VA, 150/300 VF 

800 HP 500/1000 RPM General Electric, Frame CD4673, SPFG-SV, BB, 500 VA, 150/300 VF 

800 HP 650/1000 RPM General Electric, Frame CD6774, SPFG-SV, shunt, 500 VA, 300 VF 
800/900 HP 850/1000 RPM General Electric, Frame 4670/6873, DPFG-BV, 500 VA (2 available) 
800 HP 850/1200 RPM General Electric, Frame CD4570, SPFG-SV, BB, 500VA, 120/240VF (2 available) 
800 HP 850/1200 RPM General Electric, Frame CD4575, SPFG-BV, BB, 500 VA, 120/240 VF 

800 HP 850/1750 RPM Reliance, Frame 689ATZ, DPFV, 600 VA (4 available) 

800 HP 970 RPM Electromotive, Frame D79, RB Series, DPBV, 750 VA 

800 HP 1150/1500 RPM General Electric, Frame 4570, DPFG-BV, 500 VA 

800 HP 1750/2200 RPM Reliance, Frame 685ATZ, DPFV-BV, 500 VA, 300 VF 

900 HP 500 RPM Reliance, Frame B846AT, SPSV enclosure, tab-shut, rebuilt, 500 Volts 

900 HP 850/1200 RPM Reliance, Frame B842AT, SPSV, BB, 500 VA 240 VF 

900 HP 900 RPM Reliance, Frame B842AT, DPFVBB, 500 VA, 240 VF 

900 HP 1000 RPM Toshiba, Frame DR900A, BPBV, RB, series, 750 VA 

900 HP 1000/1250 RPM General Electric, Frame 6770, DPFG-BV, 750 VA 

900 HP 1150/1250 RPM General Electric, Frame CD6270, SPFG, BB, 500VA, 120/240VF (5 available) 
900 HP 1200 RPM General Electric, Frame 6268, DPFVBB, 500 VA, 300/150 VF 

900 HP 1200 RPM General Electric, Frame 6268, DPFVBB, 500 VA, 300/150 VF 

940 HP 500/1000 RPM General Electric, Frame CD6881, 4 available 

940 HP 1150/1450 RPM General Electric, Frame CD6766, DPFG-BV, new, 500VA, 120/240VF 
1000 HP 300/750 RPM General Electric, MCF, shunt wound, with base, 700 VA 

1000 HP 500/1200 RPM ABB, Frame 400Z, DPBV, 500 VA 

1000 HP 600/1000 RPM General Electric, Frame CD4681, SPFG, 500VA, 150/300VF 

1000 HP 650/1130 RPM Reliance, Frame B846AT, DPFG-BV, 500 VA 

1000 HP 850 RPM General Electric, Frame CD4678, SPFG, BB, 500 VA, 120/240 VF (2 available) 
1000 HP 850/1000 RPM General Electric, Frame 4575, DPFG-BV, BB, 500 VA, 150/300 VF, Rebuilt 
1000 HP 850/1000 RPM General Electric, Frame 4575, DPFG-BV, 500 VA (2 available) 

1000 HP 850/1000 RPM General Electric, Frame CD7662, 500 VA, 17.2 Field Amps 

1000 HP 850/1200 RPM General Electric, Frame CD4674, SPFG-SV, BB, 500 VA, 120/240 VF 
1000 HP 850/1200 RPM General Electric, Frame CD6778, SPFG-SV, BB, 500 VA, 120/240 VF 
1000 HP 900 RPM General Electric, Frame 4575, DPFVBB, 500 VA, 150/300 VF 

1000 HP 965/1800 RPM General Electric, Frame 752, shunt-drill-rig-DC-motors, 750 VA (2 available) 
1000 HP 1050 RPM General Electric, Frame 752, DPBV, RB, shunt or series, 750 VA (6 available) 
1000 HP 1200 RPM General Electric, Frame 752, TEUCBB, 800 VA, 70 VF 

1500 HP 650/800 RPM General Electric, Frame CD4784, SPFG, BB, 500 VA (2 available) 

1500 HP 650/960 RPM General Electric, Frame CD4789, SPFG-SV, BB, rblt., 500VA, 150/300VF 
1500 HP 720 RPM General Electric, Frame 9662, DPFVBB, 750 VA, 240/120 VF 

1500 HP 1000/1200 RPM Smit-Slikkerveer, Frame 700M, DPFG-BV, 500/600VA, 250VF 

2000 HP 800 RPM Westinghouse, 2630 amps, 40C, 600 Volts, ser. IS55P155 

3000 HP 975 RPM General Electric, TF3000, DPFV, 2 BB, shunt, options, 750VA(25 available) 


DC CRANE AND MILL MOTORS - (173 listings on our website!) 

3 HP 750 RPM P & H, Frame CP11, TENV, Series-Wound, dbl-shaft, 230 V.(4 available) 

3/3.75 HP 875/800 RPM General Electric, Frame CO-1822, Series (7 available) 

5 HP 750 RPM P & H, Frame CP12, TENV, Series-Wound, dbl-shaft, 230 V.(4 available) 

5 HP 875 RPM General Electric, Frame CO1823AA, TENV, Series-Wound, 230 Volts 

5/5.75 HP 825/800 RPM General Electric, Frame CO-1823, Series (2 available) 

5/6.5 HP 900/750 RPM General Electric / Westinghouse, Frame 802A, Series, shunt, CP (10 available) 
7.5/10 HP 690/600 RPM Westinghouse, Frame K-4, Series (9 available) 

7.5/10 HP 800/650 RPM General Electric / Westinghouse / Elliott, Frame 602, Series, shunt, CP (14 ... 
7.5/10 HP 800/675 RPM General Electric, Frame MD602, TENV, series, 230 Volts 

7.5/10 HP 900/775 RPM General Electric / Westinghouse, Frame 802B, Series, shunt, CP (10 available) 
10 HP 675 RPM P & H, Frame CR22, tenv, series wound, dbl-shaft, 230V. 

10/12.5 HP 690/600 RPM Westinghouse, Frame K-4, TENV BB, series, w/brake, 230 V.(4 available) 
10/13.5 HP 725/610 RPM General Electric / Westinghouse, Frame 603, Series (6 available) 

10/13.5 HP 900/775 RPM General Electric / Westinghouse, Frame 802C, Series, shunt, CP (18 available) 
15/19 HP 630/550 RPM Westinghouse, Frame K-5, Series 

15/19 HP 725/650 RPM General Electric / Westinghouse, Frame 604, Series, shunt (6 available) 

15/19 HP 800 RPM General Electric, Frame 803, shunt 

20 HP 600 RPM P & H, Frame CR-32, tenv, dbl.shaft, Series-wound, 230V. 

20/25 HP 975/875 RPM Westinghouse, Frame K-5, Series (2 available) 

24 HP 575 RPM Shepard-Niles, Frame 9.5X7, TENV, dbl.shaft, 220 Volts 

25 HP 575 RPM Westinghouse, Frame K-8, Series 

33/25 HP 515/575 RPM General Electric, West., Frame MD606/MC606, tenv, Series, 230V.(2 available) 
25/33 HP 575/600 RPM General Electric, Frame 408, Series, stab shunt, SP (9 available) 

28 HP 575 RPM P & H, Frame CR-41, TENV, series, reb., 230 Volts 

28 HP 575 RPM P & H, Frame CR-41, Series (3 available) 

35 HP 750 RPM General Electric, Frame CO1828, TENVBB, dbl.tprd.shfts, Series-Wound, 230V.(3 ... 
35/45 HP 525/460 RPM General Electric, Frame 410, Series, CP (4 available) 

35/45 HP 525/460 RPM Frame MD-608, TENV BB, dbl-shaft, series, 230 V.(2 available) 

39 HP 575 RPM P & H, Frame CR42, tenv, Series, dbl.shaft, 230V.(2 available) 

40 HP 2770/850 RPM General Electric, Frame CD444AY, Shunt, 120/240 Volts, #511-0046 

50 HP 600 RPM P & H, Frame CR51, Series wound, 230 Volts, #511-0013 

50/65 HP 500/445 RPM General Electric, Frame MD610, TENV, series, 230 Volts 

55 HP 575 RPM P &H, Frame CR-51, Series (2 available) 

70/65 HP 675/575 RPM P & H, Frame CR52, tenv, Series, dbl.shaft, 230V.(3 available) 

70 HP 500 RPM P & H, Frame CR-61, Drip-Proof Ball Bearing, Shunt, 230 Volts 

70/90 HP 550/500 RPM General Electric / Westinghouse, Frame 810, Series, shunt, CP (8 available) 
75/100 HP 450/400 RPM General Electric, Frame CO-1812, Series 


75/100 HP 475/430 RPM GE & Westinghouse, Frame MD612 & MC612, TENV, series, 230 Volts (2 available) 


100 HP 585 RPM General Electric, Frame MD614,230 V.(3), 602-620 series avail. 
110 HP 475 RPM P & H, Frame CR-62, shunt 
120 HP 515/1900 RPM General Electric, Frame MDP-812-AEL, dbl.shaft, 180 VF shunt, 230 Volts 
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DC CRANE AND MILL MOTORS - (173 listings on our website!) 

150 HP 450 RPM General Electric, Frame MD616,230 V.(3), 602-620 series avail. 

150 HP 500 RPM General Electric, Frame 814AER, DPFVBB 

150 HP 1165 RPM Westinghouse, Frame 814, shunt winding, 600 Volts 

150/200 HP 450/400 RPM General Electric, Frame 616, type MD (24 available) 

200 HP 420 RPM General Electric, Frame MD618AEL, shunt wound, 230 V.DC 

250 HP 435 RPM General Electric, Frame 818, shunt (2 available) 

300 HP 375 RPM General Electric, Frame 422, stab shunt 

300 HP 435 RPM General Electric, Frame MD818AE, 230 V.DC 

375 HP 955 RPM General Electric, Frame MDV-814-AAR, 475 Volts, (10 available) £118 
400 HP 360 RPM General Electric, Frame 822, shunt 

500 HP 850 RPM General Electric, Frame 818AER, DPFVBB 

640 HP 820 RPM General Electric, Frame 818AAR, DPFVBB 

640 HP 820 RPM General Electric, Frame 818AAR, DPFVBB 

640 HP 820 RPM General Electric, Frame 818AAR, DPFVBB 

640 HP 820 RPM General Electric, Frame 818AER, DPFVBB 

640 HP 820 RPM General Electric, Frame 818AER, DPFVBB 

800 HP 800 RPM General Electric, Frame MDP820AER, 72 V.shunt, 475 Volts 

940 HP 1150/1450 RPM General Electric, Frame CD6766, DPFG, new, 500 VA, 120/240 VF 
1000 HP 700 RPM General Electric, Frame MDP622AER, shunt, encl, 460 Volts, #110 
1300 HP 700 RPM General Electric, Frame 824, shunt 

1300 HP 700 RPM General Electric, Frame 824AER, DPFVBB 

1300 HP 700 RPM General Electric, Frame 824AER, DPFVBB 


Programmable Logic Controllers (PLC's) 


PROGRAMMABLE LOGIC CONTROLLERS (PLC'S) - (41 listings on our website!) 
Fanuc 15 Spares,Fanuc 15,Fanuc 15T,Fanuc sys.15M,Fanuc 15 ctrl spares,Fanuc 15 rpr. 
Fanuc 21 Spares,Fanuc pwr.Mate,Fanuc 21T,Fanuc Sys.21,Fanuc Mate spares,Fanuc 21i 
G.E. Fanuc sensor,Marposs sensors,Marposs ctrl,Marposs spares,Marposs ctrl.brd. 
Schneider Magelis Advanced Touch Screen 

PLC's: Allen-Bradley, Modicon, Texas Instruments, GE Fanuc, 1000's 


Switches 


FUSIBLE AND NON-FUSIBLE DISCONNECT SWITCHES - (34 listings on our website!) 
400 Amp. Cutler-Hammer, 240 V., 3 pole fusible Nema 1, reconditioned 

400 Amp. Square D, Nema 3R, fusible, 600 V. 

400 Amp. Square D, Nema 1, fusible, 240 V. 

400 Amp. Square D, Nema 12, fusible, 600 V. 

600 Amp. Square D, H326N, 3 pole, 240 V. fusible 

800 Amp. Eaton, CAT DH367NRK, disconnect, 600 V., Nema 3R, new in box 


HIGH PRESSURE CONTACTS - (110 listings on our website!) 

30 amps, general electric,qmr low voltage disconnect switch surplus015-916 

30 amps, siemens allis,twin panel board switch new 013-715 

30 amps, square d,qmb low voltage disconnect switch series e1 surplus015-932 

60 amps, federal pacific,qmqb three phase disconnect switch surplus013-494 

60 amps, general electric,qmr low voltage disconnect switch surplus012-824 

60 AMPS, SIEMENS ALLIS, TWIN PANEL BOARD SWITCH NEW 013-716 

60 AMPS, SQUARE D,QMB-362-T, QMB LOW VOLTAGE DISCONNECT SWITCH SERIES D2 SURPLUSO20-01 1 
100 AMPS, GENERAL ELECTRIC, QMR LOW VOLTAGE DISCONNECT SWITCH SURPLUS015-903 
100 AMPS, WESTINGHOUSE,FDPT LOW VOLTAGE DISCONNECT SWITCH SURPLUS015-933 
200 AMPS, CUTLER-HAMMER,LOW VOLTAGE DISCONNECT SWITCH SURPLUS012-850 

200 AMPS, FEDERAL PACIFIC,QMQB THREE PHASE DISCONNECT SWITCH SURPLUS013-495 
200 AMPS, GENERAL ELECTRIC,QMR LOW VOLTAGE DISCONNECT SWITCH SURPLUS015-904 
200 AMPS, ITE,BULLDOG VACUUM BREAK CLAMPMATIC SWITCH NEW 009-853 

200 AMPS, SQUARE D,8998 CLASS BRANCH FEEDER SURPLUS011-019 

200 AMPS, SYLVANIA,QSF LOW VOLTAGE SWITCH, М/О,ВЛ SURPLUS008-858 

200 AMPS, WESTINGHOUSE,LOW VOLTAGE DISCONNECT SWITCH SURPLUS016-321 

200 AMPS, WESTINGHOUSE, I-LINE LOW VOLTAGE DISCONNECT SWITCH SURPLUS011-503 
200 AMPS, WESTINGHOUSE,FDPW LOW VOLTAGE DISCONNECT SWITCH SURPLUS015-934 
400 AMPS, GENERAL ELECTRIC,QMR LOW VOLTAGE DISCONNECT SWITCH SURPLUS015-902 
400 AMPS, SIEMENS ALLIS,PANEL BOARD SWITCH NEW 013-717 

400 AMPS, SQUARE D,QMB LOW VOLTAGE DISCONNECT SWITCH SURPLUS010-817 

400 AMPS, SYLVANIA,QSF LOW VOLTAGE DISCONNECT SWITCH SURPLUS017-627 

400 AMPS, WESTINGHOUSE,FDPS LOW VOLTAGE DISCONNECT SWITCH SURPLUS018-175 
400 AMPS, WESTINGHOUSE,FDP LOW DISCONNECT VOLTAGE SWITCH SURPLUS015-898 

600 AMPS, GENERAL ELECTRIC,QMR LOW VOLTAGE DISCONNECT SWITCH SURPLUS015-901 
600 AMPS, GENERAL ELECTRIC,CCB ОМА LOW VOLTAGE DISCONNECT SWITCH SURPLUS017-411 
600 AMPS, WESTINGHOUSE,FDPS LOW VOLTAGE DISCONNECT SWITCH SURPLUS015-900 
800 AMPS, FEDERAL PACIFIC,QMQB THREE PHASE DISCONNECT SWITCH SURPLUS014-289 
800 AMPS, GENERAL ELECTRIC,THPR HPC SWITCH, М/О,ВЛ SURPLUS016-694 

1200 AMPS, GENERAL ELECTRIC,6PLB SWITCH, M/O,B/I SURPLUSO01-769 

1200 AMPS, GENERAL ELECTRIC,THPS HPC SWITCH, М/О,ВЛ SURPLUSO016-706 

1600 Amp. General Electric High Pressure Contact Switch, THPR3616 

1600 AMPS, GENERAL ELECTRIC,THPS HPC SWITCH, М/О,ВЛ SURPLUSO016-702 

2000 Amp. General Electric, THPC3620BG3TRT1, GF Protection 

2000 amps, general electric,thpc hpc switch, m/o,b/i surplus016-697 

2000 amps, square d,masterpact,nw20ha dc non automatic switch, e/o,b/i surplus017-690 

4000 Amp. General Electric, THPC3640BG3TRT1, GF Protection 

Ite, 1354 vacu break enclosed switch surplus020-269 

Telemecanique low voltage switch unused surplus014-084 

SIEMENS ALLIS, 30A THREE PHASE TWIN PANEL BOARD SWITCH SURPLUS014-510 


LOAD BREAK SWITCHES AND LOAD INTERRUPTER SWITCHGEAR - (119 listings on our website) 
600 Amp. S & C, 5 KV Fusible Load Interrupter Switch N1 

600 Amp. S & C, 17 KV Load Interrupter Switch N1 (2ea) 

600 Amp. S & C, 5 KV Load Interrupter Switch N1 

600 Amp. Square D, 500 KVA, 4160-480Y/277 Volt Unit Substations, type HVL, Fusible Load Interrupter ... 

600 Amps, Square D, 15KV Switchgear, 1500 KVA Skid Mounted Portable Substation, Atlas Electric ... 

600 AMPS, GENERAL ELECTRIC,SE-10-2 FUSED LOAD BREAK SWITCH DRAW OUT 5KV 60КА SURPLUSO10-770 
1200 Amp. Siemens, 1 pair of 5 KV fusible switch outdoor, possibility to repaint 
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LOAD BREAK SWITCHES AND LOAD INTERRUPTER SWITCHGEAR - (119 listings on our website) DEALER SR ID 


Yeah, We've Got That... When You Need it Most 


Structure Mounted Outdoor Substation Components, 


Disconnect Switches 13.8 KV to 230 KV 


N цег For Our Complete Inventory Visit our Website: www.belyeapower.com e sales@belyeapower.com 
Eeselen 2200 NORTHWOOD AVE, EASTON, PA 18045 USA • (610) 515-8775 • Fax (610) 258-1230 


1200 Amp. Siemens, 5 KV Fusible Load Interrupter Switch N1 WA 509-534-8389 Atlas Electric Inc 420869 
1200 Amp. Square D, 15 KV, Outdoor Switchgear Lineup, Main Circuit Breaker Cat. No. V5D7153Y000, 600 ... WA 509-534-8389 Atlas Electric Inc 464555 
PAD MOUNT SWITCHES - (58 listings on our website!) DEALER SR ID 
600 Amp. Federal Pacific, PSE-5, 13800 V., 1 in 1 set fuse, 2015 (3) PA 610-515-8775 Belyea Company Inc 300051 
600 Amp. S & C, 624 Vista, 15 KV, 2-in 4-out, 2011 PA 610-515-8775 Belyea Company Inc 440614 
600 Amp. S & C, Mod 725, 2 way, 38 KV, 2-SW, 5 int PA 610-515-8775 Belyea Company Inc 430827 
600 Amp. S & C, PMH-6, 13800 V., 2-SW, 1 set of fuses (3) PA 610-515-8775 Belyea Company Inc 430824 
600 Amp. S & C, PMH-9, 13800 V., 2-SW, 2-fuses, unused (2) PA 610-515-8775 Belyea Company Inc 430821 
600 Amp. S & C, PMH-9, 13800 V. alternate source, 2-SW, 2-fuses PA 610-515-8775 Belyea Company Inc 430823 
600 Amp. S & C, PMH-11, 14400 V., 3-SW, 1-fuse (5) PA 610-515-8775 Belyea Company Inc 430820 
600 Amp. S & C, PMH-12, 15kV, reconditioned CO 303-285-2569 High To Low Voltage 320782 
600 Amp. S & C, SF6 Switch, 15.5 KV Max, 95 KV BIL, reconditioned CO 303-285-2569 High To Low Voltage 480413 
Do not set SC 208-346-7268 Maddox Industrial 468081 
PANELBOARD SWITCHES - (68 listings on our website!) DEALER SR ID 
200 Amp. Cutler-Hammer, FDPWS324R, 3 phase, 240 V. CO 800-544-7375 Denver Breaker 937635 
200 Amp. GE Spectra Series, ADS36200JD, 600 V., 3 ph, new in box (25+) MN 800-328-1842 EMSCO 160919 
200 Amp. ITE, V243204, 3-pole, 240 V. NY 631-223-7098 Bruce Electric 891019 
200 Amp. ITE, V7F3204, 3-pole, 600 V. NY 631-223-7098 Bruce Electric 891021 
200 Amp. Siemens, V7F3204, 3 phase, 240 V. CO 800-544-7375 Denver Breaker 937632 
200 Amp. Siemens, V7F3644, twin, 600 V., reconditioned (10+) MN 800-328-1842 EMSCO 219937 
200 Amp. Square D, QMB364, 3-pole, 600 V. NY 631-223-7098 Bruce Electric 891018 
400 Amp. Federal Pacific, QMQB4036, 3-pole, 600 V. NY 631-223-7098 Bruce Electric 891024 
400 Amp. Federal Pacific, QMQB4036, 3 phase, 400 V. CO 800-544-7375 Denver Breaker 937627 
400 Amp. General Electric, QMR365, reconditioned WI 800-803-9256 Midwest Electrical 016535 
400 Amp. Square D, QMB365W, reconditioned WI 800-803-9256 Midwest Electrical 016532 
600 Amp. Cutler-Hammer, FDPW366J, 600 V., J-Class, used (7) MN 800-328-1842 EMSCO 926163 
600 Amp. General Electric, QMR366, panelboad switch, refurbished MN 800-328-1842 EMSCO 419588 
600 Amp. Square D, QMB366W, 3 pole, 600 V. WI 800-803-9256 Midwest Electrical 125413 
800 Amp. Square D, QMB367W, 600 V., 3 ph, fusible, reconditioned (8) MN 800-328-1842 EMSCO 970577 
POLE TYPE SWITCHES - (53 listings on our website!) DEALER SR ID 
600 Amp. S & C, 46KV Tower Load Break Switch MPN 320305R9 ON 519-842-6458 Lizco Sales/Rentals 110768 
1200 Amp. Cleveland Price, VZ-CA, 115 KV, horizontal mount verti break w/ped (4) PA 610-515-8775 Belyea Company Inc 300054 
1200 Amp. Delta Star / HK Porter, PMB-40A, 72 KV,side break,w/steel structure,4 sets PA 610-515-8775 Belyea Company Inc 270273 
1200 Amp. Pascor Atlantic, TTR-8, 72 kV OH 330-493-1890 Power Asset 466583 
1200 Amp. Pascor, VBPA, 72 kV OH 330-493-1890 Power Asset 466582 
2000 Amp. Cleveland Price, VZ-CA, 34500 V. horizontal mount vertical break w/ped PA 610-515-8775 Belyea Company Inc 300055 
2000 Amp. Pascor, 900 KV Bil,245 KV,vertical break,horizontal mount on ped,2001 (4) PA 610-515-8775 Belyea Company Inc 372093 
2000 Amp. Southern States, EC-1V, 123 KV, vert electric 125 VDC with structure, 2016 PA 610-515-8775 Belyea Company Inc 260890 
3000 Amp. USCO, 115 KV, GO vertical break, horn gap switches (10) SD 800-843-7994 T & R Electric 651875 
S & C, electric pole switches, 27.6 & 44 KV, new & used ON 519-842-6458 Lizco Sales/Rentals 827382 
TRANSFER SWITCHES - (149 listings on our website!) DEALER SR ID 
70 Amp. ASCO, 480 V., 3 phase, 3-wire, Nema 1 FL 407-466-4427 Gentel Power 915934 
100 Amp. Zenith #ZTSL10EC-7 Automatic Transfer Switch, 480 V. 60 Hz. 3 Ph. OH 440-942-3003 Equipment Recovery 472924 
125 Amp. Cummins OTPCA-1519836 Power Command Transfer Switch, 480 V. 60 Hz OH 440-942-3003 Equipment Recovery 472922 
150 Amp. ASCO, By-Pass, 962, 480 V., 3 phase, 3-wire, Nema 1 FL 407-466-4427 Gentel Power 915933 
150 Amp. Cummins OTPCB-1656285 Power Command Transfer Switch, 208 V. 60 Hz OH 440-942-3003 Equipment Recovery 472923 
150 Amp. Zenith, ATS, 120/240 V., 1-phase, 2 pole, Nema 3R, 2019 TX 432-561-8700 LarMar Industries 393617 
150 Amp. Zenith ZTS15E-5AAEHLLRTUW-VS Automatic Transfer Switch, 480 V. OH 440-942-3003 Equipment Recovery 472927 
150 Amp. Zenith ZTS15E-4AAEHLLTUW-VS Automatic Transfer Switch, 480 V. OH 440-942-3003 Equipment Recovery 472928 
200 Amp. Zenith, ATS, 480 V., 3-phase, 3 pole, Nema 1, 2016 TX 432-561-8700 LarMar Industries 393614 
225 Amp. Lake Shore Electric MCSA30225CPSA-N1000 Transfer Switch, 277/480 V. OH 440-942-3003 Equipment Recovery 472934 
225 Amp. Zenith ZTS22E-5AAEHLLRTUW-VS Automatic Transfer Switch, 480 V. OH 440-942-3003 Equipment Recovery 472930 
260 Amp. ASCO, By-Pass, 962, 480 V., 3 phase, 3-wire, Nema 1 FL 407-466-4427 Gentel Power 915932 
260 Amp. Russelectric RMT-2603CE Automatic Transfer Switch, 120/208 V. OH 440-942-3003 Equipment Recovery 472933 
260 Amp. Zenith ZTS26E-5AAEHLLRTUW-VS Automatic Transfer Switch, 480 V. OH 440-942-3003 Equipment Recovery 472926 
400 Amp. ASCO 7000 Series, Automatic Transfer Switch, 208 V., Nema 1 NV 775-372-6455 CIG LLC 474515 
400 Amp. ASCO, 962-ByP, 480 V., 3ph, 3-wire, Nema-1 FL 407-466-4427 Gentel Power 858619 
400 Amp. ASCO, Normal, 480 V., 3ph, 3-wire, Nema-1 (2) FL 407-466-4427 Gentel Power 858621 
400 Amp. Generac, 208 V., 3 ph, 3-wire, Nema-3R FL 407-466-4427 Gentel Power 858605 
400 Amp. Onan, auto transfer switch, 277/7480 V., 3-phase, 4 wire, Nema 1 enclosure TX 713-929-2056 Swift Equipment 464522 
400 Amp. Zenith ZTS41E-5AAEHLLRTUW-VS Automatic Transfer Switch, 480 V. OH 440-942-3003 Equipment Recovery 472932 
600 Amp. ASCO Normal, 480 V., 3ph, 4-wire, Nema-1 (4) FL 407-466-4427 Gentel Power 858610 
600 Amp. General Electric Zenith, Byp, 208 V., 3 ph., 3-pole, Nema 1 FL 407-466-4427 Gentel Power 901543 
800 Amp. Asco CAT: HOZATBA30800R5XC, 3 pole,600/347V.,60 Hz,auto transfer switch QC 450-602-9501 Fourniture Elec 284805 
800 Amp. Asco 7000 Series, automatic transfer switch,600 KW,347-600 V.,double bypass 4-pole,2010 BC 778-896-7235 Powersafe Energy 444468 
Asco 7000 Series, automatic transfer switch,1000 KW,347-600 V.,double sided bypass 4-pole,2019 BC 778-896-7235 Powersafe Energy 444467 


Switchgear and Panelboards 


METAL CLAD SWITCHGEAR - (22 listings on our website!) DEALER SR ID 


ABB #AA3-Advac switchgear, 3000 amps, 1 main, Мета 1, unused (2) PA 610-515-8775 Belyea Company Inc 372094 
Asco Square D 1200 Amp 4160 V. switchgear lineup WA 509-534-8389 Atlas Electric Inc 426918 
General Electric #PowerVac, Metal Clad Switchgear, 1200 amp, 5KV WA 509-534-8389 Atlas Electric Inc 423655 
General Electric #PowerVac, 1200 amp, 15000 V. WA 509-534-8389 Atlas Electric Inc 405653 
JAGG Electric, 5KV 1200 amp metal clad switchgear,1 incoming,5 outgoing feeders,new (2) CO 303-285-2569 High To Low Voltage 307354 
Powell #PowlVac, 2000 Amp, 15000 V. WA 509-534-8389 Atlas Electric Inc 480988 
Siemens £S-15197, 5 KV indoor line up 1200 amp bus, 1 incoming 3 outgoing CO 303-285-2569 High To Low Voltage 307355 
Square D #VR 1200, Amp, 5KV Outdoor Metal Clad Switchgear, Circuit Breakers Cat. No. V5D4133Y000 ... WA 509-534-8389 Atlas Electric Inc 464559 
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METAL CLAD SWITCHGEAR - (22 listings on our website!) DEALER SR ID 
Square D #VR1200 Amp, 5KV Indoor Metal Clad Switchgear, Circuit Breakers Cat. No. V5D4133Y000 ... WA 509-534-8389 Atlas Electric Inc 464560 
Switchgear Unit, 25 KV / 600 Amp, Fusible load break switch Nema 1 rated (20x) QC 450-602-9501 Fourniture Elec 292227 


METAL CLAD AND METAL ENCLOSED S 


e Complete Lineups EA 


JELECTRIC 


e Replacement Circuit Breakers and Parts 
e New | Surplus | Used | Reconditioned 


Toll Free: 800-268-5454 
Visit our Website: atlaselectricinc.com ° Tel: 509-534-8389 


a 


ҮЛТЄШ ЕДЕ 


POTENTIAL TRANSFORMERS - (55 listings on our website!) DEALER SR ID 
24/24 KV ABB type V122-15, unused (6) PA 610-515-8775 Belyea Company Inc 440616 
34.5 KV Arteche, type UR3-36PT, 1 bushing, CPT-306-78ABC, new (9) PA 610-515-8775 Belyea Company Inc 246216 
34.5 KV Arteche VRU-36 Voltage transformer, 34500/34500Y Pri. 115/69 Sec., ratio 300/500:1, 2500 VA GA 908-421-4139 NSV Energy, LLC 454511 
15.5/110 KV General Electric JVW-110C, ITI 765C131103 Voltage transformer VT,never used FL 727-415-7953 Central Supply 445961 
115 KV General Electric Meter/ PT-CT, 300/600-5A, Acc. 0.381.8, 2016 (3) PA 610-515-8775 Belyea Company Inc 260894 
115 KV Trench, N5H-550, meter PT/CT, 300/5A, 2011 PA 610-515-8775 Belyea Company Inc 300056 
119/69 KV Alstom, OTCF-123SM, 123 KV, 115/69 V. sec., ratio 600/1000, 2014 (4) PA 610-515-8775 Belyea Company Inc 300058 
120/69 KV Trench, TEM123 CVT sec 115/69 V., 2011 PA 610-515-8775 Belyea Company Inc 300057 
345 KV Kuhlman, UTF-420, 1300 KV Bil, 1800/3000:1:1:1, unused, stock #P-302-A-B-C OH 330-493-1890 Power Asset 337840 
550 KV Trench, CT, 1800 Bil.,800:5, stock #P-230-A-F OH 330-493-1890 Power Asset 337841 
Transformers, Single Phase 

SINGLE PHASE POLE MOUNT TRANSFORMERS - (217 listings on our website!) DEALER SR ID 
10 KVA 7620/13200Y Pri. 120/240 Sec., XMFR Pole Mounted,dbl bushing,new unused (47) LA 310-487-3800 RAAR Group USA 394253 
10 KVA 19900/34500Y Pri. 120/240 Sec., XMFR Pole Mounted, dbl bushing,new unused (80) CA 310-487-3800 RAAR Group USA 394255 
15 KVA 12470 Pri. 240/480 Sec., CP, ext. taps, pressure relief valve CO 303-285-2569 High To Low Voltage 440939 
15 KVA 12470 Pri. 240/480 Sec., CP, ext. taps, pressure relief valve CO 303-285-2569 High To Low Voltage 440940 
15 KVA 12470 Pri. 240/480 Sec., PP, ext. taps CO 303-285-2569 High To Low Voltage 440942 
15 KVA 12470 Pri. 240/480 Sec., Prolec, ext. taps, pressure relief valve CO 303-285-2569 High To Low Voltage 440941 
15 KVA 14400 Pri. 240/480 Sec., 1 ph., Polemount Transformer SC 208-346-7268 Maddox Industrial 467949 
15 KVA 19900/34500Y Pri. 120/240 Sec., XMFR Pole Mounted, double bushing (39) LA 310-487-3800 RAAR Group USA 394256 
25 KVA 7620 Pri. 120/240 Sec., 1 ph., Polemount Transformer, New SC 208-346-7268 Maddox Industrial 468060 
25 KVA 7620/13200Y Pri. 120/240 Sec., Single phase pole mount, 105 taps (16) FL 407-880-2524 RTS Transformer Inc 006515 
25 KVA 12470 Pri. 240/480 Sec., Solomon, Ext. taps, pressure relief valve, sub polarity CO 303-285-2569 High To Low Voltage 443876 
25 KVA 14400 Pri. 240/480 Sec., 1 ph., Polemount Transformer, New SC 208-346-7268 Maddox Industrial 467896 
25 KVA 19900/34500Y Pri. 120/240 Sec., XMFR Pole Mounted, dbl bushing,new unused (20) LA 310-487-3800 RAAR Group USA 394254 
37.5 KVA 7620/13200GRDY Pri. 277/480Y Sec., XMFR Pole Mount, single bushing LA 310-487-3800 RAAR Group USA 394252 
37.5 KVA 12000 Pri. 240/480 Sec., GG, ext. taps,pressure relief valve,inspection cover CO 303-285-2569 High To Low Voltage 440936 
37.5 KVA 12470 Pri. 240/480 Sec., BZWIN, ext. taps, pressure relief valve CO 303-285-2569 High To Low Voltage 440932 
37.5 KVA 12470 Pri. 240/480 Sec., PP, ext. taps CO 303-285-2569 High To Low Voltage 440931 
37.5 KVA 12470 Pri. 240/480 Sec., WIN, ext. taps, pressure relief valve CO 303-285-2569 High To Low Voltage 440934 
37.5 KVA 12470 Delta Pri. 240/480 Sec., WIN, ext. taps, pressure relief valve CO 303-285-2569 High To Low Voltage 440935 
37.5 KVA 13800 Pri. 120/240 Sec., 1 ph., Polemount Transformer SC 208-346-7268 Maddox Industrial 467967 
37.5 KVA 14400 Pri. 240/480 Sec., 1 ph., Polemount Transformer, New SC 208-346-7268 Maddox Industrial 468086 
50 KVA 7970 Pri. 120/240 Sec., 1 ph., Polemount Transformer SC 208-346-7268 Maddox Industrial 468111 
50 KVA 7970 Pri. 240/120 Sec., 1 ph., Polemount Transformer SC 208-346-7268 Maddox Industrial 468205 
50 KVA 13800 Pri. 240/120 Sec., 1 ph., Polemount Transformer SC 208-346-7268 Maddox Industrial 467891 
50 KVA 13800 Pri. 120/240 Sec., 1 ph., Polemount Transformer SC 208-346-7268 Maddox Industrial 468110 
50 KVA 14400 Pri. 240/480 Sec., 1 ph., Polemount Transformer, New SC 208-346-7268 Maddox Industrial 467894 
50 KVA 23900 Pri. 240/120 Sec., 1 ph., Polemount Transformer SC 208-346-7268 Maddox Industrial 467954 
50 KVA 44000 Delta Pri. 347/600Y Sec., 1 phase, FR3 filled pole mount transformer ON 519-842-6458 Lizco Sales/Rentals 856451 
100 KVA 7200/12470Y Pri. 120/240 Sec., Single phase pole mount, 105 taps (8) FL 407-880-2524 RTS Transformer Inc 006514 
100 KVA 12000 Delta Pri. 120/240 Sec., 1 ph., Polemount Transformer SC 208-346-7268 Maddox Industrial 468118 
100 KVA 12000 Pri. 277/480Y Sec., Colt Industries / Central Moloney Inc, pole-mount AZ 520-836-9727 Peterson Machinery 464328 
100 KVA 12000 Pri. 277/480Y Sec., Westinghouse,OA,pole mount,single phase AZ 520-836-9727 Peterson Machinery 158027 
100 KVA 44000 Delta Pri. 347/600Y Sec., 1 ph, oil filled pole mount transformer ON 519-842-6458 Lizco Sales/Rentals 856452 
167 KVA 2400 Pri. 277/480 Sec., 1 ph., Polemount Transformer SC 208-346-7268 Maddox Industrial 467928 
167 KVA 20780GY/12000 Pri. 480/240 Sec., 1 ph., Polemount Transformer SC 208-346-7268 Maddox Industrial 467897 
250 KVA 7200/12470 Pri. 240/480 Sec., Pole Mount, with taps, 3 phase bank SC 888-678-2673 Core Transformers 288805 
333 KVA 13200/22900Y Pri. 277 Sec., Westinghouse, Pole Mount (3) OH 440-352-7858 Wing Electric Inc. 687471 
500 KVA 7200/12470 Pri. 120/240 Sec., Single phase pole mount, 105 taps (3) FL 407-880-2524 RTS Transformer Inc 006510 
500 KVA 12000 Pri. 277 Sec., 1 ph., Polemount Transformer SC 208-346-7268 Maddox Industrial 468036 
60 HZ SINGLE PHASE TRANSFORMERS - (256 listings on our website!) DEALER SR ID 
3 KVA 2300 Pri. 230 Sec., General Electric, 9T24Y201G7, voltage transformer OR 541-967-9323 Optimal Control Sys 381329 
10 KVA 600 Pri. 120/240 Sec., Rex Manufacturing, transformer ON 416-366-2326 Platinum Asset 446275 
15 KVA 240/480 Pri. 120/240 Sec., 1 ph., Dry-type Transformer, Ready To Ship, New SC 208-346-7268 Maddox Industrial 468038 
25 KVA 240/480 Pri. 120/240 Sec., GE 9T23B2671,Single-Phase Transformer CT 860-680-9811 NE Industrial Mchy 305481 
25 KVA 240/480 Pri. 120/240 Sec., General Electric, dry, Nema 1 OH 419-865-4001 Doug Beat Co The 094505 
25 KVA 240x480 Pri. 120x240 Sec., Nema I, taps, dry OH 800-248-4479 Row Electrical Eqpt 861476 
30 KVA 440/460/480 Pri., Taylor-Winfield, machine type welder transformer TN 800-669-7669 T J Snow Co Inc 211138 
37.5 KVA 208 Pri. 120/240 Sec., 1 ph., Dry-type Transformer, Ready To Ship, New SC 208-346-7268 Maddox Industrial 467926 
37.5 KVA 240/480 Pri. 120/240 Sec., Sorgel, dry, taps, Nema 1 (10) OH 419-865-4001 Doug Beat Co The 094521 
37.5 KVA 240x480 Pri. 120x240 Sec., Мета! OH 800-248-4479 Row Electrical Eqpt 440698 
50 KVA 240/480 Pri. 120/240 Sec. CO 303-285-2569 High To Low Voltage 225322 
50 KVA 240/480 Pri. 120/240 Sec. CO 303-285-2569 High To Low Voltage 225323 
50 К\А 240x480 Pri. 120x240 Sec., Мета! OH 800-248-4479 Row Electrical Eqpt 440699 
50 KVA 7620/13200Y Pri. 120 Sec., Ermco, new (3) TN 865-573-7768 Volunteer Equipment 855807 
75 KVA 240/480 Pri. 120/240 Sec., General Electric, dry, taps, Nema 1 (3) OH 419-865-4001 Doug Beat Co The 111096 
75 KVA 240x480 Pri. 120x240 Sec., Nema 1, taps, dry OH 800-248-4479 Row Electrical Eqpt 389292 
75 К\А 480 Pri. 227 Sec., Hammond HPS #Sentinal-G Transformer MN 800-770-5638 SOMINN Machy Sales 372868 
100 KVA 208/480 Pri. 380/480 Sec., Piller Power Systems #AC100, transformer power convertor CO 303-651-6545 Automatics & Machy 391269 
100 KVA 208/480 Pri. 380/480 Sec., Piller Power Systems #AC100, transformer power convertor CO 303-651-6545 Automatics & Machy 391270 
100 KVA 240/480 Pri. 120/240 Sec.,Federal Pacific,dry,taps,Nema 1 (9) OH 419-865-4001 Doug Beat Co The 094592 
100 KVA 7200/12470GY Pri. 120/240 Sec., Ermco (2 Avail) CO 303-285-2569 High To Low Voltage 319854 
167 KVA 4800/8320Y Pri. 120/240 Sec., Land-Air, Dry, Nema 1 OH 419-865-4001 Doug Beat Co The 221160 
167 KVA 7200/12470Y Pri. 277/480Y Sec., MGM, dry, taps, Nema 1 (3) OH 419-865-4001 Doug Beat Co The 402412 
167 KVA 13200 Delta Pri. 120/240 Sec., Eaton Cooper Pwr bayonet fused padmount (2) CO 303-285-2569 High To Low Voltage 307305 
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60 HZ SINGLE PHASE TRANSFORMERS - (256 listings on our website!) 


T&R Electric Supply Company Inc., has been 
serving the industry since 1961. Specializing in 
rewinding and reconditioning power and distribution 
transformers, T&R continues to make customer 
SUPPLY COMPANY INCORPORATED satisfaction its top priority. 


TaR ELECTRIC 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


DEALER 


Over 45,000 Transformers 
Listed From Stock on our Web Site 


SRID 


Visit: www.t-r.com ° E-mail: t-r@t-r.com 


T&R Electric Supply Co. Inc. 
P.O. Box 180 * Colman, SD 57017 


"The Transformer People" ® 


200 KVA 480 Pri. 120x240 Sec., Nema 1, dry 

250 KVA 900/40 Pri., 6250 amps, open short time rating 330 

333 KVA 7200/12470Y Pri. 120/240 Sec., MGM, dry, taps, Nema 1 (6) 
500 KVA 7200/12470Y Pri. 480 Sec., Taps, oil (21) 

500 KVA 7620/13200Y Pri. 277/480Y Sec., Oil (9) 

500 KVA 8320 Pri. 277 Sec., NECO-Hammond, taps,150°C rise,Nema 1,used E-OK (5) 
500 KVA 12000 Pri. 480 Sec., Oil (21) 

500 KVA 13800/23900Y Pri. 277 Sec., oil, taps (3) 

500 KVA 14400/24940G Pri. 120/240 Sec., Moloney 

500 KVA 14400/24940Y Pri. 480 Sec., Oil, taps (6) 

500 KVA 43800 Pri. 7200/12470Y Sec., Oil, taps (3) 

500 KVA 67000 Pri. 7200/12470Y Sec., oil (4) 

500 KVA 2400/4160Yx7200/12470Y Pri. 277/480Y Sec., Oil, taps (3) 

667 KVA 34500 Delta Pri. 2400/4160 Y Sec., Oil, taps (3) 

833 KVA 2400/4160Y Pri. 277/480 Sec., Oil, taps (6) 

1667 KVA 7200 Delta Pri. 2400 Delta Sec., GE, plus and minus taps (4) 


Transformers, Three Phase 


9 KVA 240 Pri. 208Y/120 Sec., Taps, isolation 
Transformers, Three type 


Phase, 60 Cycle Model: 


Search Three Phase on SurplusRecord.com to 
view all 3125 listings. 


1000 KVA 480 Delta Pri. 208Y/120 Sec., Dry yype, 
Nema 3R, reconditioned (2 ... 


Mfr: 

Model: 

Seller: Boundry Electric 
Grand Forks, BC 

Tel: 250-442-5561 x237 

SR ID: 136041 

Price: Call for Price 


Seller: Fargo Electric LLC 
Clarence Center, NY 

Tel: 716-989-1071 

SR ID: 477347 

Price: Call for Price 


1500 KVA 4160 Wye Pri. 480 Delta Sec., Fortune, 
rectifier transformer, surplus unit 


Mfr: Fortune 

Model: 

Seller: MARS Transformers 
Pearland, TX 

Tel: 281-648-1600 

SR ID: 028853 

Price: Call for Price 


60 HZ THREE PHASE TRANSFORMERS - (3, 125 listings on our website) 
З КУА 600Y/346 Pri. 400Y/231 Sec., З ph., Dry-type autotransformer, Ready To Ship, New 
4 KVA 480/460/416/230/220/208 Pri. 210/200/190 Delta Sec., Yushin 


6 KVA 480 Delta Pri. 


208Y/120 Sec., General Electric, dry,taps,wall mntd.(4) 


8 KVA 480 Pri. 400Y/231 Sec., Olsun 
9 KVA 480 Pri. 575 Sec., Cutler-Hammer transformer 


10.4 KVA 690/600 Pri 


. 208/180 Sec., Noratel isolation transformer 


11 KVA 460 Pri. 230/133 Sec., FPE, Dit 


11 KVA 460 Delta Pri 


. 460Y/266 Sec., 3 ph., Dry-type Isolation Transformer, Ready To Ship 


14 KVA 380 Pri. 380/220 Sec., Rex, Dit, K4, 50/60 cycle 


15 KVA 208 Delta Pri 
15 KVA 480 Delta Pri 


. 480Y/277 Sec., Step Up Transformer, 3 ph., Dry-type Transformer, Ready To ... 
. 208Y/120 Sec., 3 ph., Dry-type Transformer, Ready To Ship, New 


15 KVA 480 Pri. 208Y/120 Sec., Square D 
15 KVA 480 Pri. 208/120 Sec., Square D 
15 KVA 480 Pri. 240 Delta Sec., EGS, aluminum winding,150°,Nema 1,part #ET5H15S 


15 KVA 480 Delta Pri 
15 KVA 600 Delta Pri 


. 240 Delta Sec., 3 ph., Dry-type Transformer, Ready To Ship, New 
. 600Y/346 Sec., 3 ph., Dry-type Transformer, Ready To Ship, New 


15 KVA Square D, insulated transformer, 3-phase 


20 KVA 208 Delta Pri 
20 KVA 460 Delta Pri 
20 KVA 460 Delta Pri 
20 KVA 480 Delta Pri 


. 400Y/230 Sec., DIT, AL winding, 150°, Мета 1, new 
. 230Y/133 Sec., Hevi Duty, dry taps (3) 

. 460Y/266 Sec., Square D, dry, taps, Nema I (10) 

. 400Y/230 Sec., DIT, AL winding, 150°, Мета 1, new 


22.5 KVA 600 V to 480 V, Bemag UA3022S480, Dry Type transformers, new (3) 
25 KVA 480Y/276 Pri. 200 Delta Sec., 3 ph., Dry-type Transformer, Ready To Ship 


27 KVA 460 Delta Pri 
27 KVA 460 Delta Pri 


. 460Y/266 Sec., 3 ph., Dry-type Transformer, Ready To Ship, New 
. 460Y/266 Sec., Sylvania, dry,taps, Мета #1 (8) 


30 KVA 240 Pri. 400/230 Wye Sec., 3/60, Nema 1 enclosure 


30 КУА 480Y Delta P 


ri. 120/208 Sec., Acme, Very Clean (2) 


30 KVA 480 Pri. 208Y/120 Sec., Acme, dry (13) 


30 KVA 480 Delta Pri 
30 KVA 480 Delta Pri 
30 KVA 480 Delta Pri 
30 KVA 480 Delta Pri 
30 KVA 480 Delta Pri 
30 KVA 480 Delta Pri 


. 208Y/120 Sec., Eaton V48M28T30EE, dry type distribution transformer, 480 V. 
. 208/120Y Sec., General Electric, taps 

. 208Y/120 Sec., 3 ph., Dry-type Transformer, Ready To Ship, New 

. 208Y/120 Sec., 3 ph., Dry-type Transformer, Ready To Ship 

. 240 Delta Sec., TPC, taps, dry (4) 

. 400Y/230 Sec., 3 ph., Dry-type Transformer, Ready To Ship 


30 KVA 480 Pri. 400/230 Wye Sec., 3/60, Nema 1 enclosure 


30 KVA 480 Pri., Hevi 


i-Duty #ET84H30S, Transformer 


30 К\А 600 Pri. 208Y/120 Sec., Square D, 3Ph.,Cat# 30T8HFISNL 


30 KVA 600 Delta Pri 
30 KVA 600 Delta Pri 
30 KVA 600 Delta Pri 
34 KVA 208 Delta Pri 
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. 380Y/220 Sec., Rex power transformer,type 3R encl. 

. 600Y/346 Sec., 3 ph., Dry-type Transformer, Ready To Ship, New 
. 600Y/346 Sec., 3 ph., Dry-type Transformer, Ready To Ship 

. 400Y/230 Sec., DIT, AL winding, 150°, Мета 1, new 


ELECTRICAL & POWER EQUIPMENT 


OH 
ON 
OH 
SD 
SD 
MN 
SD 
SD 
Qc 
SD 
SD 
SD 
SD 
SD 
SD 
co 


800-248-4479 
519-842-6458 
419-865-4001 
800-843-7994 
800-843-7994 
800-328-1842 
800-843-7994 
800-843-7994 
877-996-3636 
800-843-7994 
800-843-7994 
800-843-7994 
800-843-7994 
800-843-7994 
800-843-7994 
303-285-2569 


Tel: 800-843-7994 * Fax: 605-534-3861 


Row Electrical Eqpt 414163 
Lizco Sales/Rentals 170603 
Doug Beat Co The 402414 
T & R Electric 094863 
T & R Electric 094870 
EMSCO 194000 
T & R Electric 339739 
T & R Electric 168751 
Surplec HV Solution 436811 
T & R Electric 094884 
T & R Electric 317969 
T & R Electric 094916 
Т & R Electric 461784 
T & R Electric 538142 
T & R Electric 454317 
High To Low Voltage 241501 


120 KVA 460 Pri. 230Y/133 Sec., Hitran, DIT, S/N 
24779 


Mfr: Hitran 
Model: 


Seller: Peterson Machinery 
Casa Grande, AZ 

Tel: 520-836-9727 

SR ID: 158024 

Price: Call for Price 


3000 KVA 12470 Pri. 480/277 Sec., Cutler- 
Hammer, dry, AA/FA, taps, AEDT369 


sc 
cT 
OH 
TN 
OH 
TX 
CT 
SC 
CT 
SC 
SC 
TN 
CT 
NY 
sc 
sc 
OH 
NY 
OH 
OH 
NY 
AB 
sc 
sc 
OH 
IN 
ON 
OH 
OH 
CT 
SC 
SC 
OH 
SC 
IN 
OH 
MN 
AB 
sc 
sc 
NY 


208-346-7268 
860-889-8476 
419-865-4001 
865-573-7768 
800-745-6008 
281-640-8600 
860-889-8476 
208-346-7268 
860-889-8476 
208-346-7268 
208-346-7268 
865-573-7768 
203-753-5103 
631-223-7098 
208-346-7268 
208-346-7268 
419-866-6894 
631-223-7098 
419-865-4001 
419-865-4001 
631-223-7098 
403-309-9250 
208-346-7268 
208-346-7268 
419-865-4001 
800-391-0109 
416-580-6816 
419-865-4001 
440-942-3003 
860-889-8476 
208-346-7268 
208-346-7268 
419-865-4001 
208-346-7268 
800-391-0109 
216-478-6657 
800-328-1842 
403-309-9250 
208-346-7268 
208-346-7268 
631-223-7098 


E Mfr: 


Cutler-Hammer 

Model: 

Seller: Atlas Electric Inc 
Spokane Valley, WA 

Tel: 509-534-8389 

SR ID: 740927 

Price: Call for Price 


DEALER SR ID 
Maddox Industrial 468056 
Piela Electric Inc 930325 
Doug Beat Co The 397945 
Volunteer Equipment 420723 
C W Wood Machinery 464369 
Avid Controls Inc 369063 
Piela Electric Inc 930324 
Maddox Industrial 468202 
Piela Electric Inc 930317 
Maddox Industrial 468167 
Maddox Industrial 468018 
Volunteer Equipment 240933 
Traver IDC 822581 
Bruce Electric 810811 
Maddox Industrial 467994 
Maddox Industrial 467978 
D & D Industries 469648 
Bruce Electric 890996 
Doug Beat Co The 123111 
Doug Beat Co The 343024 
Bruce Electric 890994 
Collicutt Energy 464728 
Maddox Industrial 467950 
Maddox Industrial 468017 
Doug Beat Co The 173034 
Current Midwest 010044 
Diversified Electro 448656 
Doug Beat Co The 095091 
Equipment Recovery 472971 
Piela Electric Inc 263686 
Maddox Industrial 467932 
Maddox Industrial 467989 
Doug Beat Co The 095100 
Maddox Industrial 468154 
Current Midwest 010043 
HGR Indust Surplus 477308 
EMSCO 023233 
Collicutt Energy 400538 
Maddox Industrial 467965 
Maddox Industrial 468072 
Bruce Electric 890999 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


60 HZ THREE PHASE TRANSFORMERS - (3, 125 listings on our website!) 


"ШИН 


34 KVA 240 Delta Pri. 
40 KVA 208 Delta Pri. 
40 KVA 240 Delta Pri. 
40 KVA 460 Delta Pri. 
40 KVA 460 Delta Pri. 
40 KVA 480 Delta Pri. 
45 KVA 208 Delta Pri. 


D T | 
| ТИТ 


BORA 


400Y/230 Sec., DIT, AL winding, 150°, Мета 1, new 

400Y/230 Sec., DIT, AL winding, 150°, Мета 1, new 

400Y/230 Sec., DIT, AL winding, 150°, Мета 1, new 

230Y/132 Sec., General Electric, dry type 

460Y/266 Sec., 3 ph., Dry-type Transformer, Ready To Ship, New 

400Y/230 Sec., DIT, AL winding, 150°, Мета 1, new 

400Y/231 Sec., Step Up Transformer, 3 ph., Dry-type Transformer, Ready То... 


45 KVA 240 Pri. 480Y/277 Sec., With taps, isolation type 
45 KVA 480 Pri. 208,120 Sec., Square D #NVE7707203, Transformer 


45 KVA 480 Delta Pri. 
45 KVA 480 Delta Pri. 
45 KVA 480 Delta Pri. 


208/120Y Sec., Hevi-Duty, taps 
208Y/120 Sec., 3 ph., Dry-type Transformer, Ready To Ship 
208Y/120 Sec., Westinghouse, dry, taps, Nema 1 (13) 


45 KVA 480 Pri. 380Y/220 Sec., with taps, isolation 
45 KVA 480 Pri. 400Y/230 Sec., With taps, isolation type 


45 KVA 480 Delta Pri. 
45 KVA 480 Delta Pri. 
45 KVA 600 Delta Pri. 


480Y/277 Sec., 3 ph., Dry-type Transformer, Ready To Ship, New 
480Y/277 Sec., Square D, dry, taps, Nema 1 (5)(2) 
208Y/120 Sec., 3 ph., Dry-type Transformer, Ready To Ship, New 


45 KVA 600Y/346 Pri. 480Y/277 Sec., 3 ph., Dry-type autotransformer, Ready To Ship, New 
49 KVA 460/200 Pri. 210 Sec., Hammond transformer 

50 KVA 480x240 Pri. 240/120 Sec., Eaton, dry, Nema 1, unused (2) 

51 KVA 208 Pri. 380Y/220 Sec., With taps, isolation type 


51 KVA 208 Delta Pri. 


400Y/230 Sec., DIT, AL winding, 150°, Мета 1, new 


51 KVA 208 Pri. 400Y/230 Sec., With taps, isolation type 


51 KVA 240 Delta Pri. 
51 KVA 460 Delta Pri. 
51 KVA 480 Delta Pri. 
63 KVA 208 Delta Pri. 
63 KVA 240 Delta Pri. 
63 KVA 460 Delta Pri. 
63 KVA 460 Delta Pri. 
63 KVA 480 Delta Pri. 
75 КУА 208 Delta Pri. 


400Y/230 Sec., DIT, AL winding, 150°, Мета 1, new 
460Y/266 Sec., General Electric,dry,taps,Nema I (16) 
400Y/230 Sec., DIT, AL winding, 150°, Мета 1, new 
400Y/230 Sec., DIT, AL winding, 150°, Мета 1, new 
400Y/230 Sec., DIT, AL winding, 150°, Мета 1, new 
230Y/132 Sec., General Electric, dry type 

460Y/277 Sec., Gen.Elec.,dry,taps,Nema I (12) 

400Y/230 Sec., DIT, AL winding, 150°, Мета 1, new 
208Y/120 Sec., 3 ph., Dry-type Transformer, Ready To Ship 


75 KVA 208 Pri. 380Y/220 Sec., With taps, isolation type 


75 KVA 208 Delta Pri. 


400Y/230 Sec., DIT, AL winding, 150°, Мета 1, new 


75 KVA 208 Pri. 400Y/230 Sec., With taps, isolation type 
75 KVA 208 Pri. 400Y/231 Sec., Federal Pacific, w/taps 


75 KVA 208 Delta Pri. 
75 KVA 208 Delta Pri. 


400Y/231 Sec., Nema 1 
480Y/277 Sec., Step Up Transformer, 3 ph., Dry-type Transformer, Ready To ... 


75 KVA 208 Pri. 480Y/277 Sec., with taps, Isolation 
75 KVA 240 Pri. 208Y/120 Sec., with taps, shielded, isolation 
75 KVA 240 Pri. 380Y/220 Sec., With taps, isolation 


75 KVA 240 Delta Pri. 


400Y/230 Sec., DIT, AL winding, 150°, Мета 1, new 


75 KVA 240 Pri. 400Y/230 Sec., With taps, isolation type 


75 KVA 460 Delta Pri. 


230Y/133 Sec., 3 ph., Dry-type Isolation Transformer, Ready To Ship 


75 KVA 460/230 Delta Pri. 460Y/266 Sec., General Electric,dry,Nema 1 (4) 

75 KVA 480 Pri. 208Y/120 Sec., G.E., dry type,aluminum windings,Nema 1 

75 KVA 480 Pri. 208Y/120 Sec., G.E., AL winding,150°,Nema 2,рагї #9T83B3874 

75 КУА 480 Pri. 208Y/120 Sec., G.E., AL winding,150°,Nema 2,part #9T83B3874G03 
75 KVA 480 Pri. 208Y/120 Sec., General Electric, dry taps (12) 


75 KVA 480 Delta Pri. 
75 KVA 480 Delta Pri. 


208Y/120 Sec., MGM transformer, dry, #1273813 
208Y/120 Sec., 3 ph., Dry-type Transformer, Ready To Ship, New 


75 К\А 480 Pri. 208/120 Sec., Square D #75T3H, Transformer 


75 KVA 480 Delta Pri. 


240 Delta Sec., MGM, 120v center tap, reconditioned 


ELECTRICAL & POWER EQUIPMENT 


NY 
NY 
NY 
OH 
sc 
NY 
sc 
NY 
WI 

CT 
SC 
OH 
NY 
NY 
sc 
OH 
sc 
sc 
KY 
OH 
NY 
NY 
NY 
NY 
OH 
NY 
NY 
NY 
OH 
OH 
NY 
sc 
NY 
NY 
NY 
OH 
OH 
sc 
NY 
NY 
NY 
NY 
NY 
sc 
OH 
CA 
NY 
NY 
OH 
CA 
sc 
WI 
IN 


8669831300 SalesQJ: 


631-223-7098 
631-223-7098 
631-223-7098 
800-248-4479 
208-346-7268 
631-223-7098 
208-346-7268 
716-989-1071 
216-478-6657 
860-889-8476 
208-346-7268 
419-865-4001 
716-989-1071 
716-989-1071 
208-346-7268 
419-865-4001 
208-346-7268 
208-346-7268 
502-419-9170 
330-493-1890 
716-989-1071 
631-223-7098 
716-989-1071 
631-223-7098 
419-865-4001 
631-223-7098 
631-223-7098 
631-223-7098 
800-248-4479 
419-865-4001 
631-223-7098 
208-346-7268 
716-989-1071 
631-223-7098 
716-989-1071 
800-248-4479 
800-248-4479 
208-346-7268 
716-989-1071 
716-989-1071 
716-989-1071 
631-223-7098 
716-989-1071 
208-346-7268 
419-865-4001 
562-802-3441 
631-223-7098 
631-223-7098 
419-865-4001 
562-802-3441 
208-346-7268 
216-478-6657 
800-391-0109 


December 2023 


DEALER 


SR ID 


Energy WWW.J! 


Bruce Electric 
Bruce Electric 
Bruce Electric 

Row Electrical Eopt 
Maddox Industrial 
Bruce Electric 
Maddox Industrial 
Fargo Electric LLC 
HGR Indust Surplus 
Piela Electric Inc 
Maddox Industrial 
Doug Beat Co The 
Fargo Electric LLC 
Fargo Electric LLC 
Maddox Industrial 
Doug Beat Co The 
Maddox Industrial 
Maddox Industrial 
Machinery Bargains 
Power Asset 

Fargo Electric LLC 
Bruce Electric 
Fargo Electric LLC 
Bruce Electric 
Doug Beat Co The 
Bruce Electric 
Bruce Electric 
Bruce Electric 

Row Electrical Eqpt 
Doug Beat Co The 
Bruce Electric 
Maddox Industrial 
Fargo Electric LLC 
Bruce Electric 
Fargo Electric LLC 
Row Electrical Eqpt 
Row Electrical Eqpt 
Maddox Industrial 
Fargo Electric LLC 
Fargo Electric LLC 
Fargo Electric LLC 
Bruce Electric 
Fargo Electric LLC 
Maddox Industrial 
Doug Beat Co The 
RESA Power Solution 
Bruce Electric 
Bruce Electric 
Doug Beat Co The 
RESA Power Solution 
Maddox Industrial 
HGR Indust Surplus 
Current Midwest 


Energy 


890998 
891002 
891001 
422938 
467906 
891000 
468047 
477370 
477329 
263687 
467922 
095125 
350412 
518213 
467911 
206727 
467927 
468150 
464739 
300079 
539840 
891005 
539841 
891004 
397958 
891003 
891008 
891007 
422937 
095155 
891006 
468117 
539842 
891011 
539843 
478776 
350708 
467898 
358603 
320194 
340975 
891010 
518214 
467977 
111098 
324132 
810881 
810882 
095172 
321749 
467957 
477330 
374253 
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December 2023 SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


60 HZ THREE PHASE TRANSFORMERS - (3,125 listings on our website!) DEALER SR ID 
75 KVA 480 Delta Pri. 240 Delta Sec., Square D, dry, taps, nice OH 419-865-4001 Doug Beat Co The 095186 
75 KVA 480 Delta Pri. 240 Delta Sec., Indoor/outdoor encl,reconditioned,3 yr warranty IN 800-391-0109 Current Midwest 112910 
75 KVA 480 Delta Pri. 400Y/230 Sec., DIT, AL winding, 150°, Nema 1, new NY 631-223-7098 Bruce Electric 891009 
75 KVA 480 Delta Pri. 480Y/277 Sec., Gen.Elec., dry, taps, Nema (18) OH 419-865-4001 Doug Beat Co The 166455 
75 KVA 480 Delta Pri. 480Y/277 Sec., 3 ph., Dry-type Transformer, Ready To Ship, New SC 208-346-7268 Maddox Industrial 468139 
75 KVA 600 Pri. 420/212 Sec., Square D TN 865-573-7768 Volunteer Equipment 420721 
93 KVA 460 Pri. 230Y/133 Sec., Sorgel, dry, taps, Nema 1 (6) OH 800-248-4479 Row Electrical Eqpt 381978 
100 KVA 480 Pri. 0 Sec., 3 ph., Dry-type Transformer, Ready To Ship, New SC 208-346-7268 Maddox Industrial 467902 
112.5 KVA 208 Delta Pri. 480Y Sec., Step Up Transformer, 3 ph., Dry-type Transformer, Ready To ... SC 208-346-7268 Maddox Industrial 468142 
112.5 KVA 208 Pri. 480Y/277 Sec., Acme, dry, new in box, #1225276 CA 562-802-3441 RESA Power Solution 266019 
112.5 kVA 208 Delta Pri. 480/277Y Sec., Cutler Hammer, dry type, 3yr warranty IN 800-391-0109 Current Midwest 418813 
112.5 KVA 480 Delta Pri. 208Y Sec., Dry type Transformer CO 303-285-2569 High To Low Voltage 480415 
112.5 KVA 480 Pri. 208/120 Sec.,GE #9T23B3875,QL-WP,reversing switch,portable cart CT 860-680-9811 NE Industrial Mchy 306755 
112.5 KVA 480 Delta Pri. 208Y/120 Sec., 3 ph., Dry-type Transformer, Ready To Ship, New SC 208-346-7268 Maddox Industrial 468012 
112.5 KVA 480 Delta Pri. 208Y/120 Sec., Square D,dry,taps,Nema I (12) OH 419-865-4001 Doug Beat Co The 166456 
112.5 KVA 480 Delta Pri. 240 Delta Sec., Jefferson, dry, taps OH 419-865-4001 Doug Beat Co The 095230 
112.5 KVA 480 Pri. 240 Delta/120 Sec., Square D, taps, new surplus (3) OH 800-248-4479 Row Electrical Eqpt 431517 
112.5 KVA 480 Delta Pri. 380Y Sec., Square D, reconditioned IN 800-391-0109 Current Midwest 374313 
112.5 KVA 2400 Delta Pri. 208Y/120 Sec., Westinghouse, dry, taps (2) OH 419-865-4001 Doug Beat Co The 095243 
118 KVA 208 Delta Pri. 400Y/230 Sec., DIT, AL winding, 150°, Мета 1, new NY 631-223-7098 Bruce Electric 891014 
118 KVA 240 Delta Pri. 400Y/230 Sec., DIT, AL winding, 150°, Мета 1, new NY 631-223-7098 Bruce Electric 891013 
118 KVA 460 Pri. 460/266 Sec., FPE TN 865-573-7768 Volunteer Equipment 420724 
118 KVA 480 Delta Pri. 400Y/230 Sec., DIT, AL winding, 150°, Мета 1, new NY 631-223-7098 Bruce Electric 891012 
118 KVA 480 Pri. 400Y/231 Sec., Hammond, Nema 1 OH 800-248-4479 Row Electrical Eqpt 440697 


CONTACT US: 
SUNBELT SOLOMON 


d D Q3 +1.800.830.0251 
w UNPARALLELED'POWER-SOLUTIONS 


DX] marketing@sunbeltsolomon.com 


125 KVA 480 Pri. 400 Sec., Michael Ridel TN 865-573-7768 Volunteer Equipment 420720 
145 KVA 208 Delta Pri. 400Y/230 Sec., DIT, AL winding, 150°, Мета 1, new NY 631-223-7098 Bruce Electric 891017 
145 KVA 240 Delta Pri. 400Y/230 Sec., DIT, AL winding, 150°, Мета 1, new NY 631-223-7098 Bruce Electric 891016 
145 KVA 480 Delta Pri. 400Y/230 Sec., DIT, AL winding, 150°, Мета 1, new NY 631-223-7098 Bruce Electric 891015 
145 KVA 480 Delta Pri. 480Y/277 Sec., Acme, dry, taps, Nema (4) OH 419-865-4001 Doug Beat Co The 166457 
150 KVA 208 Pri. 240 Sec., Transformer TN 865-573-7768 Volunteer Equipment 420725 
150 KVA 240 Pri. 380Y/220 Sec., Dry, with taps, isolation type NY 716-989-1071 Fargo Electric LLC 411902 
150 KVA 240 Pri. 400Y/230 Sec., With taps, isolation type NY 716-989-1071 Fargo Electric LLC 487403 
150 KVA 240 Pri. 480Y/277 Sec., With taps, isolation type NY 716-989-1071 Fargo Electric LLC 477377 
150 KVA 480 Pri. 208Y/120 Sec., Sylvania, dry, taps, Nema 1 (2) OH 419-865-4001 Doug Beat Co The 095280 
150 KVA 480 Pri. 240 Sec., Square D, taps, Nema I/3R, 120 V.lighting tap (2) OH 800-248-4479 Row Electrical Eqpt 014885 
150 KVA 480 Delta Pri. 240 Delta Sec., Westinghouse, dry, taps (4) OH 419-865-4001 Doug Beat Co The 095288 
150 KVA 480 Pri. 380 Sec., Marx TN 865-573-7768 Volunteer Equipment 420722 
150 KVA 480 Pri. 380Y/220 Sec., With taps, isolation type NY 716-989-1071 Fargo Electric LLC 411901 
150 KVA 480 Delta Pri. 415Y/240 Sec., Square D EXN150T1769H, new, 2 in stock. WI 800-263-1170 Technitrol Inc 446777 
150 KVA 480 Pri. 480Y/277 Sec., Sorgel 150T76H, dry type transformer WI 262-476-5045 Green Industrial 433493 
150 KVA 480 Delta Pri. 480Y/277 Sec., Westinghouse, dry, taps, Nema 1, (5) OH 419-865-4001 Doug Beat Co The 451049 
150 KVA 480 Pri. 600 Sec., Dry-Type Auto-Transformer, Nema 1 (2) OH 419-865-4001 Doug Beat Co The 779876 
150 KVA 480 Delta Pri. 600Y/347 Sec., Dry indoor, 150°C QC 450-772-5608 MGB Transformers 464761 
150 KVA 4160 Delta Pri. 480 Delta Sec., MGM #AD372N0123 OH 440-352-7858 Wing Electric Inc. 036748 
150 KVA 4160 Delta Pri. 600Y/347 Sec., Dry indoor, 150?C (3) QC 450-772-5608 MGB Transformers 464763 
150 KVA 13200GY/7970 Pri. 208Y/120 Sec., Westinghouse, Dead Front Loop Feed, Spades, Bayonet ... CO 303-285-2569 High To Low Voltage 480412 
150 KVA 13200GY/7970 Pri. 480Y/277 Sec., Howard, Dead Front Loop Feed, Spades, Bayonet w/Isolation ... CO 303-285-2569 High To Low Voltage 480411 
165 KVA 2400 Delta Pri. 460 Volts Sec.,Basley Electric Medium, 3 phase, NEMA 1 indoor MN 800-328-1842 EMSCO 419587 
175 KVA 460 Delta Pri. 460Y/277 Sec., Challenger, dry, taps, Nema I OH 419-865-4001 Doug Beat Co The 343025 
180 KVA 480 Pri. 2206/1100 Sec., Eagle Rise, 216 amps, 2017, new (6) OK 405-245-2029 Reveille Energy 258356 
200 KVA 480 Pri. 480Y/277 Sec., General Electric, Nema I w/taps (2) OH 800-248-4479 Row Electrical Eqpt 448816 
220 KVA 480 Delta Pri. 460Y/266 Sec., MGM, dry, Nema 1, taps, surplus OH 419-865-4001 Doug Beat Co The 664963 
225 KVA 480 Pri. 208Y/120 Sec., General Electric, 9T23Q3487G03 CO 800-544-7375 Denver Breaker 937622 
225 KVA 480 Pri. 208Y/120 Sec., General Electric, 9T23Q1050 CO 800-544-7375 Denver Breaker 937624 
225 KVA 480 Delta Pri. 208Y/120 Sec., Gen.Elec.,dry,tap,Nema I (18) OH 419-865-4001 Doug Beat Co The 095338 
225 KVA 480 Pri. 208Y/120 Sec., Siemens, 3F34225 CO 800-544-7375 Denver Breaker 937625 
225 KVA 480 Pri. 208Y/120 Sec., Square D, 225T3HBISCUNLP CO 800-544-7375 Denver Breaker 937623 
225 KVA 480 Pri. 208Y/120 Sec., Zig-Zag, dry CA 909-628-4763 Hampton Tedder Elec 663155 
225 KVA 480 Delta Pri. 240 Delta Sec., Jefferson,dry,taps,Nema 1,(2) OH 419-865-4001 Doug Beat Co The 095346 
225 KVA 600 Pri. 415 Sec., Square D, Nema I, w/taps, (New Surplus) OH 800-248-4479 Row Electrical Eqpt 476429 
225 KVA 4160 Delta Pri. 208Y/120 Sec., Marcus, dry, taps, Nema 1 OH 419-865-4001 Doug Beat Co The 095355 
250 К\А 460 Pri. 416Y/216 Sec., GS Hevi-Duty, Cat #DT 1221H250TS,Nema 1,recond. MN 800-328-1842 EMSCO 120334 
300 KVA 208 Delta Pri. 220Y/127 Sec., Komori, dry, taps, Nema 1 (8) OH 419-865-4001 Doug Beat Co The 552431 
300 KVA 460 Pri. 208Y/120 Sec., Square D, 300T3H CO 800-544-7375 Denver Breaker 937620 
300 KVA 480 Delta Pri. 208Y Sec., Dry type Transformer CO 303-285-2569 High To Low Voltage 480414 
300 KVA 480 Delta Pri. 208Y/120 Sec., Federal Pacific, dry, taps, Nema 1 (3) OH 419-865-4001 Doug Beat Co The 206761 
300 KVA 480 Pri. 208Y/120 Sec., Sorgel 300T3H, dry type transformer WI 262-476-5045 Green Industrial 433492 
300 KVA 480 Delta Pri. 240 Delta Sec., General Electric, dry, taps, Nema 1 (2) OH 419-865-4001 Doug Beat Co The 153767 
300 KVA 480 Delta Pri. 380 Wye Sec., JVC ON 905-660-1475 Surplus Electrical 070068 
300 KVA 600Y Pri. 480Y Sec., Rex, autotranformer, Nema 1 OH 800-248-4479 Row Electrical Eqpt 373467 
300 KVA 4160 Delta Pri. 480Y/277 Sec., General Electric, dry,taps,Nema 1 (2) OH 419-865-4001 Doug Beat Co The 217935 
300 KVA 4160 Delta Pri. 600Y/347 Sec., Dry outdoor, 150*C, N3R QC 450-772-5608 MGB Transformers 464764 


300 КУА 12470 Delta Pri. 208Y/120 Sec., RTE, 9BA10500B, class OA 


RESA ü POWER TRANSFORMERS 


Reliable and Safe. The Power of Us New and Remanufactured Dry & Liquid Filled 
A RESA Power Solutions Company Custom-Retrofit Applications 


We B uy Surp lus In-Stock * Immediate Delivery Transtormers ,) | Instrument . 
Electrical Equipment 


800-996-9975 ° Tel: 562-802-3441 ° Fax: 562-802-3445 www.resapower.com 


513-863-4474 Professional Motor 980721 


178 ELECTRICAL & POWER EQUIPMENT 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


60 HZ THREE PHASE TRANSFORMERS - (3, 125 listings on our website!) 
300 KVA 24940GrdY/14400 Pri. 480Y/277 Sec., ABB, padmount transformer 

300 KVA 24940GrdY/14400 Pri. 480Y/277 Sec., ABB, padmount transformer 

300 KVA 208x Pri. 400Y/231 Sec., Federal Pacific, Мета I, w/taps 

330 KVA 460 Delta Pri. 460Y/266 Sec., Hammond, Nema 3R, Dry-Type (3) 

330 KVA 460 Pri. 460Y/266 Sec., Magnetics, Nema I, w/taps 

330 KVA 480 Delta Pri. 440Y/254 Sec., Powertran, Dry-Type, With-Taps, Nema #1 
330 KVA 600 Delta Pri. 480Y/277 Sec., Dry, K-4, outdoor, new 

333 KVA 575 Pri. 460/226 Sec., Acme, DTHB-0330-4S 

400 КУА 12000 Pri. 480Y/277 Sec., Sylvania, 3 ph., w/t, 80°C, In, Dry, Unit Sub 

440 KVA 460 Delta Pri. 460Y/266 Sec., Federal Pacific, Nema 1, taps (2) 

440 KVA 480 Pri. 400Y/231 Sec., Square D #440T2467HCUDIT, dry,general purpose,new 
450 KVA 600 Pri. 480/277 Sec,. Marcus Transformateur 

500 KVA 460 Pri. 220 Sec., Jefferson, Cat# 223-002-352, 3Ph. 

500 KVA 480 Delta Pri. 208Y/120 Sec., ITE, dry, taps, Nema 1 (3) 

500 KVA 480 Pri. 208Y/120 Sec., Square D, Cat. #500T90HFISCUNL, dry type 

500 К\А 480 Pri. 208Y/120 Sec., Square D, 500T68HISCUNLP 

500 KVA 480 Delta Pri. 400Y/231 Sec., Square D, #DRY4363 

500 KVA 480 Delta Pri. 416Y Sec., MGM, dry, Nema 3R, unused (8) 

500 KVA 480/208Y Delta Pri. 120 Sec., Square D, dry type,like new condition 

500 KVA 600 Delta Pri. 600Y/347 Sec., Hammond, #DRY2122 

500 KVA 2400 Delta Pri. 208Y/120 Sec., Westinghouse, taps, dry, Nema 1 (5) 

500 KVA 4160 Delta Pri. 480Y/277 Sec., Balteau Standard (2) 

500 KVA 4160 Delta Pri. 480Y/277 Sec., G.E.,dry,cast coil CU/CU taps (2) 

500 KVA 4160 Delta Pri. 480Y/277 Sec., Howard, #SUB706 

500 KVA 4160 Delta Pri. 2400Y/1390 Sec., Zinsco, dry, taps, Nema 1 

500 KVA 12470 Delta Pri. 480/277 Sec., Prolec, oil filled,station type,side mtd,new 
500 KVA 13200 Delta Pri. 280Y/120 Sec., T & R, Dead Front Loop Feed, Spades, Bayonet w/lsolation ... 
500 KVA 13800 Delta Pri. 480Y/277 Sec., Square D, R-temp, Sub., #8195 

500 KVA 13800 Delta Pri. 480Y/277 Sec., Westinghouse, dry,taps,Nema 1 

500 KVA 24940Grdy/14400 Pri. 480Y/277 Sec., ABB, padmount transformer 

500 KVA 24940Grdy/14400 Pri. 480Y/277 Sec., Howard, padmount transformer 

500 KVA General Electric, multi-tap dry type transformer 

500/560 KVA 4160 Delta Pri. 480 Delta Sec., ABB, #SUB1965 

500/560 KVA 4160 Delta Pri. 480Y/277 Sec., Prolec, copper, unused, 2019 

500/667 KVA 13800 Delta Pri. 600Y/346 Wye Sec., ABB, dry type,cast resin,80°rise,N3R 
550 KVA 460 Delta Pri. 460 Delta Sec., Cutler-Hammer, Nema I, dry type, wtaps 
550 KVA 480 Delta Pri. 460Y/266 Sec., MGM, dry, Nema 1, taps, surplus 

550 KVA 575 Pri. 230Y/133 Sec., Dit Rex, taps, surplus 

550 KVA 600 Delta Pri. 480Y/277 Sec., Dry, K-4, outdoor, new 

600 KVA 4160 Delta Pri. 208Y/120 Sec., Dry indoor, 150°С 

600 KVA 6900 Delta Pri. 480Y/277 Sec., Substation, w/taps,side/side bushing setup 
600 KVA 69000 Pri. 480Y/277 Sec., Virginia transformer, 2011 (5) 

600/800 KVA 4800 Pri. 415Y/240 Sec., Olsun, dry type, Nema 1 with taps 

650 KVA 600 Pri. 400Y/231 Sec., Delta Transformateur, Nema 3R 

700 KVA 480 Delta Pri. 440Y/254 Sec., Olsun Dry-Type,With-Taps, Nema #1 (3) 

750 KVA 480 Pri. 208Y/120 Sec., Cutler-Hammer, Мета I, w/taps 

750 KVA 480 Delta Pri. 208Y/120 Sec., Westinghouse, dry, taps, Nema 1 

750 KVA 480 Delta Pri. 240 Delta/120 Sec., Sunbelt, #DRY2314 

750 KVA 480 Delta Pri. 400Y/231 Sec., Square D, #DRY4364 

750 KVA 480Y/277 Pri. 208Y/120 Sec., Sorgel, dry type, refurbished 

750 KVA 600 Delta Pri. 460Y/266 Sec., Dry indoor, 150°С 

750 KVA 2400 Delta Pri. 208Y/120 Sec., Federal Pacific, dry, Nema 1, taps 

750 KVA 2400 Delta Pri. 240Y/138 Sec., Square D, dry, Nema 1, taps 

750 KVA 4160 Delta Pri. 460Y/266 Sec., Howard,R-temp oil,sub-sta,thrt-thrt 

750 KVA 4160 Delta Pri. 480Y/277 Sec., RTE, #S30750-1 

750 KVA 4160 Delta Pri. 600 Delta Sec., Dry indoor, 150°C 

750 KVA 12400 Delta Pri. 480Y/277 Sec., EB National Industries, sub style dry transformer 
750 KVA 12470 Delta Pri. 208Y/120 Sec., Dead Front Loop Feed, Spades, Bayonet Fusing, Gauges, Drain ... 
750 KVA 12470 Delta Pri. 208Y/120 Sec., Dead Front Loop Feed, Spades, Bayonet Fusing, Gauges, Drain ... 
750 KVA 12470 Delta Pri. 480Y/277 Sec., 3 ph., Substation Transformer 

750 KVA 12470 Delta Pri. 480Y/277 Sec., Other, #SUB1931 

750 KVA 12470 Delta Pri. 600 Sec., Station type transformer 

750 KVA 13200-12470-4160 Delta Pri. 480Y/277-208Y/120 Sec., Line-Power,dry, N3R 
750 KVA 13800 Delta Pri. 480Y/277 Sec., Square D, R-temp, Sub. (2) 

750 KVA 13800GY/7970 Pri. 480Y/277 Sec., G.E., Dead Front Loop Feed, Spades, Bayonet w/back up ... 
750 KVA 24940Grdy/14400 Pri. 480Y/277 Sec., Carte, padmount transformer 
750/1000 KVA 4160 Delta Pri. 480Y/277 Sec., G.E., dry, taps, Nema I, w/pri.sw 
750/1000 KVA 12470Y/7200 Pri. 480Y/277 Sec., Square D, dry, taps, Nema 1 (2) 
750/1000 KVA 13800 Pri. 480 Sec., National Ind., AA/FA,dry,taps,Nema 3R,recond 
750/1000 KVA 23000 Delta Pri. 480Y/277 Sec., Siemens, Nema 1,dry type,unused 
825 KVA 2400Y/1386 Pri. 480 Delta Sec., Eaton, #SUB2057 

1000 KVA 600 Delta Pri. 480 Delta Sec., Hammond, dry,new,marine duty 

1000 КУА 2400 Delta Pri. 480 Delta Sec., Accurate,Nema l,dry type 

1000 KVA 4160 Delta Pri. 208Y/120 Sec., Sunbelt, #SUB256-S 

1000 KVA 4160 Delta Pri. 240 Delta Sec., Dry-Type, Taps, Nema £1 

1000 KVA 4160 Delta Pri. 480Y/277 Sec., Core, dry, Nema 1 (3 Available) 

1000 KVA 4160 Pri. 277/480Y Sec., Eaton, oil, outdoor, #LT4422 

1000 KVA 4160 Delta Pri. 480Y/277 Sec., Westinghouse (2) 

1000 KVA 12470 Delta Pri. 480Y/277 Sec., Core, dry, Core and Coil 

1000 KVA 12470 Delta Pri. 480Y/277 Sec., Hammond, #DRY4370 

1000 KVA 13200 Delta Pri. 480Y/277 Sec., Square D, Nema 3R, dry 

1000 KVA 13200 Delta Pri. 480Y/277 Sec., Substation, + & - taps, level & temp gauges,reconditioned 
1000 KVA 13800 Delta Pri. 480Y/277 Sec., Substation, 105 taps (2) 

1000 KVA 13800 Delta Pri. 4160Y/2300 Sec., ITE, Nema 1, dry, taps (2) 

1000 KVA 24940Grdy/14400 Pri. 480Y/277 Sec., ABB, padmount transformer 

1000 KVA 24940Grdy/14400 Pri. 480Y/277 Sec., ABB, padmount transformer 

1000 KVA 33000 Delta Pri. 4160Y Sec., Westinghouse, type RSL, class OA (2) 
1000/1150 KVA 4160 Delta Pri. 480Y/277 Sec., 3 ph., Substation Transformer 
1000/1150 KVA 4160 Delta Pri. 480Y/277 Sec., Westinghouse, #SUB996 

1000/1333 KVA 4160 Pri. 480/277 Sec., Square D, dry, new/unused 

1000/1333 KVA 4160 Delta Pri. 480Y/277 Sec., West.,dry,taps,Nema 1,pri.switch(6) 
1000/1333 KVA 12470 Delta Pri. 480Y/277 Sec., Westinghouse, dry, taps (3) 
1000/1333 KVA 12470 Delta Pri. 2400Y/1386 Sec., G.E., dry,taps,Nema 1 (2) 
1000/1333 KVA 13200 Delta Pri. 480Y/277 Sec., ABB, dry, taps, Nema 1 
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60 HZ THREE PHASE TRANSFORMERS - (3, 125 listings on our website!) DEALER SR ID 


PARC TRANSFORMERS 
A HUGE INVENTORY OF TRANSFORMERS AND PARTS 
STA IN STOCK AND READY TO SHIP- 24/7 
PONE TAFE Se AND FARTS 


We know when you need a power transformer or part, you need it now. 
The PARC team can deliver with the most complete and extensive inventory 
of new and used transformers and parts. 


Search our online inventory. If you don't see it - call us. 
We can get it for you or suggest alternative options. 


PHONE: 1-330-493-1890 | FAX: 1-330-493-1893 


= GE SCH 


—_ JE 
E = vg CLICK HERE... CLICK HERE... 
POWER ASSET RECOVERY CORPORATION View our transformer View our transformer 
4321 Strausser St. NW * North Canton, OH 44720 [n] inventory listing. [n] ane parts inventory listing. 
1000/1333 KVA 13800 Delta Pri. 480Y/277 Sec., ABB, taps, dry, Nema 1 (2) OH 419-865-4001 Doug Beat Co The 374586 
1000/1333 KVA 13800 Pri. 480Y/277 Sec., Dynapower, AA/FA,dry,taps,Nema 3R,recond MN 800-328-1842 EMSCO 087628 
1000/1333 KVA 23000 Delta Pri. 208Y/120 Sec., Siemens, Nema 1,taps,dry,unused (2) OH 419-865-4001 Doug Beat Co The 835429 
1000/1333 KVA 27600 Pri. 600Y/360 Sec., Square D,ANN/AFN,150 KV,60Hz ON 866-980-7376 RS Breakers & Ctris 270483 
1150 KVA 4160 Pri. 600Y/345V Sec., MGM, dry,taps,Alum. & Copper,Nema 3R (4) OH 419-865-4001 Doug Beat Co The 193329 
1245/1428 KVA 13800 Delta Pri. 450/260 Sec., ABB OH 330-493-1890 Power Asset 270063 
1250 KVA 690 Pri. 480Y/277 Sec., Eaton, dry type, with taps, Nema 1 (2) OH 419-865-4001 Doug Beat Co The 002689 
1250 KVA 910Y/525 Pri. 480 Delta Sec., ABB, #DRY1492-S PA 800-433-3128 Sunbelt-Solomon, PA 172437 
1250 KVA 2400 Delta Pri. 600Y/347 Sec., Dry, indoor ON 877-987-9367 Carroll Transformer 368365 
1250 KVA 6900 Delta Pri. 208Y/120 Sec., Dry type, core & Coil, (2) 2.5% A+BN taps BC 250-442-5561 x237 Boundry Electric 093952 
1500 KVA 4160 Delta Pri. 208Y/120 Sec., G.E., cast coil,class AA,dry,unused,2017 PA 610-515-8775 Belyea Company Inc 179307 
1500 KVA 4160 Pri. 480 Delta Wye Sec., Surplus QC 877-996-3636 Surplec HV Solution 473573 
1500 KVA 4160 Delta Pri. 480Y/277 Sec., G.E., mineral oil filled substation,reconditioned CO 303-285-2569 High To Low Voltage 399814 
1500 KVA 4160 Delta Pri. 480Y/277 Sec., Dry, Nema 1 (4 Available) SC 888-678-2673 Core Transformers 359985 
1500 KVA 12470 Delta Pri. 460Y/265 Sec., Station type transformer SK 306-291-6501 Triton Transformer 193759 
1500 KVA 12470 Delta Pri. 480Y/277 Sec., Core, dry SC 888-678-2673 Core Transformers 422936 
1500 KVA 12470 Delta Pri. 480Y/277 Sec., Siemens, oil, sub PA 610-515-8775 Belyea Company Inc 430830 
1500 KVA 12470 Delta Pri. 480Y/277 Sec., Substation, + & - taps,level & temp gauges,reconditioned CO 303-285-2569 High To Low Voltage 418152 
1500 KVA 12470 Delta Pri. 2400Y Sec., Square D, cast coil, CU-CU PA 610-515-8775 Belyea Company Inc 430831 
1500 KVA 12470 Pri. 2400Y/1385 Sec., General Electric, M155868B AL 251-947-8658 Electric South 194319 
1500 KVA 12500 Delta Pri. 4160Y/2400 Sec., Square D, dry, Nema 1, taps OH 419-865-4001 Doug Beat Co The 650013 
1500 KVA 13200 Delta Pri. 480Y Sec., Square D, Nema 3R, dry PA 610-515-8775 Belyea Company Inc 280980 
1500 KVA 13200 Pri. 480Y/277 Sec., MGM Transformer, #AD378-X0170, dry type MI 248-585-8330 Salinger Electric 914599 
1500 KVA 24940Grdy/14400 Pri. 480Y/277 Sec., Federal Pioneer, padmount BC 250-442-5561 x237 Boundry Electric 366888 
1500 KVA 34500 Pri. 480Y/277 Sec., Eaton, KNAN, 0002PA64XGLA, 65 Deg C.,60 Hz. SD 800-843-7994 T & R Electric 225318 
1500/1680 KVA 13800 Delta Pri. 2400 Delta Sec., Cooper, #SUB1570 PA 800-433-3128 Sunbelt-Solomon, PA 172457 
1500/1680/1725/1932 KVA 13200 Delta Pri. 480Y/277 Sec., Sunbelt, #SUB1887 PA 800-433-3128 Sunbelt-Solomon, PA 172455 
1500/1725 KVA 13800 Delta Pri. 4160Y/2400 Sec., General Electric, class OA,1989 (2) PA 610-515-8775 Belyea Company Inc 171185 
1500/2000 KVA 4160 Delta Pri. 480Y/277 Sec., Square D, Siemens, dry type NC 919-562-8122 East Coast Electric 901529 
1500/2000 KVA 4160 Delta Pri. 480Y/277 Sec., ABB & GE, dry type,Nema 1,taps (4) OH 419-865-4001 Doug Beat Co The 505606 
1500/2000 KVA 12470 Delta Pri. 480Y/277 Sec., G.E., dry, taps, Nema 1 (4) OH 419-865-4001 Doug Beat Co The 350140 
1500/2000 KVA 12470Y/7200 Pri. 2400 Sec., ABB,Nema l,dry type MN 800-328-1842 EMSCO 279438 
1500/2000 KVA 13200 Delta Pri. 480Y/277 Sec., Westinghouse, dry type NC 919-562-8122 East Coast Electric 655465 
1500/2000 KVA 13800 Delta Pri. 480Y/277 Sec., ABB,dry,copper,fans,Nema 1,taps(6) OH 419-865-4001 Doug Beat Co The 505605 
1500/2000 KVA 13800 Pri. 480/277 Sec., Square D, 3 phase, substation transformer NH 603-964-7800 Electric Barn Inc 367550 
1500/2000 KVA 13860 Delta Pri. 600Y/347 Sec., Padmount class FR3 filled ON 647-531-3292 3L2R Inc 289643 
1500/2000 KVA 24940 Delta Pri. 480Y/277 Sec., Oil filled side-side, 55/65°C, 2016 OC 450-772-5608 MGB Transformers 464769 
1500/2000 KVA 24940 Delta Pri. 600Y/347 Sec., Dry indoor, 150°С QC 450-772-5608 MGB Transformers 464768 
1500/2025 KVA 13200 Delta Pri. 480Y/277 Sec., Cutler Hammer, #DRY4360 PA 800-433-3128 Sunbelt-Solomon, PA 172439 
1750 KVA 6900 Pri. 480Y/277 Sec., Pemco PA 412-963-1111 Casey Equip./Elec 387597 
2000 KVA 600Y Pri. 480Y Sec., Dry, outdoor, new ON 519-842-6458 Lizco Sales/Rentals 772003 
2000 KVA 2400Y/1386 Pri. 600 Delta Sec., ABB, #SUB2051 PA 800-433-3128 Sunbelt-Solomon, PA 148813 
2000 KVA 4160 Delta Pri. 208Y/120 Sec., G.E., cast coil, unused, 2019 PA 610-515-8775 Belyea Company Inc 289281 
2000 KVA 4160 Delta Pri. 480Y/277 Sec., Westinghouse, #SUB1574 PA 800-433-3128 Sunbelt-Solomon, PA 148814 
2000 KVA 4160 Delta Pri. 600Y/347 Sec., PTI, substation BC 250-442-5561 x237 Boundry Electric 361871 
2000 KVA 4800 Delta Pri. 480Y/277 Sec., General Electric, NEMA 1, Dry SC 888-678-2673 Core Transformers 403854 
2000 KVA 6900 Pri. 480/277 Sec., General Electric, 3R TN 865-573-7768 Volunteer Equipment 159393 
2000 KVA 12000 Delta Pri. 2400 Delta Sec., BBC, Nema 1 enclosure FL 800-688-2382 Switchgear Unlimit 181951 
2000 KVA 13200 Delta Pri. 480Y/277 Sec., Square D, dry, Nema 1 OH 330-493-1890 Power Asset 364788 
2000 KVA 13200Y/7620 Pri. 480 Sec., Kuhlman, taps Qty 2 (SUB002/008) AL 251-947-8658 Electric South 194313 
2000 KVA 13800 Delta Pri. 480Y/277 Sec., Cutler-Hammer,Dry,Nema 1,1999 ON 519-842-6458 Lizco Sales/Rentals 700576 
2000 KVA 24940 Delta Pri. 480Y/277 Sec., Core, sub SC 888-678-2673 Core Transformers 422934 
2000 KVA 24940 Pri. 600/347 Sec., Square D, Nema 1 QC 450-602-9501 Fourniture Elec 441053 
2000 KVA 34500Y/19920 Pri. 480Y/277 Sec., ABB, #SUB2058 PA 800-433-3128 Sunbelt-Solomon, PA 172462 
2000/2240 KVA 4160 Delta Pri. 480Y/277 Sec., NI, #SUB1527 PA 800-433-3128 Sunbelt-Solomon, PA 172458 
2000/2240/2300/2576 KVA 12470 Delta Pri. 480Y/277 Sec., Eaton / Cooper, substation,FR3 Fluid,new CO 303-285-2569 High To Low Voltage 381071 
2000/2576 KVA 4160 Delta Pri. 480Y/277 Sec., Niagara, class OA/FA, 2006 PA 610-515-8775 Belyea Company Inc 136734 
2000/2600 KVA 13750 Delta Pri. 480Y/277 Sec., National, dry type, Nema 3R (6) PA 610-515-8775 Belyea Company Inc 380761 
2000/2666 KVA 12470 Delta Pri. 480Y/277 Sec., Gen.Elec.,dry,Nema 1,taps,fans(4) OH 419-865-4001 Doug Beat Co The 095942 
2000/2667 KVA 4160 Delta Pri. 480 Delta Sec., Square D, #DRY4356 PA 800-433-3128 Sunbelt-Solomon, PA 148800 
2000/2667 KVA 6900 Delta Pri. 600/347 Sec., Federal Pacific, new surplus CO 800-728-5722 Denver Magnetic 711638 
2000/2667 KVA 13200 Delta Pri. 480Y/277 Sec., Virginia, class AA, Nema 3R PA 610-515-8775 Belyea Company Inc 450927 
2000/2667 KVA 13200 Delta Pri. 480Y/277 Sec., Virginia, dry,taps,Nema 1 (2) OH 419-865-4001 Doug Beat Co The 521317 
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2000/2667 KVA 24940 Delta Pri. 480Y/277 Sec., Square D, Nema 1, dry, taps OH 419-865-4001 Doug Beat Co The 116266 
2000/2800 KVA 67000 Delta Pri. 12470Y Sec., Delta Star, class ONAN/ONAF PA 610-515-8775 Belyea Company Inc 171186 
2000/3000 KVA 13200 Delta Pri. 480Y/277 Sec., ABB, dry type, Nema 3R (2) PA 610-515-8775 Belyea Company Inc 380762 
2000/3000 KVA 13800 Delta Pri. 480Y/277 Sec., West., dry, copper, w/taps (4) OH 419-865-4001 Doug Beat Co The 650015 
2500 KVA 995Y/575/575 Delta Pri. 480Y/277 Sec., Sunbelt, #N25951-1-S PA 800-433-3128 Sunbelt-Solomon, PA 172463 
2500 KVA 4160 Delta Pri. 600Y/347 Sec., Dry, indoor ON 877-987-9367 Carroll Transformer 368366 
2500 KVA 4800 Delta Pri. 480 Delta Sec., Sunbelt, #T17262-1-S PA 800-433-3128 Sunbelt-Solomon, PA 172465 
2500 KVA 4800 Delta Pri. 480 Delta Sec., Westinghouse, #T17262-2 PA 800-433-3128 Sunbelt-Solomon, PA 172466 
2500 К\А 12000 Delta Pri. 480Y/277 Sec., Westinghouse, #T26444-1 PA 800-433-3128 Sunbelt-Solomon, PA 172467 
2500 KVA 12470 Delta Pri. 480 Delta Sec., Core, sub (2 Available) SC 888-678-2673 Core Transformers 359984 
2500 KVA 12470 Delta Pri. 480Y/277 Sec., Cutler-Hammer, #DRY2220 PA 800-433-3128 Sunbelt-Solomon, PA 172444 
2500 KVA 12470 Delta Pri. 480Y/277 Sec., oil, taps SD 800-843-7994 T & R Electric 480235 
2500 KVA 12470 Delta Pri. 2400/4160Y/2400 Sec., Taps, oil SD 800-843-7994 T & R Electric 400273 
2500 KVA 12470Y/7200/4160Y/2400 Pri. 480Y/277 Sec., Cooper, #SUB441 PA 800-433-3128 Sunbelt-Solomon, PA 172476 
2500 KVA 13200 Delta Pri. 2400Y/1386 Sec., Substation, 105 taps (2) FL 407-880-2524 RTS Transformer Inc 006504 
2500 KVA 13200 Delta Pri. 4160Y/2400 Sec., LTC, oil, taps SD 800-843-7994 T & R Electric 168758 
2500 KVA 13200 Pri., Howard Industries TX 800-550-4374 AmeriMex Motor 593598 
2500 KVA 13800 Delta Pri. 2400 Delta Sec., Oil, taps (3) SD 800-843-7994 T & R Electric 183085 
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FOR OUR COMPLETE INVENTORY VISIT OUR WEBSITE: 
N Lea www.belyeapower.com * Email: sales@belyeapower.com 


тст СА: rower systeus 2200 NORTHWOOD AVE, EASTON, РА 18045 USA • (610) 515-8775 * Fax (610) 258-1230 
2500 KVA 24940 Delta Pri. 480Y/277 Sec., Core, sub SC 888-678-2673 Core Transformers 422935 
2500 KVA 34500 Delta Pri. 600Y/346 Sec., Substation TX 713-991-6060 Alamo Transformer 750667 
2500 KVA 34500 Delta Pri. 4160Y Sec., Hevi Duty PA 610-515-8775 Belyea Company Inc 300061 
2500 KVA 67000 Pri. 480 Sec., Westinghouse / Ohio, substation, ONAN, 1969 QC 418-849-1010 Volta Energie 108150 
2500 KVA 67000 Delta Pri. 12470Y/7200 Sec., Oil, taps (3) SD 800-843-7994 T & R Electric 535170 
2500/2800 KVA 12470 Delta Pri. 480Y/277 Sec., ABB, #SUB2025 PA 800-433-3128 Sunbelt-Solomon, PA 172474 
2500/2800/3125 KVA 12350 Delta Pri. 480Y/277 Sec., Eaton, #SUB2052 PA 800-433-3128 Sunbelt-Solomon, PA 172468 
2500/2800/3125 KVA 12680 Delta Pri. 480Y/277 Sec., Eaton, #SUB2052 PA 800-433-3128 Sunbelt-Solomon, PA 172477 
2500/2800/3125 KVA 13000 Delta Pri. 480Y/277 Sec., Eaton, #SUB2052 PA 800-433-3128 Sunbelt-Solomon, PA 172478 
2500/2800/3125 KVA 13330 Delta Pri. 480Y/277 Sec., Eaton, #SUB2052 PA 800-433-3128 Sunbelt-Solomon, PA 172479 
2500/2800/3125 KVA 13650 Delta Pri. 480Y/277 Sec., Eaton, #SUB2052 PA 800-433-3128 Sunbelt-Solomon, PA 172480 
2500/2800/3125 KVA 13800 Delta Pri. 480Y/277 Sec., RTE, #SUB2075 PA 800-433-3128 Sunbelt-Solomon, PA 172481 
2500/2800/3125 KVA 13800 Delta Pri. 480Y/277 Sec., Square D, #SUB2042 PA 800-433-3128 Sunbelt-Solomon, PA 148834 
2500/2800/3125 KVA 34500 Delta Pri. 480Y/277 Sec., General Electric, #T-3750 PA 800-433-3128 Sunbelt-Solomon, PA 148836 
2500/2800/3125/3500 KVA 12470 Delta Pri. 480 Delta Sec., ABB, #T-3567 PA 800-433-3128 Sunbelt-Solomon, PA 172469 
2500/2800/3125/3500 KVA 12470 Delta Pri. 480 Delta Sec., Sunbelt, #533888-1 PA 800-433-3128 Sunbelt-Solomon, PA 172471 
2500/2800/3125/3500 KVA 12470 Delta Pri. 480 Delta Sec., Westinghouse, #T-3568 PA 800-433-3128 Sunbelt-Solomon, PA 172470 
2500/2800/3125/3500 KVA 12470 Delta Pri. 480Y/277 Sec., Sunbelt, #SUB821 PA 800-433-3128 Sunbelt-Solomon, PA 172472 
2500/2800/3125/3500 KVA 13200 Delta Pri. 480Y/277 Sec., Eaton, ЕВЗ, TH-TH, #T-700 OH 330-493-1890 Power Asset 139809 
2500/2800-3125/3500 KVA 13800 Delta Pri. 480Y/277 Sec., Cooper PA 724-983-1300 JCL Energy 306985 
2500/3125 KVA 4160 Delta Pri. 480 Delta Sec., Balteau, #SUB717 PA 800-433-3128 Sunbelt-Solomon, PA 172464 
2500/3125 KVA 12470 Delta Pri. 480Y/277 Sec., Square D, #SUB2048 PA 800-433-3128 Sunbelt-Solomon, PA 172475 
2500/3125 KVA 34500 Delta Pri. 480Y/277 Sec., Hevi-Duty PA 724-983-1300 JCL Energy 306992 
2500/3125 KVA 34500 Delta Pri. 2400 Delta Sec., Westinghouse, #SUB2060 PA 800-433-3128 Sunbelt-Solomon, PA 172483 
2500/3333 KVA 4160 Delta Pri. 480Y/277 Sec., Asea, #DRY2271 PA 800-433-3128 Sunbelt-Solomon, PA 172441 
2500/3333 KVA 4160 Delta Pri. 480Y/277 Sec., Sunbelt, #T14148-3-S-S PA 800-433-3128 Sunbelt-Solomon, PA 172440 
2500/3333 KVA 12470 Delta Pri. 480Y/277 Sec., Sq D Power Cast,K-4,dry,N1,$ 50,000.00 MN 800-328-1842 EMSCO 126601 
2500/3333 KVA 12470 Pri. 480Y/277 Sec., Square D Power Cast, copper, AA/FA, Nema 1 MN 800-328-1842 EMSCO 038024 
2500/3333 KVA 13200 Delta Pri. 480Y/277 Sec., General Electric, #DRY4399 PA 800-433-3128 Sunbelt-Solomon, PA 172446 
2500/3333 KVA 13800Y/7967 Pri. 480Y/277 Sec., G.E., dry, taps, Nema 1 (2) OH 419-865-4001 Doug Beat Co The 606003 
2500/3333 KVA 27600Y/16000 Pri. 600Y/347 Sec., Carte, Substation ON 877-987-9367 Carroll Transformer 129401 
2500/3375/4500 KVA 13800 Pri. 4160Y/2400 Sec., ABB, dry type,Nema 1,AA/FA,taps OH 419-865-4001 Doug Beat Co The 127841 
2500/3500 KVA 4160 Delta Pri. 480Y/277 Sec., Cooper, class OA/FA PA 610-515-8775 Belyea Company Inc 193425 
2500/3500 KVA 6900 Pri. 480 Sec., ABB / Westinghouse PA 412-963-1111 Casey Equip./Elec 379318 
2500/3500 KVA 34500 Delta Pri. 480Y/277 Sec., General Electric, 2002 (2) PA 610-515-8775 Belyea Company Inc 146384 
2500/3750 KVA 12470 Delta Pri. 480Y/277 Sec., Square D, cast coil, 2004 (2) PA 610-515-8775 Belyea Company Inc 440618 
2500/4500 KVA 12470 Delta Pri. 480Y/277 Sec., Siemens, #DRY973 PA 800-433-3128 Sunbelt-Solomon, PA 172443 
2600 KVA 4160 Delta Pri. 415/240 Wye Sec., ITC, dry type, Nema 3R SK 306-241-8341 BTL 099990 
2850 KVA 34500 Delta Pri. 4160Y Sec., Cutler-Hammer, oil (2) PA 610-515-8775 Belyea Company Inc 430832 
3000 KVA 4160 Delta Pri. 480Y/277 Sec., ABB, oil, copper PA 610-515-8775 Belyea Company Inc 193423 
3000 KVA 4160 Delta Pri. 480Y/277 Sec., Eaton, #SUB2081 PA 800-433-3128 Sunbelt-Solomon, PA 172484 
3000 KVA 12470 Pri. 480Y/277 Sec., Eaton, oil, outdoor, #LT3574 CA 562-802-3441 RESA Power Solution 116927 
3000 KVA 12470 Delta Pri. 480Y/277 Sec., Substation transformer, taps (2) 2.5% A«BN BC 250-442-5561 x237 Boundry Electric 205740 
3000 KVA 12470 Delta Pri. 480Y/277 Sec., Sub, taps (2) 2.5% A+BN FR3 fluid filled BC 250-442-5561 x237 Boundry Electric 205741 
3000 KVA 13200 Pri. 600Y Sec., Square D, cast coil, unused TN 865-573-7768 Volunteer Equipment 041703 
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3000 KVA 13200 Delta Pri. 4160 Delta Sec., Square D, oil, CU-CU 

3000 KVA 13200 Delta Pri. 4160Y/2400 Sec., LTC, oil 

3000 KVA 13200 Delta Pri. 4160Y/2400 Sec., Solomon, imp. 5.44% 

3000 KVA 26400 Delta Pri. 480Y Sec., Siemens, oil, sub 

3000 KVA 34500 Delta Pri. 13200Y Sec., Westinghouse, class OA 

3000 KVA 44000/27600 Dual Pri. 4160Y/2400 Sec., Pioneer, station top side 


3000/3360 KVA 13200 Delta Pri. 


4160Y/2400 Sec., Siemens / Allis-Chalmers 


3000/3360/3750 KVA 12540 Delta Pri. 480Y/277 Sec., Westinghouse, #SUB2078 
3000/3360/3750 KVA 13200 Delta Pri. 480Y/277 Sec., Westinghouse, #SUB2078 
3000/3360/3750 KVA 13530 Delta Pri. 480Y/277 Sec., Westinghouse, #SUB2078 
3000/3360/3750 KVA 13860 Delta Pri. 480Y/277 Sec., Westinghouse, #SUB2077 
3000/4000 KVA 2400 Delta Pri. 600Y/347 Sec., Dry, indoor 


3000/4000 KVA 12470 Delta Pri. 
3000/4000 KVA 13800 Delta Pri. 


480/277 Sec., Square D, dry type,Nema 1,indoor 
600Y/347 Sec., Dry, indoor 


3000/4500 KVA 4160 Delta Pri. 480 Delta Sec., Square D,dry,cast,coil,Nema 1,taps 
6.4/3.2x3.2 MVA 13800 Delta Pri., 1750Y Delta Sec., ASEA Brown Boveri 

3750 KVA 12000 Delta Pri. 480Y/277 Sec., Standard, #SUB1443 

3750 KVA 13200 Delta Pri. 480Y/277 Sec., Oil, taps 

3750 KVA 13200 Delta Pri. 4160Y/2400 Sec., LTC, oil 

3750 KVA 27600 Delta Pri. 2400Y/1386 Sec., HV Top,LV Side Box,Standard Taps,CSA 
3750 KVA 34500 Delta Pri. 4160Y/2400 Sec., Oil, taps, (2) 

3750 KVA 43800 Delta Pri. 12470Y/7200 Sec., Cooper, substation, used 

3750 KVA 67000 Delta Pri. 8320Y/4800 Sec., Allis-Chalmers, #SUB2084 

3750 KVA 67000 Delta Pri. 13200Y/7620 Sec., Oil, taps 


3750/4200 KVA 67000 Delta Pri. 


13200Y/7620 Sec., Westinghouse, taps 


3750/4200/4687/5249 KVA 34500 Delta Pri., 4160/2402 Sec., ABB,LTC,unused,#T734/T735 
3750/4200/4688 KVA 12470Y/7200 Pri. 4160 Delta Sec., Virginia, #SUB2079 


3750/5250 KVA 12000 Delta Pri. 
3750/5250 KVA 13200 Delta Pri. 
3750/5250 KVA 34400 Delta Pri. 


2400Y/1386 Sec., Westinghouse,silicone,unit sub,'88 
480Y/277 Sec., Square D, CU-CU TH/TH, 2009 
4160Y Sec., RTE, class OA/FA (2) 


4000 KVA 12470Y/7200 Pri. 2300 Delta Sec., Substation, taps (2) 2.5% A+BN 


4000/5600 KVA 33000 Delta Pri. 


4160Y Sec., G.E., CU/CU,class OA/FA/FA,w/LTC (2) 


5000 KVA 12470 Delta Pri. 2400Y/1385 Sec., Substation, taps (2) 2.5% A+BN 
5000 KVA 34500GY/19920 Pri. 480Y/277 Sec., Delta Star 

5000 KVA 26400 Delta Pri. 4160Y/2400 Sec., McGraw-Edison, taps 

5000 KVA 34400 Delta Pri. 12470Y/7200 Sec., Westinghouse, 5 imp 
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SUPPLY COMPANY INCORPORA 


ALL TC 1 i 
8 8 ) * 
Wees 605-534-3861 
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Internet: wwwitsricom 


5000 К\А 34500 Delta Pri. 12470Y/7200x4160Y/2400 Sec., T & R, taps, 6 imp 
5000 KVA 43800 Delta Pri. 12470Y/7200 Sec., Virginia, substation, used 


5000/5600 KVA 67000 Delta Pri. 


24940Y/14400 Sec., Westinghouse, class OA,taps 


5000/5600/6250/7000 KVA 13200Y/7620/4160Y/2400 Pri. 480Y/277 Sec., Cooper,#1495 
5000/5600/6250/7000 KVA 34500 Delta Pri. 4160/2400 Sec., RTE, station transformer 
5000/5600-6250/7000 KVA 69000 Delta Pri. 13200Y/7620x26400Y/15240 Sec., G.E. 
5000/5600/6250/7000 KVA 138000/69000 Delta Pri. 12470Y/7200 Sec., Kuhlman 
5000/5600/6666/7467 KVA 13200 Delta Pri. 13200Y/7620 Sec., ABB, #SUB788-S 
5000/5600/7000 KVA 13200 Delta Pri. 4160Y/2400 Sec., Sunbelt, #T14984-S 
5000/7000 KVA 12470Y Pri. 4160 Delta Sec., Square D, GSU 


5000/7000 KVA 13800 Delta Pri. 
5000/7000 KVA 25000 Delta Pri. 
5000/7000 KVA 26400 Delta Pri. 
5000/7000 KVA 26400 Delta Pri. 
5000/7000 KVA 34500 Delta Pri. 
5000/7000 KVA 69000 Delta Pri. 
5000/7000 KVA 69000 Delta Pri. 
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12470Y Sec., ABB, Bio-Temp CI. KNAN/KNAF,2007 
4160Y Sec., ABB, class OA/FA 

4160Y Sec., Siemens, oil 

4360Y Sec., ABB, class OA/FA, 1998 

4160Y/2400 Sec., Square D, class OA/FA 
4160Y/2400 Sec., Sunbelt, #SUB2010 

13090Y Sec., Delta Star, class OA/FA, 1998 
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60 HZ THREE PHASE TRANSFORMERS - (3, 725 listings on our website!) DEALER SR ID 


ountain POWER TRANSFORMERS — PURCHASE ° SELL ° REPAIR 


est Over 40 Years of Transformer Sales, Service, and Engineering 
ransformer Tel: 208-240-4533 * Mesquite, Nevada 


www.leaseamobile.com * Visit Our Website for Full Inventory 
WWW.MWTRANSFORMER.COM ° Email: dwd@leaseamobile.com 


5000/7000 KVA 69000 Delta Pri. 13200Y Sec., General Electric, class OA/FA, 1985 PA 610-515-8775 Belyea Company Inc 165094 
5000/7000 KVA 69000x57000 Pri. 24940Y/14400x 2470Y/7200 Sec., GE NV 208-240-4533 M W Transformer 021123 
5000/7000 KVA 115000x67000 Pri. 24940Y/14400 Sec., Delta Star, 5590018 NV 208-240-4533 M W Transformer 171400 
5000/7500 KVA 12470 Delta Pri. 2400Y/1386 Sec., Square D,dry,cast coil,like new NC 919-562-8122 East Coast Electric 826370 
6000/6720/7500/8400 KVA 26400 Delta Pri. 13200Y/7620 Sec., VTC, ONAN/ONAF,2010 OH 330-493-1890 Power Asset 087713 
7500 KVA 24940Y/14400 Pri. 12470Y/7200 Sec., ABB, taps, 6 imp SD 800-843-7994 T & R Electric 834994 
7500 KVA 34500 Delta Pri. 2400/4160Y/4800/8320Y/7200/12470 Sec., Mobile,fully protected PA 610-515-8775 Belyea Company Inc 387609 
7500 KVA 34500 Delta Pri. 12470Y/7200 Sec., Partner Technologies, substation, used UT 855-214-0975 UTB Transformers 436813 
7500 KVA 34500 Delta Pri. 12470Y/7200 Sec., Oil, taps SD 800-843-7994 T & R Electric 790035 
7500 KVA 67000 Delta Pri. 12470Y/7200 Sec., Oil, w/LTC (2) SD 800-843-7994 T & R Electric 790036 
7500 KVA 69000 Delta Pri. 13800Y Sec., Sunbelt, 2017 PA 610-515-8775 Belyea Company Inc 464852 
7500 KVA 115000 Delta Pri. 12470 GRDY/7200 Sec., Waukesha, new, substation UT 855-214-0975 UTB Transformers 440089 
7500/8400/9375/10400 KVA 115000 Delta Pri. 13090Y/7560x4330Y/2520 Sec., West. SD 800-843-7994 Т & R Electric 834989 
7.5/10/8.4/11.2 MVA 13800 Delta Pri. 4160Y/2400 Sec., Ferranti Packard SD 800-843-7994 T & R Electric 834996 
7500/9335 KVA 13800 Delta Pri. 4160Y Sec., General Electric, class OA/FA, 1989 PA 610-515-8775 Belyea Company Inc 171188 
7500/9375 KVA 34500 Delta Pri. 4160Y Sec., Square D, copper,side-side,2001 PA 610-515-8775 Belyea Company Inc 219577 
7.5/10 MVA 12470 Pri. 4160/2400 Sec., Square D, cast coil, excellent NC 919-562-8122 East Coast Electric 165727 
7.5/10 MVA 12470 Delta Pri. 4160Y/2400 Sec., Square D,dry,cast coil,like new (2) NC 919-562-8122 East Coast Electric 826369 
7.5/10.5 MVA 12000 Delta Pri. 4160Y Sec., Virginia, class OA/FA, 2012 PA 610-515-8775 Belyea Company Inc 179310 
7.5/10.5 MVA 22900 Delta Pri. 4160Y/2400 Sec., Virginia, Th-Th, LTC, 1999 (2) PA 610-515-8775 Belyea Company Inc 364479 
7.5/10.5 MVA 33000 Delta Pri. 4160Y Sec., General Electric, class OA/FA (2) PA 610-515-8775 Belyea Company Inc 300063 
10 MVA 13200 Pri. 4160Y/2400 Sec., Westinghouse, taps, RSL (2) TX 888-599-0486 BCS Switchgear Inc 863312 
10 MVA 13800 Delta Pri. 4160Y/2400 Sec., Westinghouse, taps, 7 imp SD 800-843-7994 T & R Electric 834999 
10 MVA 13800 Delta Pri. 4160Y/2400 Sec., Substation TX 713-991-6060 Alamo Transformer 750674 
10 MVA 24940 Delta Pri. 4160Y/2400 Sec., Federal Pioneer, substation,top/side,CSA BC 250-571-4703 Mine Power Services 204779 
10 MVA 67000 Delta Pri. 4160Y/2400 Sec., Westinghouse, taps, 6 imp SD 800-843-7994 T & R Electric 834997 
10/11.2 MVA 12470 Pri. 4160 Sec., Van Trans (2 Units Available) TX 281-648-1600 MARS Transformers 472979 


Yeah, We've GOT That... 


Generator Step-Up & Substation Step-Down Transformers 
Dry Type and Padmount Transformers * High Voltage SF6 Circuit Breakers 
Medium and High Voltage Circuit Breakers e Medium to High Voltage Switches 
High Voltage Substation Components * Fuses, Arrestors, Connectors, and Protective Relays 
Motor Starters, Metering CT's and PT's e Gas and Steam Turbines 


Yeah, We RENT That... 


Transformers e High Voltage SF6 Circuit Breakers e Gang Operated Air Break & Load Interrupter Switches 


Yeah, We BUY That... 


Generators e Substation Transformers 
Circuit Breakers e Switchgear e Metering 
High-Voltage Electrical Power Equipment 


Yeah, We SERVICE That... 
Field Services • Testing e and Repair 
Yeah, WE OFFER 24/7/365 EMERGENCY RESPONSE.... 


For Our Complete Inventory Visit our Website: www.belyeapower.com 
ES Email: salesebelyeapower.com e (610) 515-8775 • Fax (610) 258-1230 
ELECTRICAL POWER Systems 2200 NORTHWOOD AVE, EASTON, PA 18045 USA 


10/11.2/12.5 MVA KVA 13800 Delta Pri. 4160Y/2400 Sec., ABB, #SUB2050 PA 800-433-3128 Sunbelt-Solomon, PA 172664 
10/12.5 MVA 34500/19900 Pri. 4160/2400 Sec., Virginia, new surplus, 2012 (T) CO 800-728-5722 Denver Magnetic 941065 
10/12.5 MVA 115000 Delta Pri. 12470Y Sec., ABB, 1998 PA 610-515-8775 Belyea Company Inc 322006 
10/12.5/14 MVA 69000 Delta Pri. 13800Y/7970 Sec., General Electric (2) OH 330-493-1890 Power Asset 377403 
10/14 MVA 13800 Delta Pri. 4160Y Sec., Kuhlman, 2004 (2) PA 610-515-8775 Belyea Company Inc 380764 
10/14 MVA 13800 Delta Pri. 4160Y Sec., Pennsylvania, 2005 PA 610-515-8775 Belyea Company Inc 349045 
10/14 MVA 22900 Delta Pri. 4160Y/2400 Sec., Virginia, LTC, 1999 (2) PA 610-515-8775 Belyea Company Inc 364481 
10/14 MVA 34400 Delta Pri. 13800Y Sec., ABB, class OA/FA, 2001 PA 610-515-8775 Belyea Company Inc 225425 
10/14 MVA 67000 Delta Pri. 12470Y Sec., Waukesha, class OA/FA PA 610-515-8775 Belyea Company Inc 464853 
10/14 MVA 110000 Pri. 6900/3986 Sec., Delta Star, LTC,7200 V.tap,CU disc wound CO 800-728-5722 Denver Magnetic 086183 
10/14 MVA 115000Y Pri. 12470Y Sec., Delta Star, class OA/FA, w/LTC PA 610-515-8775 Belyea Company Inc 171190 
11.2/14 MVA 67000 Delta Pri. 12470Y Sec., General Electric, class OA/FA PA 610-515-8775 Belyea Company Inc 179312 
11200/14933 KVA 13800 Pri. 4160Y/2400 Sec., Transelectrix, oil filled station class transformer ON 647-531-3292 3L2R Inc 430848 
12 MVA 34500 Pri. 13200Y/7620 Sec., Taps, substation SD 800-843-7994 T & R Electric 798832 
12 MVA 115000GrdY/66395 Pri. 34500Y/19919 Sec., Virginia Transformer, sub SC 888-678-2673 Core Transformers 403853 
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RESA ü POWER TRANSFORMERS 


Reliable and Safe. The Power of Us New and Remanufactured Dry & Liquid Filled 
A RESA Power Solutions Company Custom-Retrofit App Hications 


We Buy Surplus 


2 


d : In-Stock ° Immediate Delivery Transtormers Instrument 

Electrical Equipment 

800-996-9975 • Tel: 562-802-3441 • Fax: 562-802-3445 www.resapower.com 
12 MVA 115000Y/66400 Pri. 4160Y/2400 Sec., Taps, substation SD 800-843-7994 T & R Electric 798834 
12 MVA 120000 Delta Pri. 4160Y/2400 Sec., ABB, sub PA 888-678-2673 Core Transformers 403847 
12 MVA 138000 Delta Pri. 26180Y/15115 Sec., Waukesha, Used, w/LTC, Substation UT 855-214-0975 UTB Transformers 371250 
12 MVA 138000 Delta Pri. 26180Y/15120 Sec., Waukesha, Used, w/ LTC, Substation UT 855-214-0975 UTB Transformers 371249 
12 MVA 161000 Delta Pri. 26180Y Sec., Hevi-Duty, substation, used (2) UT 855-214-0975 UTB Transformers 436812 
12/16 MVA 34500Y Pri. 13800 Delta Sec., National Industries, GSU PA 610-515-8775 Belyea Company Inc 440613 
12/16/20 MVA 13800 Pri. 4160Y/2400 Sec., ABB 3 Phase Unit Substation Transformer, 2008 NY 785-822-4608 A-Line EDS 397292 
12/16/20 MVA 13800 Pri. 4160Y/2400 Sec., ABB Unit Substation IA 785-822-4608 A-Line ED S 481001 
12/16/20 MVA 67000 Delta Pri. 12470Y/7200 Sec., McGraw-Edison, taps, 7 imp SD 800-843-7994 T & R Electric 834993 
12/16/20 MVA 110000x69000 Delta Pri. 12470/7200 Sec., T/S, LTC CO 800-728-5722 Denver Magnetic 019780 
12/16/20 MVA 115000x67000 Delta Pri. 24940Y/14400 Sec., G.E., taps, 10 imp SD 800-843-7994 T & R Electric 835001 
12/16/20 MVA 230000 Delta Pri. 13200Y/7620 Sec., MagneTek, #T-761 OH 330-493-1890 Power Asset 248358 
12/16/20/22.4 MVA 34500 Delta Pri. 4160Y/2400 Sec.,ABB,KNAN/KNAF,never energized OH 330-493-1890 Power Asset 115672 
12/20 MVA 13800 Delta Pri. 4160Y Sec., ABB, 2008 (4) PA 610-515-8775 Belyea Company Inc 380765 
12/20 MVA 13800 Delta Pri. 13200Y Sec., Waukesha, class OA.FA/FA, unused, 2012 PA 610-515-8775 Belyea Company Inc 430839 
12/20 MVA 67000 Delta Pri. 12470 Sec., McGraw-Edison, LTC PA 610-515-8775 Belyea Company Inc 266171 
12/20 MVA 67000 Delta Pri. 12470/13200/13800 Sec., Class OA/FA PA 610-515-8775 Belyea Company Inc 266170 
12/20 MVA 230000 Delta Pri. 13200Y Sec., Magnetek, 1991 PA 610-515-8775 Belyea Company Inc 246219 
12/22.9 MVA 12470 Delta Pri. 4160Y Sec., Delta Star, class OA/FA, 2010 PA 610-515-8775 Belyea Company Inc 398998 
15 MVA 34500 Delta Pri. 4160Y/2400 Sec., ABB, unused OH 330-493-1890 Power Asset 119639 
15 MVA 67000 Delta Pri. 12470Y/7200 Sec., GE, Used, w/ LTC, substation UT 855-214-0975 UTB Transformers 326264 
15/16.8/20/22.4 MVA 34650 Delta Pri. 12470Y/7200 Sec., Н.К. Porter,OA/FA (2) OH 330-493-1890 Power Asset 245451 
15/20 MVA 138000 Delta Pri. 4360Y Sec., Split winding Prolec 7.5/7.5 MVA Prolec 2003 (2) PA 610-515-8775 Belyea Company Inc 412663 
15/20/25 MVA 34500 Delta Pri. 13800Y Sec., General Electric Prolec, new TX 281-648-1600 MARS Transformers 461547 
15/20/28 MVA 115000 Pri. 13800Y Sec., Delta Star NV 208-240-4533 MW Transformer 299141 
15/25 MVA 115000Y Pri. 12470 Delta Sec., McGraw, cl ONAN/ONAF/ONAF,2016 PA 610-515-8775 Belyea Company Inc 260895 
16000/17920/21333/23900 KVA 12470 Delta Pri. 4160Y/2400 Sec., 3 ph., Substation Transformer SC 208-346-7268 Maddox Industrial 468063 
16.5/21.3 MVA 69000Y Pri. 4160 Delta Sec., ABB, GSU, 2012 PA 610-515-8775 Belyea Company Inc 450929 
16.5/21.3 MVA 69000Y Pri. 4160 Delta Sec., ABB, 2012 PA 610-515-8775 Belyea Company Inc 464854 
18 MVA 138000 Delta Pri. 34500Grdy/19919 Sec., Toshiba, new,w/LTC,substation UT 855-214-0975 UTB Transformers 413709 
18/20 MVA 26400 Delta Pri. 13200/7620 Sec., M.M., throat/throat, CU-CU,2006 CO 800-728-5722 Denver Magnetic 778573 
18/24/27 MVA 34500Y Pri. 13800 Delta Sec., McGraw-Edison TX 281-648-1600 MARS Transformers 461546 
18/24/30 MVA 138000 Delta Pri. 12470/7200 Sec., LTC, remanufactured 1991 (ES) CO 800-728-5722 Denver Magnetic 829629 
18/24/30 MVA 138000 Delta Pri. 13090Y/7558 Sec., ABB, 550KV HV Bil, Onan/Onaf, 65C temperature OH 330-493-1890 Power Asset 443375 
18/26 MVA 34500 Pri. 1380 Sec., McGraw Edison TX 281-648-1600 MARS Transformers 481573 
20 MVA 23000 Delta Pri. 6900 GRDY/ 3985 Sec., Waukesha, Used, w/LTC, Substation UT 855-214-0975 UTB Transformers 440090 
20 MVA 34500 Pri. 4.16 KV.,Siemens, 2015 (3) MI 810-343-2185 Transformer Exc 481574 
20 MVA 69000 Delta Pri. 7200/4160 Sec., ABB, all copper,top/side,UL listed,2006 CO 800-728-5722 Denver Magnetic 070759 
20 MVA 115000 Delta Pri. 7200Y/4160 Sec., taps (2) SD 800-843-7994 T & R Electric 891163 
20 MVA 132000 Delta Pri. 13500Y/7790x12300Y/7100 Westinghouse, 450 KV HV Bil,FOA class, 75C ... OH 330-493-1890 Power Asset 443374 
20 MVA 138000x69000 Delta Pri. 13200Y Sec., SWE, mobile, trailer mounted PA 610-515-8775 Belyea Company Inc 305724 
20/22/26/29/33/37 MVA McGraw-Edison, 5.2% imp SD 800-843-7994 T & R Electric 834990 
20/22/29/33/37 MVA 115000 Delta Pri. 6900Y/3985 Sec., Waukesha, 550 KV HV Bil, Onan/Onaf OH 330-493-1890 Power Asset 443373 
20/22.4/26.6/29.8/33.3/37.3 MVA 138000 Pri. 12470Y/7200 Sec., McGraw-Edison, LTC OH 330-493-1890 Power Asset 135609 
20/25 MVA 33000 Delta Pri. 13800Y/7970 Sec.,Wahah, 200 KV HV Bil, 100 KV LV Bil, New OH 330-493-1890 Power Asset 443367 
20/25 MVA 34500 Pri. 13800 Sec.,HV LTC, new & used MI 810-843-2185 Transformer Exc 481575 
20/25/26.6/33.3 MVA 24940/14400 Delta Pri. 12470Y/7200 Sec.,150 KV, 55/65 C temperature, Jordan ... OH 330-493-1890 Power Asset 443366 
20/25/30 MVA 138000 Delta Pri. 13800 Sec.,L TC Milson MI 810-843-2185 Transformer Exc 481577 
20/25/33/37 MVA 120000 Delta Pri. 13800Y/7970 Sec., General Electric, LTC,top/top (T) CO 800-728-5722 Denver Magnetic 941068 
20/26.6/33.3/37.3 MVA 66000 Delta Pri. 12470Y/7200 Sec., Hevi-Duty, OA/FA/FA OH 330-493-1890 Power Asset 245445 
21/28 MVA 22000 Delta Pri. 7100Y/4100 Sec., G.E., OA/FA OH 330-493-1890 Power Asset 245443 
21/28/35 MVA 20900 Delta Pri. 4160/4160 Sec., Waukesha, HV Bil: 150 KV, LV Bil: 75 KV,55/65C Rice OH 330-493-1890 Power Asset 443365 
24/26.9/32/35.8/40/44.8 MVA 115000 Pri. 13800Y/7970 Sec., RTE-ASEA, LTC OH 330-493-1890 Power Asset 135610 
24/27/32/36 MVA 230000 Delta Pri. 36230Y/20920 Sec., Waukesha, OA / FA OH 330-493-1890 Power Asset 245448 
24/32/44 MVA 115000 Delta Pri. 69000 Sec., Auto with LTC MI 810-343-2185 Transformer Exc 481576 
24/40 MVA 138000 Delta Pri. 13800Y Sec., G.E., class OA/FA/FOA,1981 PA 610-515-8775 Belyea Company Inc 219578 
25/30 MVA 24900Y Pri. 13800 Delta Sec., GSU with regulators, 2003 PA 610-515-8775 Belyea Company Inc 464855 
25/33.3/41/7/46.7 MVA 115000 Delta Pri. 13800Y/7967 Sec.,FP,OA/FA/FA OH 330-493-1890 Power Asset 245446 
27/36/45 MVA 34500x19919 Delta Pri. 13800/7967 Sec., Virginia, 200KV HV Bil, 110KV LV Bil, New OH 330-493-1890 Power Asset 443368 
30 MVA 69000 Delta Pri. 13200Y/7620X26400Y/15240 Sec., U.S., FOA, 75 C OH 330-493-1890 Power Asset 135672 
30 MVA 138000 Delta Pri. 13800/7970 Sec., Hanchang, new surplus CO 800-728-5722 Denver Magnetic 388099 
30 MVA 138000 Delta Pri. 13200Y/15240 Sec., U.S. Transformer, FOA OH 330-493-1890 Power Asset 245447 
30/40 MVA 22000Y Pri. 13800 Delta Sec., Ferranti Packard, GSU, 2002 PA 610-515-8775 Belyea Company Inc 464856 
30/40 MVA 64000Y/36950 Pri., 12470 Delta Sec., ABB OH 330-493-1890 Power Asset 382036 
30/40 MVA 115000Y/66400 Pri. 13800 Sec., Waukesha, GSU 2013 NV 208-240-4533 M W Transformer 021129 
30/40/50 MVA 69000 Delta Pri. 13800Y/7970 Sec., JCL PA 724-983-1300 JCL Energy 306997 
30/40/50 MVA 115000 Pri. 13800Y/7970 Sec., Westinghouse, LTC OH 330-493-1890 Power Asset 135611 
30/40/50 MVA 138000 Delta Pri. 13800Y/7970 Sec., JCL 724-983-1300 JCL Energy 306995 
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30/56 MVA 115000 Delta Pri. 12470Y Sec., Weg, 2017 PA 610-515-8775 Belyea Company Inc 280984 
30/56 MVA 230000 Delta Pri. 13800 Sec., ABB, 2000 PA 610-515-8775 Belyea Company Inc 289282 
33.6/44.8 MVA 69000x13800 Delta Pri. 13800Y/7970 Sec.,Smit, -2Taps@2.5%, 559 KV, New OH 330-493-1890 Power Asset 443371 
36/48/60 MVA 230000Y Pri. 34500Y Sec., Tertiary LTC, NEW NV 208-240-4533 M W Transformer 417498 
40 MVA 66000/13200 Delta Pri. 12600Y/7275X/13200Y/7620 Sec.,Delta Star, 450 KV, 75C temperature OH 330-493-1890 Power Asset 443370 
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40/53.3/66.6/76.6 MVA 69000 Pri. 13800Y/7970 Sec., GE /Prolec, unused (2) OH 330-493-1890 Power Asset 135612 
45/60/75 MVA 161000Y Pri. 115000Y Sec., Siemens, (2) new immediately available TX 281-648-1600 MARS Transformers 461548 
50/60/75.75 MVA 69000 Delta Pri. 24940Y/14400 Sec.,Prolec, +/-10% HV Taps, 65C temperature,new OH 330-493-1890 Power Asset 443372 
60/67.2/80/89.6/100/112 MVA 135300Y Pri. 115000 Sec., Westinghouse, 55/65, OA/FA/FA OH 330-493-1890 Power Asset 270064 
60/80/100 MVA 115000GrdY/66395 Pri., 34500GrdY/19919 Sec.,New Virginia OH 330-493-1890 Power Asset 253485 
60/80/100 MVA 230000Y Pri. 69000Y Sec., McGraw-Edison, OLTC TX 281-648-1600 MARS Transformers 461545 
60/80/100 MVA 230000Y Pri. 115000 Sec., McGraw-Edison, OA/FOA/FOA OH 330-493-1890 Power Asset 245449 
60/80/100 MVA 230000Y Pri. 115000Y Sec., McGraw-Edison, OLTC TX 281-648-1600 MARS Transformers 461544 
60/80/100 MVA 230000Y Pri. 138000Y Sec., Tertiary LTC, Auto NV 208-240-4533 M W Transformer 417499 
60/80/112 MVA 230000Y Pri. 69000Y Sec., FPE, LTC, auto NV 208-240-4533 M W Transformer 299140 
60/100 MVA 230000x115000Y Pri. 13800 Delta Sec., Prolec, GSU, unused, 2013 PA 610-515-8775 Belyea Company Inc 146386 
72/96/120 MVA 138000Y Pri. 34500Y Sec., Tertiary LTC NEW NV 208-240-4533 M W Transformer 417497 
108/144/180 MVA 230000Y Pri. 34500Y Sec., Tertiary LTC NEW NV 208-240-4533 M W Transformer 417496 
112/150/187 MVA 138000 Delta Pri. 34500 Wye Sec., JSHP, New TX 281-648-1600 MARS Transformers 440335 
144/192/240 MVA 345000 Pri.,34500 Wye Sec.,lljin, 40, 2024 TX 281-648-1600 MARS Transformers 481073 
148/246 MVA 236000Y Pri. 18000 Delta Sec., Siemens, GSU, unused, 2015 PA 610-515-8775 Belyea Company Inc 256507 
172/193 MVA 116440Y Pri. 13800 Delta Sec., McGraw PA 610-515-8775 Belyea Company Inc 289283 
172.5/193.2 MVA 116000 GrdY Pri. 13800 Delta Sec., McGraw-Edison OH 330-493-1890 Power Asset 135623 
180/240/300 MVA 138000 Delta Pri. 34500 x 34500 Wye Sec., Toshiba, New TX 281-648-1600 MARS Transformers 440336 
180/240/300 MVA 361000Y Pri. 22000 Sec., GSU (2) new GA 208-240-4533 M W Transformer 417495 
195/325 MVA 236000Y Pri. 18000 Delta Sec., Siemens, GSU, unused, 2015 PA 610-515-8775 Belyea Company Inc 256508 
200 MVA 138000 GrdY Pri. 13800 Delta Sec., BBC, (Stk# G-072-10) OH 330-493-1890 Power Asset 135625 
200/224 MVA 138000 GrdyY Pri. 16000 Delta Sec., McGraw-Edison, (Stk# G-171) OH 330-493-1890 Power Asset 135620 
200/224 MVA 138000 GrdY Pri. 18000 Delta Sec., McGraw-Edison, (Stk# G-171-1) OH 330-493-1890 Power Asset 135621 


200/224 MVA 138000 GrdY Pri. 19500 Delta Sec., McGraw-Edison, (Stk# G-171-2) Power Asset 135622 


SUNBELT 
SOLOMON 


Solutions to your 
power challenges 


CONTACT US: KE +1.800.830.0251 [4] marketing@sunbeltsolomon.com 


200/224 MVA 138000Y Pri. 19500/17500/16000 Sec., McGraw, GSU PA 610-515-8775 Belyea Company Inc 289284 
220/420 MVA 230000 GrdY Pri. 21000 Delta Sec., BBC, (Stk# G-072-7) OH 330-493-1890 Power Asset 135624 
230/295 MVA 230000 GrdY Pri. 13800 Delta Sec., BBC, (Stk# G-072-6) OH 330-493-1890 Power Asset 135618 
240/320/448 MVA 345000Y Pri. 115000Y Sec., General Electric, 450KV, OA/FA/FOA OH 330-493-1890 Power Asset 273593 
250/330 MVA 230000 GrdY Pri. 15500 Delta Sec., BBC, (Stk# G-072-5) OH 330-493-1890 Power Asset 135617 
260 MVA 141200Y/81522 Pri. 22000 Delta Sec., Pennsylvania, GSU, 2007 PA 610-515-8775 Belyea Company Inc 430840 
290 MVA 161000 GrdY Pri. 13800 Delta Sec., BBC, (Stk£ G-072-11) OH 330-493-1890 Power Asset 135626 
365/445 MVA 230000 GrdY Pri. 24000 Delta Sec., BBC, (Stk£ G-072-1) OH 330-493-1890 Power Asset 135614 
385 MVA 230000 GrdY Pri. 18000 Delta Sec., BBC, (Stk£ G-072-9) OH 330-493-1890 Power Asset 135619 
427 MVA 2300000 GrdY Pri. 22000 Delta Sec., BBC, (Stk£ G-072) OH 330-493-1890 Power Asset 135613 
600 MVA 235750Y/136110 Pri. 24000 Delta Sec., General Electric, 2007 OH 330-493-1890 Power Asset 344522 
50 HZ THREE PHASE TRANSFORMERS - (3 listings on our website!) DEALER SR ID 
145 KVA 380 Pri. 460Y/266 Sec., hevi-Duty transformer OH 419-841-3586 D & H Machinery Inc 192366 
45/60/75 MVA 11500 Delta Pri. 132000 Wye Sec.,GE Prolec, new (2) TX 281-648-1600 MARS Transformers 978283 
104/138/173 MVA 416600 Wye Pri. 11500x11500 Delta Sec., ABB, GSU (2) TX 281-648-1600 MARS Transformers 774318 
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750 К\А 24950 Delta x 13800 Delta Pri. 480Y/277 || 1000 KVA 12470 Delta Pri. 24940GrdY/14400 


— 

Pad Mount Transformers, | z ; E Sec., Square D, Used Sec., Padmount, taps (2) 2.5%A+BN 

KÉ j 5 Міт: Square D Mfr: 
Three Phase, 60 Cycle | | | Model: ^ Model: 
Seller: Core Transformers Seller: Boundry Electric 
SC Grand Forks, BC 
Search Padmount 3 Phase on Im. 888-678-2673 DE 250-442-5561 x237 
i ien : 298546 : 162956 

SurplusRecord.com to view all 1744 listings. Price: Call for Price Price: Call for Price 
60 HZ THREE PHASE PADMOUNT TRANSFORMERS - (1, 744 listings on our website!) DEALER SR ID 
45 KVA 7200 Pri. 208Y/120 Sec., Emco, padmount transformer (2) WA 509-926-1725 Valley Transformer 460088 
45 KVA 12000 Delta Pri. 208Y/120 Sec., 3 ph., Padmount Transformer, New SC 208-346-7268 Maddox Industrial 468200 
45 KVA 12470 Delta Pri. 480 Delta Sec., ABB, oil, pad mounted CA 909-628-4763 Hampton Tedder Elec 486467 
45 KVA 13200 Delta Pri. 220Y/127 Sec., 3 ph., Padmount Transformer SC 208-346-7268 Maddox Industrial 467960 
45 KVA 13200 Delta Pri. 240 Delta Sec., Cooper, level gage,temp gauge,pressure relief ... CO 303-285-2569 High To Low Voltage 443925 
45 KVA 13200Y/7620 Pri. 220Y/127 Sec., 3 ph., Padmount Transformer SC 208-346-7268 Maddox Industrial 468192 
75 KVA 4160 Pri. 208Y/120 Sec., Balteau, oil outdoor, #LT4193 CA 562-802-3441 RESA Power Solution 176141 
75 KVA 4160 Delta Pri. 480Y/277 Sec., 3 ph., Padmount Transformer, New SC 208-346-7268 Maddox Industrial 468025 
75 KVA 4160 Delta Pri. 480Y/277 Sec., 3 ph., Padmount Transformer SC 208-346-7268 Maddox Industrial 468112 
75 KVA 4160GY/2400 Pri. 480Y/277 Sec., 3 ph., Padmount Transformer, New SC 208-346-7268 Maddox Industrial 467958 
75 KVA 12000 Delta Pri. 208Y/120 Sec., 3 ph., Padmount Transformer SC 208-346-7268 Maddox Industrial 468074 
75 KVA 12470 Delta Pri. 208Y/120 Sec., 3 ph., Padmount Transformer SC 208-346-7268 Maddox Industrial 468155 
75 KVA 12470 Delta Pri. 480Y/277 Sec., 3 ph., Padmount Transformer SC 208-346-7268 Maddox Industrial 467996 
75 KVA 12470GY/7200 Pri. 208Y/120 Sec., 3 ph., Padmount Transformer SC 208-346-7268 Maddox Industrial 468152 
75 KVA 12470Y/7200 Pri. 480 Delta Sec., 3 ph., Padmount Transformer, New SC 208-346-7268 Maddox Industrial 467991 
75 KVA 12470GY/7200 Pri. 480Y/277 Sec., 3 ph., Padmount Transformer, Ready To Ship SC 208-346-7268 Maddox Industrial 468027 
75 KVA 12470Y/7200 Pri. 480Y/277 Sec., Westinghouse, taps +&-, mineral oil, padmount, reconditioned CO 303-285-2569 High To Low Voltage 441201 
75 KVA 13200 Delta Pri. 220Y/127 Sec., 3 ph., Padmount Transformer SC 208-346-7268 Maddox Industrial 468131 
75 KVA 13200GY/7620 Pri. 208Y/120 Sec., 3 ph., Padmount Transformer SC 208-346-7268 Maddox Industrial 467909 
75 KVA 13200Y/7620 Pri. 480Y/277 Sec., Howard, DF, LF, bay, unused OH 330-493-1890 Power Asset 114690 
75 KVA 13200GY/7620 Pri. 480Y/277 Sec., 3 ph., Padmount Transformer SC 208-346-7268 Maddox Industrial 468100 
75 KVA 13200Y/7620 Pri. 480Y/277 Sec., 3 Phase, pad mount, 105 taps FL 407-880-2524 RTS Transformer Inc 006496 
75 KVA 13800GY/7970 Pri. 208GY/120 Sec., 3 ph., Padmount Transformer SC 208-346-7268 Maddox Industrial 468041 
75 KVA 13800GY/7970 Pri. 208Y/120 Sec., 3 ph., Padmount Transformer SC 208-346-7268 Maddox Industrial 468213 
75 KVA 13800GY/7970 Pri. 480Y/277 Sec., 3 ph., Padmount Transformer SC 208-346-7268 Maddox Industrial 467964 
75 KVA 13800GY/7970 Pri. 480Y/277 Sec., 3 ph., Padmount Transformer, New SC 208-346-7268 Maddox Industrial 468153 
75 KVA 24900Yx13800 Delta Pri. 208Y/120 Sec., HI, DF/Loop F, 2015 PA 610-515-8775 Belyea Company Inc 204434 
75 KVA 33260GY/19200 Pri. 208Y/120 Sec., 3 ph., Padmount Transformer, New SC 208-346-7268 Maddox Industrial 468064 
75 KVA 34500 Delta Pri. 220Y/127 Sec., 3 ph., Padmount Transformer SC 208-346-7268 Maddox Industrial 468144 
75/84 KVA 12470GY/7200 Pri. 480Y/277 Sec., 3 ph., Padmount Transformer, Ready To Ship SC 208-346-7268 Maddox Industrial 467999 
112.5 KVA 4160 Delta Pri. 480Y/277 Sec., General Electric, reconditioned CO 303-285-2569 High To Low Voltage 443923 
112.5 KVA 4160GY/2400 Pri. 480Y/277 Sec., 3 ph., Padmount Transformer SC 208-346-7268 Maddox Industrial 468151 
112.5 KVA 12470 Pri. 208Y/120 Sec., Ermco, with taps,dead front loop feed MN 320-289-2840 Equipment Marketing 135175 
112.5 KVA 12470 Pri. 208/120 Sec., Prolec FR3 OR 541-967-9323 Optimal Control Sys 280039 
112.5 KVA 12470 Delta Pri. 480Y/277 Sec., 3 ph., Padmount Transformer, New SC 208-346-7268 Maddox Industrial 468138 
112.5 KVA 12470GY/7200 Pri. 480Y/277 Sec., Cooper, reconditioned CO 303-285-2569 High To Low Voltage 443917 
112.5 KVA 13200 Delta Pri. 208Y/120 Sec., 3 ph., Padmount Transformer SC 208-346-7268 Maddox Industrial 468201 
112.5 KVA 13200GY/7620 Pri. 208Y/120 Sec., 3 ph., Padmount Transformer, New SC 208-346-7268 Maddox Industrial 468143 
112.5 KVA 13200Y/7620 Pri. 220Y/127 Sec., 3 ph., Padmount Transformer SC 208-346-7268 Maddox Industrial 467987 
112.5 KVA 14400 Delta Pri. 208Y/120 Sec., Taps: (2) 2.5%A+BN Impedance: 3.4% BC 250-442-5561 x237 Boundry Electric 172874 
112.5 KVA 24940Y Pri. 240 Delta Sec., ABB, radial feed, reconditioned CO 303-285-2569 High To Low Voltage 443918 
150 KVA 4160 Delta Pri. 480Y/277 Sec., Pad mount,new copper winding,dead front SD 800-843-7994 T & R Electric 834982 
150 KVA 4160GY/2400 Pri. 208Y/120 Sec., 3 ph., Padmount Transformer SC 208-346-7268 Maddox Industrial 468085 
150 KVA 4800 Delta Pri. 480Y/277 Sec., 3 ph., Padmount Transformer SC 208-346-7268 Maddox Industrial 468215 
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150 KVA 12470Y Pri. 480 Delta Sec., Emco 240LT padmount transformer WA 509-926-1725 Valley Transformer 460089 
150 KVA 12470/7200 Pri. 480/277 Sec., Ermco OR 541-967-9323 Optimal Control Sys 341739 
150 KVA 12470GRDY/7200 Pri. 480Y/277 Sec., Padmount transformer,mineral oil WA 509-926-1725 Valley Transformer 460092 
150 KVA 13200 Delta Pri. 208Y/120 Sec., Eaton Cooper, taps +&-, FR3, reconditioned, padmount CO 303-285-2569 High To Low Voltage 441203 
225 KVA 480 Delta Pri. 208Y/120 Sec., Balteau, padmount PA 724-983-1300 JCL Energy 306981 
225 KVA 480 Pri. 277 Sec., Eaton, pad mount, 2013 (3) CA 530-534-7965 А M King Industries 385291 
225 KVA 12470 Delta Pri. 480Y/277 Sec., General Electric, taps +&-, mineral oil, reconditioned ... CO 303-285-2569 High To Low Voltage 441200 
225 KVA 12470 Delta Pri. 480Y/277 Sec., 3 Phase, pad mount, 105 taps FL 407-880-2524 RTS Transformer Inc 006494 
225 KVA 12470GRDY/7200 Pri. 480Y/277 Sec., ABB, padmount transformer, FR3 fluid WA 509-926-1725 Valley Transformer 460091 
225 KVA 13200Y/7620 Pri. 480Y/277 Sec., CG Power, DF, LF, bay, unused (3) OH 330-493-1890 Power Asset 114692 
225 KVA 13200Y/7620 Pri. 480Y/277 Sec., Ermco, DF, LF, bau, unused (4) OH 330-493-1890 Power Asset 114691 
225 KVA 24900Yx13800 Delta Pri. 480Y/277 Sec., RAD/F HI, 2017 PA 610-515-8775 Belyea Company Inc 204435 
225 KVA 24940GrdY/14400 Pri. 208Y/120 Sec., Carte, oil QC 450-602-9501 Fourniture Elec 345014 
260 KVA 480 Pri. 480 Sec., NECO 12 pulse phase shifting auto transformer,new OK 405-245-2029 Reveille Energy 258885 
300 KVA 4160 Delta Pri. 480Y Sec., Westinghouse PA 610-515-8775 Belyea Company Inc 387610 
300 KVA 4160 Delta Pri. 480Y/277 Sec., Core Transformer, Used SC 888-678-2673 Core Transformers 412923 
300 КУА 4160 Delta Pri. 480/277 Sec., General Electric, Dry, 3/60, Nema I (G) CO 800-728-5722 Denver Magnetic 722613 
300 KVA 12470 Delta Pri. 208Y/120 Sec., RTE, external taps, gauges CO 303-285-2569 High To Low Voltage 434726 
300 KVA 12470 Pri. 480Y/277 Sec., ABB, dead front loop feed, with taps MN 320-289-2840 Equipment Marketing 135177 
300 KVA 12470 Delta Pri. 600Y/347 Sec., Oil, dead front radial feed QC 450-772-5608 MGB Transformers 158151 
300 KVA 13200 Delta Pri. 480Y/277 Sec., ABB, taps +&-, mineral oil, reconditioned, padmount CO 303-285-2569 High To Low Voltage 441199 
300 KVA 13200 Pri. 480Y/277 Sec., Ermco, new surplus (2) MN 320-289-2840 Equipment Marketing 016063 
300 KVA 13200x4800 Delta Pri. 240/120LT Sec., Emco PA 724-983-1300 JCL Energy 306980 
300 KVA 13200Y/7620 Pri. 208Y/120 Sec., Howard, dead front loop feed,with taps MN 320-289-2840 Equipment Marketing 135176 
300 КУА 13200GY/7620 Pri. 208Y/120 Sec., AVAI coil, BON fuses,T-blade switch,new OR 541-326-3136 H C Transformer 028658 
300 KVA 13200Y/7620 Pri. 480Y/277 Sec., Ermco, DF, LF, bay, unused OH 330-493-1890 Power Asset 114693 
300 KVA 21600 Delta Pri. 480Y/277 Sec., Core Transformer, Used SC 888-678-2673 Core Transformers 412919 
300 KVA 24900Yx13800 Delta Pri. 208Y/120 Sec., HI, Rad feed (2) PA 610-515-8775 Belyea Company Inc 204436 


186 ELECTRICAL & POWER EQUIPMENT 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


60 HZ THREE PHASE PADMOUNT TRANSFORMERS - (1, 744 listings on our website!) 
300 KVA 24940GrdY/14400 Pri. 480Y/277 Sec., Padmount, taps (2) 2.5% A+BN 

300 KVA 34500 Pri. 208Y/120 Sec., Dead Front Loop Padmount, Taps 

400 KVA 4800 Pri. 480Y/277 Sec., Carte, imp. 4.63%, oil filled padmount 

500 KVA 2400 Delta Pri. 480 Delta Sec., MGM,pad mount,dead front,radial feed 

500 KVA 2400 Delta Pri. 480Y/277 Sec., Transformer, used 

500 KVA 2400 Delta Pri. 480Y/277 Sec., JCL 

500 KVA 4160 Pri. 480 Delta Sec., General Electric, pad mount, dry, outdoor 

500 KVA 4160 Delta Pri. 480Y/277 Sec., Dead frt, radial feed, +/- 

500 KVA 12470 Delta pri. 208Y/120 Sec., Cooper, padmount transformer (7) 

500 KVA 12470Y/7200 Delta Pri. 480 Delta Sec., General Electric, taps 

500 KVA 12470Y/7200 Delta Pri. 480 Delta Sec., G.E., ext. taps, reconditioned 

500 KVA 12470Y/7200 Pri. 480Y/277 Sec., Westinghouse, mineral oil, reconditioned, padmount 
500 KVA 13200 Pri. 480Y/277 Sec., ABB, dead front, loop feed, with taps 

500 KVA 13200GY/120 Pri. 208Y/120 Sec., Westinghouse, gas sample valve,reconditioned 

500 KVA 13200GY/7620 Pri. 208Y/120 Sec., ITE, level gauge,temp gauge,pressure relief ... 

500 KVA 13800 Delta Pri. 208Y/120 Sec., Uptegraff, mineral oil filled padmount,reconditioned 
500 KVA 13800 Delta Pri. 480 Delta Sec., FPT, mineral oil filled padmount,reconditioned 

500 KVA 13800 Delta Pri. 480 Delta Sec., McGraw Edison,pad mount,dead/loop 

500 KVA 13800 Delta Pri. 480Y/277 Sec., Uptegraff, mineral oil filled padmount,reconditioned 
500 KVA 13860Y/8000 Pri. 4160Y/2400 Sec., Dead front, radial feed (2) 

500 KVA 22800 Delta Pri. 480Y/277 Sec., Transformer 

500 KVA 22860Y/13200 Pri. 480Y/277 Sec., Howard, #PAD6810 

500 KVA 24940Y/14400x12470Y/7200 Pri. 408Y/277 Sec., Cooper, oil filled (4) 

500 KVA 34500GrdY/19920 Pri. 480Y/277 Sec., Core 

500 KVA 34500Y/19920 Pri. 480Y/277 Sec., Sunbelt, #PAD6821 

500 KVA 34500Y/19920 Pri. 690Y/398 Sec., Cooper, DF, LF, bay 

600 KVA 13200GY/7620x4160GY/2400 Pri. 480Y/277 Sec., Howard, dead/radial 

750 KVA 2400 Delta Pri. 480Y/277 Sec., JCL 

750 KVA 2400 Delta Pri. 480Y/277 Sec., Fr.3 fluid 

750 KVA 4160 Delta Pri. 480Y/277 Sec., RTE 

750 KVA 7200x4800 Pri. 480Y/277 Sec., Live frt, radial feed 
750 KVA 12000 Delta Pri. 480Y/277 Sec., Howard, #PAD6793 


v 


750 KVA 12000 Pri. 480Y/277 Sec., 3 phase, 2+, 2-, 2-1/2 %, 65°C, Out, Oil, Padmounted 
750 KVA 12470 Delta Pri. 208Y/120 Sec., General Electric, DF/LF (2) 

750 KVA 12470 Pri. 208Y/120 Sec., Howard, dead front radial feed, with taps 

750 KVA 12470 Delta Pri. 208Y/120 Sec., T & R Electric, level gage,temp gauge,pressure relief ... 
750 KVA 12470 Delta Pri. 240 Delta Sec., RTE, L, R (T) 

750 KVA 12470 Delta Pri. 480Y/277 Sec., Mineral oil filled padmount transformer,reconditioned 
750 KVA 12470 Delta Pri. 480Y/277 Sec., Howard, #PAD6793 

750 KVA 12470 Pri. 480Y/277 Sec., Pauwels, dead front radial feed,with tap (2) 

750 KVA 12470 Delta Pri. 480Y/277 Sec., Square D, mineral oil filled padmount,reconditioned 
750 KVA 12470 Delta Pri. 480Y/277 Sec., Taps, pad mount (25) 

750 KVA 12470y/7200-4160Y/2400 Pri. 480Y/277 Sec., Taps, pad mount (21) 

750 KVA 12470Y/7200 Pri. 208Y/120 Sec., taps 2-2.5atbn (4) 

750 KVA 12470Y/7200 Pri. 480Y/277 Sec., Balteau Standard Inc., taps +&-, mineral oil... 
750 KVA 12470GY/7200 Pri. 480Y/277 Sec., Cooper / RTE, dead/loop 

750 KVA 12470Y/7200 Pri. 480Y/277 Sec., Westinghouse, #PAD6794 

750 KVA 12470Y/7200 Pri. 480Y/277 Sec., Dead frt, loop feed, bay, +/- 

750 KVA 13200 Delta Pri. 208Y/120 Sec., RTE, loop feed,live front,6 hole spade,reconditioned 
750 KVA 13200 Delta Pri. 208Y/120 Sec., Pad mount 

750 KVA 13200 Delta Pri. 480Y/277 Sec., Howard, #PAD6793 

750 KVA 13200 Delta Pri. 480Y/277 Sec., Transformer, #PAD119159261 

750 KVA 13200 Delta Pri. 480Y/277 Sec., Taps, pad mount 

750 KVA 13200Y/7620 Pri. 208Y/120 Sec., taps, pad mount (9) 

750 KVA 13200Y/7620 Pri. 480Y/277 Sec., Howard, dead front loop feed,with taps 

750 KVA 13200Y/7620 Pri. 480Y/277 Sec., Taps, pad mount (12) 

750 KVA 13800 Delta Pri. 480Y/277 Sec., Core, (2 Available) 

750 KVA 13800 Delta Pri. 480Y/277 Sec., Howard, #PAD6793 

750 KVA 13800 Delta Pri. 480Y/277 Sec., RTE, ext. taps,6 hole spade bushings,reconditioned 
750 KVA 13800 Delta Pri. 480Y/277 Sec., Dead frt, loop feed, bay 7 tap 

750 KVA 14400 Delta Pri. 480Y/277 Sec., Taps, padmount 

750 KVA 15000 Delta Pri. 480Y/277 Sec., Howard, #PAD6793 

750 KVA 22860 Delta Pri. 480Y/277 Sec., Pauwels, DF LBOR 

750 KVA 22860Y/13200 Pri. 208Y/120 Sec., General Electric, dead/radial 

750 KVA 22900 Delta Pri. 2400 Delta Sec., HI Rad feed, 2017 

750 KVA 24940 Delta Pri. 415Y/240 Sec., ABB, in stock (10) 

750 KVA 24940Y/14400 Pri. 480Y/277 Sec., Sunbelt, #PAD6820 

750 KVA 24940Y/14400 Pri. 480Y/277 Sec., Pad mount (6) 

750 KVA 27600 Delta Pri. 460Y/266 Sec., ABB, pad,copper windings,in stock (10) 

750 KVA 34400 Delta Pri. 480Y/277 Sec., Taps, pad mount 

750 KVA 34500 Delta Pri. 600Y/346 Sec., Taps (2) 2.5% a & bn pad (new) 

750 KVA 34500GrdY/19920 Pri. 480Y/277 Sec., Core Transformer, Used 

750 KVA 34500Y/19920 Pri. 690Y/398 Sec., Cooper padmount,oil filled,new (4) 

750 KVA 44000 Delta Pri. 600Y/347 Sec., Used top/side station 

1000 KVA 2400 Delta Pri. 480Y/277 Sec., JCL 

1000 KVA 2400 Delta Pri. 480Y/277 Sec., Taps, padmount 

1000 KVA 2400 Delta Pri. 480Y/277 Sec., Oil, copper windings 

1000 KVA 4160 Delta Pri. 480Y/277 Sec., ABB, #PAD6753 

1000 KVA 4160 Delta Pri. 480Y/277 Sec., Balteau, #PAD1427 

1000 KVA 4160 Delta Pri. 480Y/277 Sec., Cooper, DF/LR, 2017 

1000 KVA 4160 Delta Pri. 480Y/277 Sec., Westinghouse, LR/RF (2) 

1000 KVA 4160Y/2400 Pri. 480Y/277 Sec., Taps, pad mount (5) 

1000 KVA 4800 Delta Pri. 480Y/277 Sec., Taps, pad mount 

1000 KVA 8320Y/4800 Pri. 480Y/277 Sec., Taps, padmount 


SUNBELT SOLOMON 


UNPARALLELED POWER SOLUTIONS 


ELECTRICAL & POWER EQUIPMENT 
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Boundry Electric 
High To Low Voltage 
3L2R Inc 

Weaver Electric Co 
Core Transformers 
JCL Energy 

Row Electrical Eqpt 
Jerry's Electric 
Triton Transformer 
High To Low Voltage 
High To Low Voltage 
High To Low Voltage 
Equipment Marketing 
High To Low Voltage 
High To Low Voltage 
High To Low Voltage 
High To Low Voltage 
Weaver Electric Co 
High To Low Voltage 
Lakeport Power Ltd 
Belyea Company Inc 
Sunbelt-Solomon, PA 
T & R Electric 

Core Transformers 
Sunbelt-Solomon, PA 
Power Asset 

Belyea Company Inc 
JCL Energy 
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Belyea Company Inc 
Jerry's Electric 
Sunbelt-Solomon, PA 
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Equipment Marketing 
High To Low Voltage 
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Equipment Marketing 
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T & R Electric 

T & R Electric 
Boundry Electric 
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T & R Electric 
Sunbelt-Solomon, PA 
Sunbelt-Solomon, PA 
T & R Electric 

T & R Electric 
Equipment Marketing 
T & R Electric 

Core Transformers 
Sunbelt-Solomon, PA 
High To Low Voltage 
Jerry's Electric 

T & R Electric 
Sunbelt-Solomon, PA 
Belyea Company Inc 
Belyea Company Inc 
Belyea Company Inc 
RAAR Group USA 
Sunbelt-Solomon, PA 
T & R Electric 

RAAR Group USA 

T & R Electric 
Boundry Electric 
Core Transformers 
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Lizco Sales/Rentals 
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204441 
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172559 
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086622 
279161 
842794 
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300066 
439203 
493743 
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60 HZ THREE PHASE PADMOUNT TRANSFORMERS - (1,744 listings on our website!) 


1000 KVA 12470 Delta Pri. 208Y/120 Sec., Core, padmount sc 
1000 KVA 12470 Delta Pri. 208Y/120 Sec., Sunbelt, #PAD6414 PA 
1000 KVA 12470 Delta Pri. 208Y/120 Sec., Pad Mount (2) SD 
1000 КУА 12470 Delta Pri. 480 Delta Sec., Gen.Elec.,taps,live front,radial fd,(GV) co 
1000 KVA 12470 Delta Pri. 480Y/277 Sec., General Electric, DF/LR (2) PA 
1000 KVA 12470 Delta Pri. 480Y/277 Sec., Pad Mount (4) SD 
1000 KVA 12470 Delta Pri. 480Y/277 Sec. Dead front, loop feed, +/- SD 
1000 KVA 12470 Delta Pri. 600Y/347 Sec., Padmount, DFRF ON 
1000 KVA 12470Y/7200 Pri. 208Y/120 Sec., Eaton, #PAD6834 PA 
1000 KVA 12470Y/7200 Pri. 208Y/120 Sec., taps 2-2.5a+bn (2) BC 
1000 KVA 12470GrdY/7200 Pri. 480Y/277 Sec., Core sc 
1000 KVA 12470GY/7200 Pri. 480Y/277 Sec., JCL PA 
1000 KVA 12470Y/7200-13200Y/7620 Pri. 208Y/120 Sec., Pad mount (6) SD 
1000 KVA 13200 Delta Pri. 240/120 Sec., Van Tran, oil OH 
1000 KVA 13200 Delta Pri. 480Y/277 Sec., Pad mount (4) SD 
1000 KVA 13200Y/7620 Pri. 208Y/120 Sec., General Electric, #PAD6817 PA 
1000 KVA 13200GRDY/7620 Pri. 480Y/277 Sec., General Electric, padmount co 
1000 KVA 13200GY/7620 Pri. 480Y/277 Sec., JCL PA 
1000 KVA 13800 Pri. 208Y/120 Sec., Eaton Cooper, padmount transformer WA 
1000 КУА 13800 Pri. 240 Sec., Square D, imp. 5.68%, oilfilled padmount ON 
1000 KVA 13800 Delta Pri. 480 Delta Sec., ABB, DF/RF PA 
1000 KVA 13800 Pri. 480 Sec., Stein, padmount ON 
1000 KVA 13800 Delta Pri. 480Y/277 Sec., Taps, pad mount (5) SD 
1000 KVA 13800 Delta Pri. 480Y/277 Sec., Pad (2)2.5% A&BN Imped=5.6% BC 
1000 KVA 13800 Delta Pri. 2300 Delta Sec., Square D PA 
1000 KVA 13800Y/7970 Pri. 540Y/312 Sec., General Electric, #PAD6692 PA 
1000 KVA 14400 Delta Pri. 480Y/277 Sec., Taps, padmount (3) SD 
1000 KVA 20780GrdY/12000Delta Pri. 480Y/277 Sec., Core, reconditioned dual voltage padmount sc 
1000 KVA 20780Y/12000 Pri. 480Y/277 Sec., Pad mount (8) SD 
1000 KVA 22860GY/13200 Pri. 480Y/277 Sec., Howard, dead/loop PA 
1000 KVA 24940Y/14400 Pri. 480Y/277 Sec., ABB, oil OH 
1000 KVA 24940Y/14400 Pri. 480Y/277 Sec., Taps, pad mount (3) SD 
1000 KVA 33000 Delta Pri. 301Y/174 Sec., Taps, Pad Mount (21) SD 
1000 KVA 34500Y/19920 Pri. 480Y/277 Sec., Taps, EE (8) SD 
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SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


DEALER 

Core Transformers 
Sunbelt-Solomon, PA 
T & R Electric 

Denver Magnetic 
Belyea Company Inc 
T & R Electric 

Jerry's Electric 
Carroll Transformer 
Sunbelt-Solomon, PA 
Boundry Electric 
Core Transformers 
JCL Energy 

T & R Electric 

Power Asset 

T & R Electric 
Sunbelt-Solomon, PA 
High To Low Voltage 
JCL Energy 

Valley Transformer 
3L2R Inc 

Belyea Company Inc 
3L2R Inc 

T & R Electric 
Boundry Electric 

JCL Energy 
Sunbelt-Solomon, PA 
T & R Electric 

Core Transformers 

T & R Electric 

Belyea Company Inc 
Power Asset 

T & R Electric 

T & R Electric 

T & R Electric 


11/14 MVA 69kV - 13200V Transformer 
1100 KVA Voltage Regulator 12470V 
1200A GE PVD Vacuum Circuit Breaker 


1200A 72 kV Disconnect Switch 


2000A 72 kV SF-6 Circuit Breaker 
1 - Station Power Transformer 


1 - Battery sa 


ston 


“FOR OUR COMPLETE INVENTORY VISIT OUR WEBSITE: 


Cc yea 


ELECTRICAL POWER SYSTEMS 


1000 KVA 34500Y/19920 Pri. 690Y/398 Sec., Dead front, loop feed, +/- taps 

1250 KVA 25000 Pri. 240/416 Sec., Surplec, padmount, new (11 available) 

1500 KVA 2400 Delta Pri. 480Y/277 Sec., JCL 

1500 KVA 4160 Delta Pri. 480Y/277 Sec., Core (2 Available) 

1500 KVA 12470 Delta Pri. 208Y/120 Sec., ABB, DF/RF 

1500 KVA 12470 Delta Pri. 480 Delta Sec., Core Transformer, Used 

1500 KVA 12470 Delta Pri. 480Y/277 Sec., Core 

1500 KVA 12470 Delta Pri. 480Y/277 Sec., Core, dry, Nema 1 

1500 KVA 12470 Delta Pri. 4160Y Sec., General Electric, padmount Transformer - (2400v P-N) 
1500 KVA 12470 Delta Pri. 4160/2400 Wye-2400 Delta Sec., Taps, Oil filled Pad Mounted 
1500 KVA 12470Y/7200 Pri. 480 Delta Sec., ABB, reconditioned 

1500 KVA 12470Y/7200 Pri. 480Y/277 Sec., Westinghouse, taps, (5), Stock£ T847-T851 
1500 KVA 13200 Delta Pri. 480Y/277 Sec., Core (5 Available) 

1500 KVA 13200 Delta Pri. 480Y/277 Sec., Square D, #PAD6847 

1500 KVA 13200Y/7620/4160Y/2400 Pri. 480Y/277 Sec., Cooper, #PAD5635 

1500 KVA 13200GY/7620x4160GY/2400 Pri. 480Y/277 Sec., Howard, live front/radial feed 
1500 KVA 13200Y/7620 Pri. 480Y/277 Sec., Howard, #PAD6819 

1500 KVA 13200Y/7620 Pri. 480Y/277 Sec., Transformer, #PAD6809 

1500 KVA 13800 Delta Pri. 480Y/277 Sec., Core (4 Available) 

1500 KVA 13800 Delta Pri. 4160Y/2400 Sec., Eaton, #PAD6771 

1500 KVA 22800 Delta Pri. 480Y Sec., Pauwels, DF LBOR 

1500 KVA 24940Y/14400 Pri. 480Y/277 Sec., General Electric, #PAD6038 

1500 KVA 25000Y Pri. 480Y Sec., Carte, radial feed, 2018 

1500 KVA 25000 Delt Pri. 600Y/347 Sec., Padmount transformer, taps(2) 2.5% A+BN 
1500 KVA 33000Y Pri. 4160Y Sec., Pauwels 

1500 KVA 34500GrdY/19920 Pri. 480Y/277 Sec., Core 

1500/1725 KVA 13200GY/7620 Pri. 4160 Delta Sec., Transformer 

1750 KVA 34500 Delta Pri. 575Y/332 Sec., Oil, taps, pad mount (10) 

2000 KVA 12000 Delta Pri. 4160Y/2400 Sec., ABB, #PAD6403 
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610-515-8775 
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724-983-1300 
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www.belyeapower.com * Email: sales@belyeapower.com 
2200 NORTHWOOD AVE, EASTON, PA 18045 USA * (610) 515-8775 e Fax (610) 258-1230 


Jerry's Electric 
Surplec HV Solution 
JCL Energy 

Core Transformers 
Belyea Company Inc 
Core Transformers 
Core Transformers 
Core Transformers 
Mayo Hydropower 
Surplus Asset 
Equipment Marketing 
Power Asset 

Core Transformers 
Sunbelt-Solomon, PA 
Sunbelt-Solomon, PA 
Belyea Company Inc 
Sunbelt-Solomon, PA 
Sunbelt-Solomon, PA 
Core Transformers 
Sunbelt-Solomon, PA 
Belyea Company Inc 
Sunbelt-Solomon, PA 
Surplec HV Solution 
Boundry Electric 
Belyea Company Inc 
Core Transformers 
JCL Energy 

T & R Electric 
Sunbelt-Solomon, PA 


SR ID 
360078 
172562 
265050 
659522 
300068 
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368368 
172564 
778641 
423074 
306971 
159757 
626000 
097297 
172570 
420515 
306972 
460090 
430847 
179315 
337960 
471791 
846930 
306983 
172572 
396457 
305373 
339743 
126663 
737119 
396456 
792865 
400283 


030238 
268070 
306967 
450474 
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360076 
423070 
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368083 
866843 
436982 
423073 
172576 
172577 
126657 
172579 
172578 
450475 
172580 
305727 
172582 
456023 
222016 
387612 
450476 
306978 
790037 
172584 


SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


60 HZ THREE PHASE PADMOUNT TRANSFORMERS - (1, 744 listings on our website!) 
2000 KVA 12470 Delta Pri. 480Y Sec., General Electric, DF/RF 

2000 KVA 12470 Pri. 480Y/277 Sec., Howard Industries, dead front, loop feed 
2000 KVA 12470 Delta Pri. 600Y/347 Sec., 65 C,dead front,loop feed,fuses 
2000 KVA 12470 Delta Pri. 600Y/347 Sec., Dead front radial feed 

2000 KVA 12470GRDY/7200 Pri. 480/277 Sec., G.E., live front,radial feed,mineral oil,reconditioned 
2000 KVA 13200GY/7620x4160GY/2400 Pri. 480Y/277 Sec., Howard 

2000 KVA 13800Y/7970 Pri. 480Y/277 Sec.,Howard,J-taps,Bay-o-nets/CL fuses 
2000 KVA 13800Y/7970 Pri. 540Y/312 Sec., General Electric, #PAD6693 

2000 KVA 27600 Pri. 600 Delta Sec., Ferranti-Packard, oil, 1985 (2) 

2000 KVA 34500GrdY/19920 Pri. 480Y/277 Sec., Core Transformer, Used 
2000/2240 KVA 13200GY/7620 Pri. 4160 Delta Sec., ABB 

2000/2340/3560 KVA 12470 Pri. 480Y/277 Sec., Dry type 

2000/2567 KVA 13200 Delta Pri. 480Y Sec., ABB / National, dry, pad 
2000/2667 KVA 12470Y Pri. 480Y Sec., ABB, dry type, outdoor, pad mount (2) 
2000/2667 KVA 13200Y Pri. 480Y Sec., ABB, dry, cast coil, LF/RF, 2003 

2500 KVA 600Y/346/480Y/277 Pri. 208Y/120 Sec., Sylvania , ZPAD5513 

2500 KVA 2300 Delta Pri. 480Y/277 Sec., Core, dry, Nema 3R 

2500 К\А 2400 Delta Pri. 480Y/277 Sec., Sunbelt, #PAD3804-S 

2500 KVA 4160 Delta Pri. 480Y/277 Sec., Cooper, #PAD6558 

2500 KVA 4160Y/2400 Pri. 480 Delta Sec., General Electric, #T-3609 

2500 KVA 4160Y/2400 Pri. 480Y/277 Sec., Eaton, #PAD4585 

2500 KVA 4800 Delta Pri. 480Y/277 Sec., Sunbelt, #PAD5251 

2500 KVA 6900 Delta Pri. 480Y/277 Sec., Transformer, #PAD6848 

2500 KVA 7200 Delta Pri. 480 Delta Sec., Transformer, #PAD3645 

2500 KVA 8320 Delta Pri. 480 Delta Sec., Balteau, £T26761-7 

2500 KVA 11500Y/7200 Pri. 480 Delta Sec., Sunbelt, #PAD1597-S 

2500 KVA 11500Y/7621 Pri. 480 Delta Sec., Cooper, #PAD1612 

2500 KVA 12000 Delta Pri. 4160Y/2400 Sec., Sunbelt, ZPAD6628 

2500 KVA 12000Y/7200 Pri. 480 Delta Sec., Sunbelt, #PAD1597-S 

2500 KVA 12000Y/7621 Pri. 480 Delta Sec., Cooper, #PAD1612 

2500 KVA 12470 Delta Pri. 480Y/277 Sec., Core 


T&R Electric Supply Company Inc., has been 
serving the industry since 1961. Specializing in 
rewinding and reconditioning power and distribution 
transformers, T&R continues to make customer 
SUPPLY COMPANY INCORPORATED satisfaction its top priority. 


TRE 


T&R Electric Supply Co. Inc. 
"The Transformer People" & P.O. Box 180 * Colman, SD 57017 


2500 KVA 12470Y/7200 Pri. 4160Y/2400 Sec., General Electric, taps, Stock£ T846 
2500 К\А 13800 Delta Pri. 4160Y/2400 Sec., Sunbelt, #PAD6628 

2500 KVA 13800/7200Y/4160 Pri. 480Y/277 Sec., Alstom, #PAD4337 

2500 KVA 13800Y/7200 Pri. 480 Delta Sec., Sunbelt, #PAD3515-S 

2500 KVA 13800Y/7621 Pri. 480 Delta Sec., Cooper, #PAD1612 

2500 KVA 13800Y/7970 Pri. 480Y/277 Sec., Sunbelt, #PAD119074983 

2500 KVA 15000 Delta Pri. 4160Y/2400 Sec., Sunbelt, ZPAD6628 

2500 KVA 24940GrdY/14400 Pri. 480Y/277 Sec., Core (9 Available) 

2500 KVA 24940Y/14400 Pri. 480Y/277 Sec., Loop feed-dead front-taps, pad mount 
2500 KVA 34500Y Pri. 480Y Sec., Emsco, fused bayonet, 2017 

2500 KVA 34500Y Pri. 480Y Sec., Howard, fused, 2008 

2500 KVA 34500Y/19920 Pri. 690Y/400 Sec. Dead front, loop feed, +/- 

2500 KVA 34500GY/19920 Pri. 12470GY/7200 Sec., Transformer 

2500 KVA 44000 Delta Pri. 600Y/347 Sec., Tamprf, substation, padmount 
2550 KVA 2400 Delta Pri. 480Y/277 Sec., JCL 

2550 KVA 12470 Delta Pri. 415Y/240 Sec., JCL 

2550 KVA 13200 Delta Pri. 415Y/240 Sec., JCL 

2550 KVA 13800 Delta Pri. 415Y/240 Sec., JCL 

2550 KVA 24940 Delta Pri. 480Y/277 Sec, DB Transformer, padmount, new 
2550 KVA 24940 Delta Pri. 480Y/277 Sec, DB Transformer, padmount, new 
2550 KVA 24940 Delta Pri. 480Y/277 Sec, DB Transformer, padmount, new 
2550 KVA 24940 Delta Pri. 480Y/277 Sec, DB Transformer, padmount, new 
2550 KVA 24940GY/14400 Pri. 415Y/240 Sec., JCL 

2600 KVA 4160 Delta Pri. 480Y/277 Sec., JCL 

2600 KVA 12470 Delta Pri. 415Y/240 Sec., JCL 

2600 KVA 13200 Delta Pri. 415Y/240 Sec., JCL 

2600 KVA 13200GY/7620 Pri. 480Y/277 Sec., JCL 

2600 KVA 13800x12470 Delta Pri. 480 Wye Sec., Transformer, DFRF 
2800/3500 KVA 12470 Delta Pri. 2400 Delta Sec., Van Tran 

3000 KVA 4800 Pri. 480Y/277 Sec., Sunbelt, 3-Phase, padmount 

3000 KVA 12470 Delta Pri. 415Y/240 Sec., JCL 

3000 KVA 12470 Delta Pri. 480Y/277 Sec., Core Transformer, Used 

3000 KVA 12470GrdY/7200 Pri. 480Y/277 Sec., Core 

3000 KVA 12470Y/7200 Pri. 480Y/277 Sec., Taps, pad mount (3) 

3000 KVA 13200 Delta Pri. 415Y/240 Sec., JCL 

3000 KVA 13200 Delta Pri. 480Y/277 Sec., Taps, pad mount (3) 

3000 KVA 13800 Delta Pri. 415Y/240 Sec., JCL 

3000 KVA 13800 Delta Pri. 480Y/277 Sec., Howard, DF/LF, 2010 

3000 KVA 13800/12470 Delta Pri. 415 Wye Sec., Transformer 

3000 KVA 27600 Delta Pri. 600Y/347 Sec., S & C, TLO 

3000 KVA 34500 Delta Pri. 480Y/277 Sec., Core 

3000 KVA 34500 Delta Pri. 480Y/277 Sec., Transformer, #PAD6824 

3000 KVA 34500Y/19920 Pri. 690Y/400 Sec. Dead front, loop feed, +/- 

3150 KVA 34500 Delta Pri. 630Y/364 Sec., General Electric, #PAD6759 
3600 KVA 24940Y/14400 Pri. 480Y/277 Sec., Sunbelt, #PAD5960 

3750 KVA 12470 Delta Pri. 415Y/240 Sec., JCL 

3750 KVA 13200 Delta Pri. 415Y/240 Sec., JCL 

3750 KVA 13200 Delta Pri. 4160/2400 Sec., Square D, DF, RF, Bay, 2005 (T) 
3750 KVA 13800 Delta Pri. 415Y/240 Sec., JCL 

3750 KVA 24940GrdY/14400 Pri. 480Y/277 Sec., Core 

3750 KVA 24940GrdY/14400 Pri. 4160Y/2400 Sec., Core (6 Available) 

3750 KVA 34500Y Pri. 480 Delta Sec., Prolec, GSU (2) 

3750 KVA 34500Y/19920 Pri. 480Y/277 Sec., Howard, #PAD6760 


December 2023 


DEALER SR ID 
PA 610-515-8775 Belyea Company Inc 349048 
MN 320-289-2840 Equipment Marketing 745174 
QC 450-772-5608 MGB Transformers 249274 
QC 450-772-5608 MGB Transformers 292824 
CO 303-285-2569 High To Low Voltage 446192 
PA 724-983-1300 JCL Energy 306984 
MN 320-289-2840 Equipment Marketing 810785 
PA 800-433-3128 Sunbelt-Solomon, PA 172586 
ON 905-547-9171 Duke Electric Ltd 550696 
SC 888-678-2673 Core Transformers 412921 
PA 724-983-1300 JCL Energy 306977 
SD 800-843-9834 Jerry's Electric 293234 
PA 610-515-8775 Belyea Company Inc 387614 
PA 610-515-8775 Belyea Company Inc 430842 
PA 610-515-8775 Belyea Company Inc 450930 
PA 800-433-3128 Sunbelt-Solomon, PA 172587 
SC 888-678-2673 Core Transformers 423071 
PA 800-433-3128 Sunbelt-Solomon, PA 172589 
PA 800-433-3128 Sunbelt-Solomon, PA 172590 
PA 800-433-3128 Sunbelt-Solomon, PA 172592 
PA 800-433-3128 Sunbelt-Solomon, PA 172593 
PA 800-433-3128 Sunbelt-Solomon, PA 172594 
PA 800-433-3128 Sunbelt-Solomon, PA 172595 
PA 800-433-3128 Sunbelt-Solomon, PA 172596 
PA 800-433-3128 Sunbelt-Solomon, PA 172597 
PA 800-433-3128 Sunbelt-Solomon, PA 172599 
PA 800-433-3128 Sunbelt-Solomon, PA 172598 
PA 800-433-3128 Sunbelt-Solomon, PA 172606 
PA 800-433-3128 Sunbelt-Solomon, PA 172604 
PA 800-433-3128 Sunbelt-Solomon, PA 172603 
SC 888-678-2673 Core Transformers 423076 


Over 45,000 Transformers 
Listed From Stock on our Web Site 


Tel: 800-843-7994 * Fax: 605-534-3861 


Visit: www.t-r.com ° E-mail: t-r@t-r.com 


OH 330-493-1890 Power Asset 436983 
PA 800-433-3128 Sunbelt-Solomon, PA 172631 
PA 800-433-3128 Sunbelt-Solomon, PA 172624 
PA 800-433-3128 Sunbelt-Solomon, PA 172630 
PA 800-433-3128 Sunbelt-Solomon, PA 172628 
PA 800-433-3128 Sunbelt-Solomon, PA 172627 
PA 800-433-3128 Sunbelt-Solomon, PA 172633 
SC 888-678-2673 Core Transformers 423075 
SD 800-843-9834 Jerry's Electric 293233 
PA 610-515-8775 Belyea Company Inc 387615 
PA 610-515-8775 Belyea Company Inc 387616 
SD 800-843-9834 Jerry's Electric 196240 
PA 724-983-1300 JCL Energy 306976 
ON 877-987-9367 Carroll Transformer 129409 
PA 724-983-1300 JCL Energy 306968 
PA 724-983-1300 JCL Energy 306973 
PA 724-983-1300 JCL Energy 306974 
PA 724-983-1300 JCL Energy 306975 
CO 303-285-2569 High To Low Voltage 418148 
CO 303-285-2569 High To Low Voltage 418149 
CO 303-285-2569 High To Low Voltage 418150 
CO 303-285-2569 High To Low Voltage 418147 
PA 724-983-1300 JCL Energy 306953 
PA 724-983-1300 JCL Energy 306960 
PA 724-983-1300 JCL Energy 306958 
PA 724-983-1300 JCL Energy 306957 
PA 724-983-1300 JCL Energy 306969 
SK 306-241-8341 BTL 265324 
PA 724-983-1300 JCL Energy 306979 
OH 440-352-7858 Wing Electric Inc. 745081 
PA 724-983-1300 JCL Energy 306956 
SC 888-678-2673 Core Transformers 412920 
SC 888-678-2673 Core Transformers 423077 
SD 800-843-7994 T & R Electric 662878 
PA 724-983-1300 JCL Energy 306955 
SD 800-843-7994 T & R Electric 803970 
PA 724-983-1300 JCL Energy 306954 
PA 610-515-8775 Belyea Company Inc 349049 
SK 306-241-8341 BTL 265325 
ON 877-987-9367 Carroll Transformer 368369 
SC 888-678-2673 Core Transformers 450477 
PA 800-433-3128 Sunbelt-Solomon, PA 172643 
SD 800-843-9834 Jerry's Electric 196241 
PA 800-433-3128 Sunbelt-Solomon, PA 172645 
PA 800-433-3128 Sunbelt-Solomon, PA 172646 
PA 724-983-1300 JCL Energy 306965 
PA 724-983-1300 JCL Energy 306964 
CO 800-728-5722 Denver Magnetic 630896 
PA 724-983-1300 JCL Energy 306963 
SC 888-678-2673 Core Transformers 450479 
SC 888-678-2673 Core Transformers 450478 
PA 610-515-8775 Belyea Company Inc 464857 
PA 800-433-3128 Sunbelt-Solomon, PA 172649 
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December 2023 SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


60 HZ THREE PHASE PADMOUNT TRANSFORMERS - (1, 744 listings on our website!) DEALER SR ID 
3750 KVA 34500Y/19920 Pri. 480Y/277 Sec., Sunbelt, #PAD6826 PA 800-433-3128 Sunbelt-Solomon, PA 172651 
5000 KVA 12470 Delta Pri. 4160Y/2400 Sec., Transformer PA 724-983-1300 JCL Energy 306982 
5000 KVA 12470 Delta Pri. 4160Y/2400 Sec., Taps, pad mount SD 800-843-7994 T & R Electric 798831 
5000 KVA 13200 Delta Pri. 480Y/277 Sec., Cooper, #PAD4616 PA 800-433-3128 Sunbelt-Solomon, PA 172655 
5000 К\А 13200 Delta Pri. 4160Y/2400 Sec., HC, #PAD6275 PA 800-433-3128 Sunbelt-Solomon, PA 172659 
5000 К\А 34500 Delta Pri. 480Y/277 Sec., Sunbelt, #PAD6829 PA 800-433-3128 Sunbelt-Solomon, PA 172660 
5000 KVA 34500Y/19920 Pri. 4160Y/2400 Sec., Cooper, #PAD6762 PA 800-433-3128 Sunbelt-Solomon, PA 172661 
7500 KVA 12470GY/7200 Pri. 4160Y/2400 Sec., 3 ph., Padmount Transformer, Ready To Ship SC 208-346-7268 Maddox Industrial 468034 
7500 KVA 26400 Delta Pri. 4160Y Sec., Cooper, Fr-3, DF/RF HVDISC, 2014 (2) PA 610-515-8775 Belyea Company Inc 256509 
7500 KVA 34500 Delta Pri. 4160Y/2400 Sec., GE, pad w/33-step LTC secondary,in stock CA 310-487-3800 RAAR Group USA 204126 
7500 KVA 34500 Delta Pri. 4160Y/2400 Sec., G.E., padmount transformer ON 866-694-1252 Veracity Asset 365242 
10 MVA 24940 Delta Pri. 12470Y/7200 Sec., ABB, #PAD6341 PA 800-433-3128 Sunbelt-Solomon, PA 141344 
12 MVA 34500 Delta Pri. 11400Y/6582 Sec., ABB, BIL 200, #PAD3963 PA 800-433-3128 Sunbelt-Solomon, PA 051342 
1500 KVA 24940x12470Y Pri. 600Y Sec., Pad mount, oil, taps (4) QC 877-996-3636 Surplec HV Solution 064278 
2500 KVA 27600 Delta Pri. 600Y Sec., Pad mount, new (2) QC 877-996-3636 Surplec HV Solution 287524 
1500 KVA 24940Y Pri. 600Y Sec., Pad mount (6) QC 877-996-3636 Surplec HV Solution 838406 
Turbines 

GAS TURBINES - (4 listings on our website!) DEALER SR ID 
Solar #Mars-90, gas turbine engine, 2021 factory remanufactured unit IL 305-763-8096 Rider Opportunity 430713 
Solar #Т-70 SoLoNOx Genset, rated 7150 kWe, 10100 btu/KWh, 2490 hours AL 205-590-3505 Mid-America Engine 120886 


“Where Value and Partnerships are Created" 


STEAM TURBINES 


I.T.l. offers a large stock of rebuilt steam turbines, modified to meet your operating conditions. 
I.T.l. also has a large stock of new & reconditioned parts for all makes of turbines. 


COMPARE OUR PRICES! ALSO STOCKING 
Rebuilt-Gear Boxes-Centrifugal Air Compressors-Single / Multi-Stage Process Compressors. 


Contact: Michael Wayne 


INTEGRATED Tel: 323-726-5200 * Fax: 323-726-5206 


TURBOMACHINERY, www.Integratedturbo.com 
аЬ — 7411 Telegraph Rd. * Montebello, CA 90640 


STEAM W/OUT GENERATOR TURBINES - (34 listings on our website!) DEALER SR ID 
75 HP Terry /SA 520, 185 psig inlet, 3728 RPM, saturated, 65 psig exhaust, CC IL 847-541-5600 Wabash Power Equip. 807920 
85 HP DeLaval, 575 psig/20 psig exhaust, unused w/gearbox,1200 RPM out (2) CA 951-927-7647 M J Lindner Power 575992 
147 HP Terry /GS, 300 psig inlet, 3600 RPM, saturated, 25 psig exhaust, CW IL 847-541-5600 Wabash Power Equip. 807922 
200 HP Terry, non-cond., 600 psi inlet, 4 psig exh., 3550 RPM IL 847-541-5600 Wabash Power Equip. 108676 
250 HP G.E. / 7THRY, 175/400 psig inlet,3560 RPM,20 psig exh.,377/750°,CCW IL 847-541-5600 Wabash Power Equip. 807923 
300 HP Gen.Elec. / D-5851-1, 200 psig inlet,1800 RPM,10 psig exh.,saturated,CW IL 847-541-5600 Wabash Power Equip. 807924 
364 HP Worthington #T2RA Turbines (8) CA 323-726-5200 Integrated Turbo 279674 
539 HP Turbodyne, Fr.504HSWK,850G psi inl,750°F,3600rpm,50G psi ex,535°F,CW TX 281-427-8800 Revak Keene Turbo 715706 
800 HP Coppus Lufkin, non-condensing,544 psig @ 504°F,55# BP exch.,3558 RPM IL 847-541-5600 Wabash Power Equip. 667809 
900 HP Terry #GAF-2, Steam Turbine (2) CA 323-726-5200 Integrated Turbo 261742 
1224 HP Elliot DYR PE IVB, non cond.,700 psig @ 719°F,50 BP exhaust,1224 HP, 2009 IL 847-541-5600 Wabash Power Equip. 063101 
1300 HP Terry / CS1, 850 psig inlet,3560 RPM,150 psig exhaust,900°,CW IL 847-541-5600 Wabash Power Equip. 807930 
1314 HP Terry / GABS, 150 psig inlet,3800 RPM,15 psig exhaust,900%,CCW IL 847-541-5600 Wabash Power Equip. 807931 
1500 HP Elliott #DYR 365/440/100 Class III (3) CA 323-726-5200 Integrated Turbo 261739 
1700 HP Elliott #CYRTG-PL, Steam Turbine, 525 PSI @ 610 F Inlet, 55 PSI outlet, 4450 RPM, 1 Stage ... NJ 856-299-4500 EcReCon Inc. 282364 
1718 HP Elliott BYR HP GPL III, Non Condensing, 700 psig @ 750°F, 6258 RPM, Woodward Governor, 2017 OH 419-612-5665 Surplus Asset 370266 
1800 HP Murray / 142UV2, 250 psig inlet,3600 RPM,15 psig exhaust,500°,CCW IL 847-541-5600 Wabash Power Equip. 807934 
2000 HP Hayward-Tyler / TN24, 1000 psig inlet,3560 RPM,100 psig exhaust,546°,CW IL 847-541-5600 Wabash Power Equip. 807935 
2013 HP Elliott #SBPG-4, 10575 RPM,CCW,150 psig inlet,416°F,6"inlet down exhaust TX 281-427-8800 Revak Keene Turbo 766467 
2220 HP Murray / R type, 545 psig inlet,3600 RPM,15/65 psig exhaust,610°,CCW IL 847-541-5600 Wabash Power Equip. 807936 
2420 HP Elliott / RV6, 350 psig inlet, 9550 RPM, 4"HGS, 610°, CCW IL 847-541-5600 Wabash Power Equip. 807937 
2800 HP Murray / 142UV2, 395 psig inlet,4670 RPM,45 psig exhaust,700°,CCW IL — 847-541-5600 Wabash Power Equip. 807938 
3800 HP G.E. #DRV825, Fr.5,4860rpm,540G psi inlet,700?F,24"up exhaust 6"inlet,CCW TX 281-427-8800 Revak Keene Turbo 715707 
6183 HP Murray #RD-4, 3955 RPM,CCW rotation,570/720/200,10"inlet,up exhaust TX 281-427-8800 Revak Keene Turbo 766469 
7400 HP Worthington #4S, 6000 RPM, 615/720/110, CCW, spare rotor TX 281-427-8800 Revak Keene Turbo 719833 
8765 HP Elliott #SRV4-3, 8300 RPM,CW rotation,600/750/145,8" inlet,12" up exhaust TX 281-427-8800 Revak Keene Turbo 766468 
9495 HP Dresser Rand / 5ОТ, 400 psig inlet, 8000 RPM, 2.5"HGS, 720°, CW IL 847-541-5600 Wabash Power Equip. 807939 
Shi-nippon, 8.0 Mw - Steam turbine - ABB altenrator NJ 973-835-9800 Kraft Power Corp 412679 


WE BUY & SELL 
STEAM TURBINE PARTS 
EENE WE REBUILD STEAM TURBINES 


M, Las Ls A 
Ze Fe PN пт WE PROVIDE ENGINEERING, PARTS, AND REPAIR SERVICE 
Gearboxes * Industrial Surplus * and Related Parts 
Contact Us - Email: guotes@revakkeene.com 


Tel: 281-427-8800 * www.revakkeene.com 
REVAK KEENE TURBOMACHINERY * 12204 W. Fairmont Pkwy, La Porte, TX 77571 
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Uninterruptible Power Supplies (UPS) 


UNINTERRUPTIBLE POWER SUPPLIES (UPS) - (185 listings on our website!) 
30 KVA Vertiv eXM, UPS, 208 V., 208 V., refurbished 

37.5 KVA Schneider / APC, Galaxy VS UPS 30 kW 208 V. for external batteries,refurbished 
80 KVA Eaton 93PM 100 Model 80 480 V., 480 V. UPS system, refurbished 

100 KVA Eaton 9390 120, UPS system, 208 V., 208 V., refurbished 

100 KVA Eaton S3PM-L-120, 3 phase tower UPS, new factory warranty 

225 KVA Liebert #225, UPS, 480 V. (2) 

300 KVA Active Power Cat UPS, 240 KW,480V. 3 ph 3W,grounded Wye,UPS flywheel 

600 KVA Active Power, rotary ups,air conditioning,2 x ATS's,2009 

Active Power #MMS1200, flywheel UPS, 940 KW, 277-480 V., continuous, 2013 

Eaton 93PM 50 Model 40, UPS, 480 V., 480 V., refurbished 

Eaton 93PM-100, UPS system, 480 V., 480 V., refurbished 

Liebert #PPBO75C, UPS, input 600V, output 208/120, new 

Mitsubishi 9100 Series UPS 

Quantum Edgepoint Gen 2 Modular Data Center, new 


75 HP Yaskawa, CIMRE7U40451A, 75VT, Nema 1, 


Variable Speed Drives, пей surplus, 460 V. 
` Mfr: Yask 
AC, (VFD's) Model:CIMRE7U40451A 
Seller: VFDS.com 


Salt Lake City, UT 
Search VFD on SurplusRecord.com to view all Tel: 200800 2267 


жЕ SR ID: 635673 
235 listings. Price: Call for Price 


VeeArc" 


www.veearcdrives.com 
1919 Cherry Hill Rd., Joliet, IL 60433 


AC VARIABLE FREQUENCY DRIVES - (235 listings on our website) 
2 HP GS2-42-PO, 480 V., many 

3 HP Delta MS300 VFD drive, VFD11AMS23ANSH, 230 V., 3-phase 

3 HP Siemens, 6SE70, 11 Amp, rebuilt, 230 V. (3) 

5 HP Delta, CP2000 VFD drive, inverter, AC drive VFD037CP4EB-21, 460 V., new 
5 HP Durapulse, GS3-45-PO, many drives 

7.5 HP Toshiba, VFS11-4055PL-WN, 460 V. 

7.5 HP Vacon, VACONX4C20075C, VFD inverter, 4X indoor or outdoor, DRO, 200-230 V. 
10 HP DURApulse, GS3 4010, 460 V. 

15/20 HP Siemens, 6SE70, 54 Amp, rebuilt, 230 V. (3) 

15 HP Toshiba, G9, 460 V., Variable Frequency Drive, New 

20 HP Delta, MS300 VFD, inverter, AC drive VFD32AMS43AFSAA, 460 V., new 
20 HP Toshiba, G9, 460 V., Variable Frequency Drive, New 

25 HP Delta MS300 VFD drive, VFD38AMS43ANSH, 460 V. 3 phase 

25/30 HP Siemens, 6SE70, 38 Amp, rebuilt, 460 V. (3) 

25 HP Toshiba, G9, 460 V., Variable Frequency Drive, New 

30 HP Delta VFD-E drive, VFD220E43A, 460 V. 3 phase 

30 HP Delta MS300 VFD drive, VFD45AMS43AFSH, 480 V. 3 phase 

30 HP Delta MS300 VFD drive, VFD45AMS43ANSH, 480 V. 3 phase 

30 HP Toshiba, G9, 460 V., Variable Frequency Drive, New 

30 HP Enclosed VFD system w/disconnect, Nema 1 480 V. 

40 HP Delta VFD drive, VFD300ED23S, 230 V. 3 phase 

40 HP Delta CP2000 VFD drive, VFD370CP23A-00, 230 V. 3 phase 

40 HP Toshiba, G9, 460 V., Variable Frequency Drive, New 

40 HP Encolsed VFD system w/disconnect, Nema 1, 480 V. 

50 HP ABB, vt / 40 ct, 380-500 VAC, new 

50 HP Toshiba, G9, 460 V., Variable Frequency Drive, New 

50 HP Enclosed VFD system w/disconnect, Nema 1, 460 V. 

60/75 HP Siemens, 6SE70, 100 Amp, rebuilt, 460 V. (3) 

60 HP Enclosed VFD system w/disconnect, Nema 1, 460 V. 

75 HP Saftronics, GP1020759, 75VT, chassis, new surplus, 230 V., 3 ph. (3) 
75 HP Square D, ATV66D79N4U, BRK & BYP, Nema 1, new surplus, 460 V. 

75 HP Enclosed VFD system w/disconnect, Nema 1, 460 V. 

100 HP Saftronics (Teco), C104075-1, 75HD/100ND,Nema 1,new surp,460 V. (14) 
100 HP Enclosed VFD system w/disconnect, Nema 1, 460 V. 

125 HP Cutler-Hammer drive, 460 V., used (3) 

125 HP Enclosed VFD system w/disconnect, Nema 1, 460 V. 

150 HP ABB, ACS880 Ultra Low Harmonic VFD,Nema 1,690 V.,new surplus (4) 
150 HP Enclosed VFD system w/disconnect, Nema 1, 460 V. 

200 HP Mitsubishi, Meltrac 200F, MT-200F-H220K-U, used, 460V., 3 ph. 

200 HP Siemens, 6SE70, 380 Amp, rebuilt, 460 VAC AC-DC, Reg Rect. 

200 HP Siemens, 6SE70, 320 Amp, rebuilt, 620 VDC DC-AC 

200 HP Teco, Q4-2000-331, used, 480 V., 3 ph. 

200 HP Toshiba, Tosvert-130G1, VT130G1-420K, used, 460 V., 3 ph. 

200 HP Enclosed VFD System w/Disconnect, Outdoor Rated 3R 460V 

250 HP Enclosed VFD system w/disconnect, Nema 1, 460 V. 

475 HP Delta C2000 VFD drive, VFD3550C43A, 460 V. 3 phase 

475 HP Delta CP2000 VFD drive, VFD4000CP43C-00, 460 V. 3 phase 

500 HP Allen-Bradley, 1336, #2 pulper VFD 

600 HP Teco Westinghouse Drive, new 

700 HP Siemens Robicons, qty 2 

700 HP Toshiba, T300MV2, 2400 V., new 

750/800 HP Galt Electric, GD5000 Series, 4160 V. 99A, medium voltage VFD 
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775-372-6455 
775-372-6455 
775-372-6455 
775-372-6455 
775-372-6455 
727-560-5080 
800-328-1842 
800-443-9813 
778-896-7235 
775-372-6455 
775-372-6455 
403-309-9250 
205-454-8184 
804-475-0676 


DEALER 

CIG LLC 

CIG LLC 

CIG LLC 

CIG LLC 

CIG LLC 

Safe Power 
EMSCO 

Carter Machinery Co 
Powersafe Energy 
CIG LLC 

CIG LLC 

Collicutt Energy 


Transamerican Equip 


Virginia Industrial 


December 2023 


SRID 
437191 
446586 
437185 
437190 
471184 
011792 
202995 
208834 
444474 
437189 
437192 
363337 
975471 
457871 


450/500 HP Allen-Bradley PowerFlex, 
20BD600NOQNNNNDO, 480 V., N1, unused 
surplus 


Buy * Sell 
Tel: 800-292-1220 * Fax: 815-724-2375 


WI 
UT 
IL 
UT 
WI 
MN 
OH 
WI 
IL 
AZ 
UT 
AZ 
UT 
IL 
AZ 
UT 
UT 
UT 
AZ 
UT 
UT 
UT 
AZ 
UT 
MN 
AZ 
UT 
IL 
UT 
UT 
UT 
UT 
UT 
UT 
UT 
UT 
AB 
UT 
UT 
IL 
IL 
UT 
UT 
UT 
UT 
UT 
UT 
PA 
NM 
GA 
sc 
UT 


Mfr: Allen-Bradley 


Model:20BD600NO 
Seller: Atlas Electr 
WA 


ONNNNDO 
ic Inc 


Tel: 509-534-8389 


SR ID: 349047 


Price: Call for Price 


AC & DC DRIVES 


* Rebuild 


920-530-5923 
800-800-2261 
800-292-1220 
800-800-2261 
920-530-5923 
651-484-5533 
440-276-3052 
920-530-5923 
800-292-1220 
602-682-2135 
800-800-2261 
602-682-2135 
800-800-2261 
800-292-1220 
602-682-2135 
800-800-2261 
800-800-2261 
800-800-2261 
602-682-2135 
800-800-2261 
800-800-2261 
800-800-2261 
602-682-2135 
800-800-2261 
651-484-5533 
602-682-2135 
800-800-2261 
800-292-1220 
800-800-2261 
800-800-2261 
800-800-2261 
800-800-2261 
800-800-2261 
800-800-2261 
800-800-2261 
800-800-2261 
780-444-4370 
800-800-2261 
800-800-2261 
800-292-1220 
800-292-1220 
800-800-2261 
800-800-2261 
800-800-2261 
800-800-2261 
800-800-2261 
800-800-2261 
215-664-6016 
575-628-0280 
770-448-4644 
803-833-4183 
800-800-2261 


DEALER 

Bay Fabrication 
VFDS.com 
Veearc 
VFDS.com 

Bay Fabrication 
Shermco Industries 
Ingalls Process 
Bay Fabrication 
Veearc 

Keller Electrical 
VFDS.com 
Keller Electrical 
VFDS.com 
Veearc 

Keller Electrical 
VFDS.com 
VFDS.com 
VFDS.com 
Keller Electrical 
VFDS.com 
VFDS.com 
VFDS.com 
Keller Electrical 
VFDS.com 
Shermco Industries 
Keller Electrical 
VFDS.com 
Veearc 
VFDS.com 
VFDS.com 
VFDS.com 
VFDS.com 
VFDS.com 
VFDS.com 
VFDS.com 
VFDS.com 
Crossman Auto 
VFDS.com 
VFDS.com 
Veearc 

Veearc 
VFDS.com 
VFDS.com 
VFDS.com 
VFDS.com 
VFDS.com 
VFDS.com 
Global Equipment 
Industrial Elec Mtr 
EMA Inc 

ESR Motor Systems 
VFDS.com 


SRID 
468716 
124105 
478551 
275077 
468715 
317475 
468354 
455413 
478553 
450531 
275078 
450532 
124109 
478552 
450533 
124111 
124107 
124106 
450534 
920154 
124104 
124103 
450535 
920155 
475450 
450536 
920162 
478554 
920163 
759442 
759451 
920164 
759441 
920157 
919227 
920158 
289139 
920159 
839978 
478556 
478555 
839979 
839980 
920160 
920161 
124110 
124108 
261051 
371961 
336357 
251113 
088128 
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December 2023 SEARCH THE SR ID AT SurplusRecord.com TO SEE ALL PHOTOS/DETAILS FOR THE LISTING! 


AC VARIABLE FREQUENCY DRIVES - (235 listings on our website!) DEALER SR ID 


Industrial Solutions Authority • AC DRIVES UP TO 9000 HP 

530 N 3rd St, • Hamilton, OH 45011 Choose from thousands of part numbers. 
Tel: 513.349.4119 Ready to ship today. 

Email: sales@isaelectric.com Same-day delivery options! 


Â, Shop Our Inventory: www.isaelectric.com `. ALLEN BRADLEY REBUILT AND NEW-SURPLUS 
T Up to 1250 HP Powerflex 753/755 
Up to 200 HP Powerflex 700 
Up to 900 HP Powerflex 7005 and 700H 
Up to 50 HP Powerflex 70 


e SIEMENS REBUILT AND NEW-SURPLUS 
1 - 150 HP Micromaster 
2 - 9000 HP MV Perfect Harmony Sinamics 


• ABB & CUTLER HAMMER 
Call For Availability. 


e 18-Month Warranty on New and Rebuilt Drives! 


750/800 HP G5000 Series (560 kW), 99 A, IP30 - 165.3 x 47.2 x 107" UT 800-800-2261 VFDS.com 130670 
800/900 HP Galt Electric, GD5000 Series, 2300 V., 201 A, medium voltage VFD UT 800-800-2261 VFDS.com 088127 
800/900 HP G5000 Series (630 kW), 201 A, IP30 - 157.5 x 47.2 x 107" UT 800-800-2261 VFDS.com 130669 
1000 HP Siemens Robicon, Gen IV, Perfect Harmony, new, 4160 V.(2) NC 919-562-8122 East Coast Electric 764757 
1000 HP Toshiba / Mitsubishi, 155A, 4160 V., new UT 800-800-2261 VFDS.com 983139 
1000 HP Nema 1, new, 2300/4160 V. ID 844-606-3336 Dykman Electrical 767694 
1250 HP Eaton, SC9000, 4160 V. GA 770-448-4644 EMA Inc 379547 
1250 HP Toshiba / Mitsubishi, 166A, 4160 V., new UT 800-800-2261 VFDS.com 983140 
1500 HP Rockwell, Powerflex7000, 4160 V. GA 770-448-4644 EMA Inc 290011 
1500 HP Toshiba / Mitsubishi, 191A, 4160 V., new UT 800-800-2261 VFDS.com 983141 
1500 HP Nema 1, new, 4160 V. ID — 844-606-3336 Dykman Electrical 767691 
1750 HP Allen-Bradley, Powerflex 7000, Nema 1, 250 Amp, 4160 V. NC 919-562-8122 East Coast Electric 826367 
2000 HP Allen Bradley, Power Flex 7000 Drive, 4160 V. NY 310-487-3800 RAAR Group USA 298589 
2000 HP Siemens Robicon, Gen IV, Perfect Harmony, new, 4160 V.(3) NC 919-562-8122 East Coast Electric 071883 
2000 HP Toshiba / Mitsubishi, 248A, 4160 V., new UT 800-800-2261 VFDS.com 983142 
2000 HP Toshiba, T300MVi, VFDs, 4160 V. (2 available) GA 770-448-4644 EMA Inc 379546 
2000 HP Nema 1, new, 4160 V. ID 844-606-3336 Dykman Electrical 767689 
2250 HP Toshiba / Mitsubishi, 262A, 4160 V., new UT 800-800-2261 VFDS.com 983143 
3000 HP Allen-Bradley, Powerflex 7000, Nema 1, 375 Amp, 4160 V. NC 919-562-8122 East Coast Electric 826366 
3000 HP Toshiba / Mitsubishi, 372A, 4160 V. UT 800-800-2261 VFDS.com 983659 
6000 HP Nema 1, 4160 V., 744 amp rated ID 844-606-3336 Dykman Electrical 019708 
ABB, ACS800-704LC-1370-7, Frequency Converter OH 216-478-6657 HGR Indust Surplus 478833 
Allen-Bradley, PowerFlex 7000, 7000-A250DEHD-RPLR, 250 amp,60 Hz.,4000 V.,VFD UT 800-800-2261 VFDS.com 919083 
Converteam (GEPC),MV3000,377A,Air Cooled Delta,480 V.,new surplus, MVD377-4501 TX 281-640-8600 Avid Controls Inc 968355 
Converteam (GEPC),MV3000,1600A,690 V.,air cooled rectifier,new, MVR1600-4601-A TX 281-640-8600 Avid Controls Inc 804562 
Converteam (GEPC),MV3000,2100A,690 V.,liquid cooled rectifier,new, MVRL2100-4601-A TX 281-640-8600 Avid Controls Inc 804563 
Converteam (GEPC),MV3000,1000A,1200V.,liquid cooled Delta,new,MVDL1000 TX 281-640-8600 Avid Controls Inc 804560 
Eaton, HMX02144NAB5K9M1, Control Drive OH 216-478-6657 HGR Indust Surplus 477305 
Toshiba / Mitsubishi, 138A, 4160 V., 810 KW, new UT 800-800-2261 VFDS.com 983138 
Toshiba, AS3 inventory, up to 250 HP, 2023 MN 651-484-5533 Shermco Industries 426543 


NEW AND USED VFD'S NOW IN STOCK 


NEW MEDIUM VOLTAGE SIEMENS/ROBICON DRIVES IN STOCK 
UP TO 5000 HP AT 2300 AND 4160 VOLTS 
* RETROFIT YOUR EXISTING MOTOR TO OPERATE WITH A VFD 
e DRIVES WILL WORK WITH ANY MOTOR REGARDLESS OF AGE OR BRAND. 
* NO SHAFT GROUNDING BRUSHES OR INSULATED BEARINGS ARE REQUIRED. 
EAST COAST ELECTRICAL * AVOID EXPENSIVE MOTOR MODIFICATIONS OR THE NEED FOR A NEW MOTOR 


EQUIPMENT COMPANY 
EIERS USED ALLEN BRADLEY AND TOSHIBA DRIVES IN STOCK: 
kar doy is e 3000 HP 4160 VOLTS 375 AMPS MAXIMUM-ALLEN BRADLEY POWER FLEX 7000 


Toll Free: 888-560-8122 * 1750 HP 4160 VOLTS 250 AMPS MAXIMUM-ALLEN BRADLEY POWER FLEX 7000 

Tel: 919-562-8122 • 1750 HP 4000 VOLTS 300 AMPS MAXIMUM- TOSHIBA T300MVi 

Fax: 919-562-7627 Quick Delivery - Best Prices in USA - Factory Warrantied 

E-mail: info@eastcoastmotor.com Visit our web site at www.eastcoastmotor.com 
Allen Bradley, 1336, variable frequency drive, sensorless IL 847-750-3339 Alan Ross Machinery 469877 
300 HP ABB, ACS800 U4 0300 5+E210+P901, VFD, 380-500 V., unused, 2014 WA 360-864-2800 Machinery Scene 470799 
DC VARIABLE FREQUENCY DRIVES - (13 listings on our website!) DEALER SR ID 
10 HP Siemens Simoreg, 20A 4-QUAD, rebuilt, 240/500 V. (3) IL — 800-292-1220 Veearc 478557 
30 HP Siemens Simoreg, 60A 1-QUAD, rebuilt, 240/500 V. (3) IL — 800-292-1220 Veearc 478558 
75 HP Siemens Simoreg, 123A 4-QUAD, rebuilt, 240/500 V. (3) IL — 800-292-1220 Veearc 478559 
300 HP Siemens, 6RA70 510A 4-QUAD, rebuilt, 240/500 V. IL 800-292-1220 Veearc 478560 
Ross Hill SCR lineup, 600 VAC in,750 VDC out,2200 amps 6 SCR bridge,new surp TX 281-487-9300 GlobalTech Motor 072287 


192 ELECTRICAL & POWER EQUIPMENT 


BIG VALUES OF QUALITY MACHINERY, 
MOTORS & TRANSFORMERS 


64 z 
SHERIDAN GRAY TC-300 
STRETCH PRESS RETROFIT 
Vertical Push Type, 
Y Approximate Overall Width 140”, 
Approximate Table Length 8', SIN: 43 
$795,000.00; Complete Rebuild 
with CNC Controls and (1) Year Warranty 


GE DUAL PINION AG BALL MILL 
ELECTRICAL DRIVE SYSTEM (NEW) 

(2) 7500 KW / 10,000 HP, 180 RPM Synchronous Mo- 
tors (Air Cooled), All Base and Sole Plates, 
Foundation Bolts , AC Field Panels, Conduit Boxes, 
Couplings, De Bearings, ODE Bearings, Rotors, 
Stators and Transformers (In Crates - Never installed) 


NEW UNUSED SURPLUS ABB 
WOUND ROTOR (SLIP-RING) A-C MOTORS 
Asynchronous Machine; 7500 HP; 896 RPM 
Stator: 13,200 VAC +/- 10% @ 315 Amps 
Rotor: 2,475 VAC @ 1356 Amps; 3 Phase; 60 Hertz 

Max. Ambient -25/+40 C 


J Bm 
XMFR POLE MOUNTED TRANSFORMERS 
Over 200 New XMFR Pole Mounted Transformers, 
From 10, 15, 25 and 37.5 KVA 
13200GRDYI7620 V Single Bushing 
Secondary Voltage 277/480Y V 19900/34500Y V, 
120/240 V Double Bushing 


t 


ba 


900 RPM; Continuous Duty; 2200 KW, 480 Volt, 
3 phase, 


MITSUBISHI CNC 5 FACE BRIDGE TYPE 
MACHINING CENTER MODEL MVR-40 
Travels: X-244", Y-165", 7-28”, W-32"; 
Table Size: 244" x 119"; 35M Tons Capacity 
Spindle Dia. 4.33"; 2 Speed Head 17-4000 RPM 
Cat 50 Taper; 40HP; 80 Station ATC 
Vertical/Horizontal Tool Exchange; 2014; SIN: 4DAA984 


ABURE (ASEA) QUINTUS FLUID CELL 
FORMING PRESS MODEL QRL-63 
Two Fluid Form Units Avail. wiPress; Unit 1: 1120mm, 
Blank Dia. 1100mm, Max. Draw Depth 315mm, 
9,100 psi, Nominal Dia. 43.7"; 
Unit 2: 1120mm, Blank Dia. 710mm, Max. Draw Depth 
315mm, 23,200 psi, Nominal Dia. 27.7" 


HUFFORD A-5 EXTRUSION STRETCH 
FORMING PRESS 
Long Arm Machine, 12.5 Ton, 
30" x 65" x 35.5"H Table 
10" - 219" Part Length Formed 
Max. Die Height 20", 2,000 psi 


"т = чаў 
HUFFORD MODEL А-10 
Serial #24; 17.5 Ton Capacity; 
30” x 65” Table, 35” Height 
Max. Part 219”, Min. Part 10”; 
Max. Die Height 20”, L-180° 20”-68” 
Tension Stroke 18.5”; Max. 2,000 psi 


EMD DIESEL ENGINE-GENERATOR SYSTEM 


HYD-MECH, M-16A AUTOMATIC BAND SAW 
MODEL EMD-20645E4B Capacity at 90°: 16" x 25" Rectangular / 16" Round 
Capacity at 45°: 16" x 15" Rectangular / 16" Round 
Capacity at 30°: 16" x 9" Rectangular / 11" Round 
Blade Size: 1-1/4" x 18' 6"; Blade Drive: 7.5 HP VFD; 
Work Load: 8,000 Ibs; Blade Speed: 50-350 SFM 


60 hertz; Turbo-Charged; Skid Mounted 
SIN: 82-2-1035 


(2) GIDDINGS & LEWIS Model 70-H6-UF 
CNC FLOOR TYPE BORING MILLS 
X-576"; Y-154"; 2-48"; 21-48" 

W-120"; B-120" Rotary Table 
40HP Spindle wl 0-220”/min feed, 

3 Speed; 70' Common Bed 
SIN: 425-69-70 (FM-1); SIN: 425-59-69 (FM-2) 


GENERAL ELECTRIC | TOSHIBA DB5I VFD 
39 / 52 65 MVA, 3 Phase 60 Hertz, 
Class ONAN | ONAF | ONAF 
Primary: 115,000 GrdY / 66,395 
Secondary: 34,500 Grd Y / 19,920 @ 1,088 amps 
Load Tap Changing: 33 steps from 30,964 - 38,041V 
Continuous Duty, Manufactured NEW 2007 


LAKE ERIE 2100 TON TRIPLE ACTION 
HYDRAULIC PRESS 
REBUILT IN 2002; Bed Size: 9.5’ X 10.5’; 
Rolling Bolster, 125,000 # Hydraulically 
Controlled with 40,000 # Bolster Clamps; 
Duo Safe Safety Curtains; Nematron SLC 500 Control 
SIN: 1628; Price: $1,825,000.00 


VIRGINIA TRANSFORMER 
WITH LOAD TAP CHANGING 
5500-HP, 4160V AC Motor Drive, 682 AMPS, 
4193-KVA, 4274KW, 5500-HP, 50-KVA Capacity, 
Input: 4.16KV | 647A | 60HZ | 3PH, 
Output: 4.16KV | 682A | 60HZ | 3PH, 
Control: 480V/17A/60HZI3PH, SIN: 091001406 (2009) 


SIEMENS INDUCTION 
Brand New Motors, Inside Storage wl Preservation 
Maintenance: Heating Elements | Oil / Shafts. 
5000, 6000, and/or 7000 HP; 
6600 Volts; 1792 rpm 


5000 TON USI CLEARING HYDRAULIC PRESS 
MODEL: H-5000-105-84 
Bed Area: 105” x 86”; Stroke: 60”; Daylight: 81” 
Intermediate Pressing: 1500 Tons 
Stripping: 70 tons; Rapid Advance: 535 ipm 
Int Press @ 1500 Tons: 0-47 ipm; 5000 Tons: 0-14.2 ipm 


WWW.raargroupusa.com 


We Turn America 
EXECUTIVE FLAGSHIP DISTRIBUTOR 
FOR GE INDUSTRIAL MOTORS 
ШЕ STOGK BRAND NEW MOTORS UP TO 5000 KIP 


GE Quantum TEFC IEEE 841 
GE Quantum WP-2 & 
GE Quantum 580/7000 


GE INDUSTRIAL MOTORS 
JJ a WOLONG company ДЕШТІ 


24 Hour / 7 day a week- EMERGENCY SERVICES! 
Joey O'Day 
Tel; 615-889-4009 
BEA а ы 


) CHINES FEATURED 

« 5" X 5" X 1/2” GEKA BENDICROP SC IRONWORKER 
95 ТОМ W/6 WORK STATIONS 

* BEHRINGER 12.2" X 15.7" HBP310/403GA AUTOMATIC, 
FULLY-PROGRAMMABLE DUAL COLUMN 
HORIZONTAL MITERING BAND SAW 

+ 25" X 216" (18) AMERICAN “2516 STYLE E" 
ENGINE LATHE WITH TAPER ATTACHMENT 

* BOSCHERT 20" X 40" EL500 MANUAL HYDRAULIC 
PUNCHING MACHINE, NEW 2006, WITH TOOLING 

e MAZAK SVC 20001 /1201! CNC VERTICAL MACHINING 
CENTER NEW 2012 

* SHARP 3 AXIS KNEE MILL LMV-50 WIACRA 3HP VS HEAD, 
ACURITE MILLPWR G2 TURNKEY CNC SYSTEM 

* FV-4V DOALL HEAVY-DUTY VERTICAL MILL WITH 
NEWALL DRO, P/F TO TABLE, QUILL, SADDLE, 
AND KNEE, 4 HP VARIABLE SPEED 

* 12" X 24" OKAMOTO ACC-124DX FULLY AUTOMATIC 
(3 AXIS) HIGH-PRECISION SURFACE GRINDER 

* 2019 MITSUBISHI MV1200S WIRE EDM WITH 
M800 SERIES CONTROL WITH 100 HOURS ON IT 

* TSUGAMI BS26-Ill CNC SWISS AUTOMATIC 
SCREW MACHINE WITH LNS BAR FEEDER 


CheckjOut|Overj150)Used|Machines:; 


MACHINERYICENTRAE 
Cp 
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